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Dear  Ms.  Sise: 

Duncklee  &  Dunham,  P.C.  (Duncklee  &  Dunham)  is  pleased  to  submit  this  Report  of  Phase  I 
Environmental  Site  Assessment  for  the  above-referenced  site.  This  report  presents  the  results  of  our  Phase 
I  Environmental  Site  Assessment  (ESA)  conducted  in  general  accordance  to  ASTM  International’s 
Standard  Practice  E  1527-13  and  the  All  Appropriate  Inquiries  rule  for  a  Phase  1  ESA.  Duncklee  & 
Dunham  did  not  identify  recognized  environmental  conditions  at  the  site  except  for: 

•  groundwater  beneath  the  plant  site,  which  may  have  been  adversely  by  releases  of  chemicals  used  to 
to  maintain  mechanical  equipment; 

•  the  releases  of  gasoline  and  diesel  fuel  at  the  plant  site,  which  have  adversely  affected  soil  and  may 
have  adversely  affected  groundwater; 

•  groundwater  at  the  warehouse  site,  which  may  have  been  adversely  affected  by  releases  of  solvents 
when  the  building  was  used  for  textile  manufacturing. 
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Please  review  the  following  report  in  its  entirety  for  more  information  regarding  our  findings  and 
opinions  for  the  site.  Duneklee  &  Dunham  appreeiates  the  opportunity  to  be  of  serviee  to  you.  Please 
contact  me  at  (919)  858-9898  if  you  have  any  questions. 

Sincerely, 

Duneklee  &  Dunham,  P.C. 


Russell  H.  Molyneux 
Project  Geologist 

Richard  A.  Kolb,  L.G. 
Senior  Geologist 
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1  Executive  Summary 

Duncklee  &  Dunham  conducted  a  Phase  I  Environmental  Site  Assessment  of  the  former  Townsend  chicken¬ 
processing  plant  (the  “plant”)  and  the  former  Acme  McCrary  Warehouse  (the  “warehouse”)  in  Siler  City, 
Chatham  County,  North  Carolina,  hereinafter  called  “the  subject  site”.  The  plant  is  located  at  1101  East 
Third  Street  and  the  warehouse  is  located  at  1200  East  Third  Street.  The  plant  site  consists  of  9.45  acres  and 
is  developed  with  a  two-story  processing  plant,  an  office  building,  and  a  laboratory  feet.  The  warehouse  site 
consists  of  13.74  acres  and  is  developed  with  a  former  textile  mill  most  recently  used  as  a  warehouse  that 
comprises  a  total  of  1 82,674  heated  square  feet.  The  plant  site  is  bound  to  the  north  by  East  Eleventh  Street 
(U.S.  64),  across  which  is  an  Acme  McCrary  warehouse  used  to  store  ladies’  hosiery  and  seamless 
apparel  products;  to  the  east  by  the  Relax  Inn  motel;  to  the  south  by  East  Third  Street,  across  which  are 
the  Hometown  Cleaners  building,  an  office  building  occupied  by  Realty  World,  and  the  former  Acme 
McCrary  warehouse;  and  on  the  west  by  Johnson  Avenue,  across  which  are  mobile  homes.  The 
warehouse  site  is  bound  to  the  north  by  East  Third  Street,  across  which  are  the  plant  site,  the  Relax  Inn 
motel.  This  ‘N  That  thrift  store,  Valvoline  Express  Care,  and  a  Star  Petrol/Quick  Way  Mart  gasoline 
station/convenience  store;  to  the  east  by  a  building  occupied  by  Alvarado  Jewelry,  In  Soccer,  and  the 
Vera  Gala  special  event  venue;  to  the  south  by  East  Raleigh  Street,  across  which  are  a  single-family 
residence,  undeveloped  land,  and  a  building  occupied  by  Eynne’s  Fabrics;  and  to  the  west  by  an  office 
building  occupied  by  Realty  World. 

EDR  reviewed  environmental  lists  published  by  federal  and  state  agencies  for  sites  on  environmental  lists 
within  the  search  distances  recommended  in  ASTM  bitemationaTs  Standard  Practice  E1527-13,  Standard 
Practice  for  Environmental  Site  Assessments:  Phase  I  Environmental  Site  Assessment  Process  (E1527- 
13).  EDR  identified  the  plant  site  on  the  EUST  list  and  IMD  list  due  to  releases  from  former  petroleum 
USTs,  underground  fuel  lines,  and  dispensers.  At  the  plant  site.  Cohesion  Inc.  (Cohesion)  closed  by 
removal  two  registered  USTs  (gasoline  and  diesel)  in  August  2015.  During  closure,  they  discovered 
evidence  of  a  release  from  a  gasoline  UST  and  excavated  approximately  411  tons  of  petroleum- 
contaminated  soil  from  beneath  this  UST.  Cohesion  collected  soil  samples  and  submitted  the  samples  for 
laboratory  testing,  the  results  of  which  were  tabulated  in  their  20  Day  Report.  The  laboratory  detected  TPH- 
GRO  and  TPH-DRO  at  concentrations  that  exceed  the  NCDENR’s  action  level  of  10  mg/Kg.  NCDENR 
requested  completion  of  a  Phase  I  ESA  at  the  plant  site  to  determine  what  further  assessment  or  remediation 
would  be  needed,  if  any.  That  assessment  is  in  progress. 

EDR  identified  the  warehouse  site  on  the  EUST  list  and  IMD  due  to  releases  related  to  four  USTs  formerly 
present  at  the  site,  two  of  which  were  located  on  the  eastern  side  of  the  building  and  which  fueled  the 
boilers,  and  two  of  which  were  located  on  the  southwestern  side  of  the  building  near  the  loading  bays. 
ENSCI  Corporation  (ENSCI)  closed  the  USTs  by  removal  in  1992.  They  oversaw  the  removal  of 
approximately  3,000  gallons  of  contaminated  groundwater  and  200  tons  of  contaminated  soil  from  the 
location  of  the  two  USTs  on  the  eastern  side  of  the  building,  and  5  cubic  yards  of  contaminated  soil  from  the 
diesel  UST  location  on  the  southwestern  side  of  the  building.  ENSCI  reported  that  they  could  not  excavate 
all  the  contaminated  soil  without  jeopardizing  the  integrity  of  the  adjacent  building  at  both  of  these 
locations.  ENSCI  advanced  soil  borings  at  the  UST  locations  and  submitted  samples  for  laboratory 
testing,  the  results  of  which  showed  some  samples  exhibited  TPH-DRO  and  oil  and  grease  at 
concentrations  that  exceed  NCDENR’s  action  levels. 
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ENSCI  supervised  the  subsequent  construction  of  three  monitoring  wells  at  the  former  UST  locations  on 
each  the  eastern  and  southwestern  sides  of  the  building.  Groundwater  samples  from  these  wells  did  not 
exhibit  petroleum  constituents  that  exceed  the  North  Carolina  groundwater  quality  standards.  ENSCI 
prepared  a  Site  Sensitivity  Evaluation  for  the  contaminated  soil  they  could  not  excavate  in  which  they 
showed  that  further  remediation  would  not  be  required,  and  they  did  not  recommend  further  action  at  the 
site.  However,  the  regulatory  fde  remained  open.  The  file  also  contained  a  letter  to  NCDEHNR  from 
legal  counsel  for  Glendale  in  which  results  of  sampling  of  the  six  wells  in  1994  were  included.  This 
report  showed  that  a  groundwater  sample  from  one  of  the  wells  near  the  former  location  of  the  gasoline 
UST  exhibited  benzene  and  ethylbenzene  at  concentrations  that  exceeded  the  groundwater  quality 
standards.  The  regulatory  file  did  not  contain  additional  correspondence. 

Off  the  site,  EDR  identified  one  site  on  the  HSDS  list  within  one  mile  of  the  subject  site;  two  sites  on  the 
EAST  list,  13  sites  on  the  LUST  list,  10  sites  on  the  IMD,  and  one  site  on  the  drycleaners  list  within  one- 
half  mile  of  the  site;  and  Fields  Body  Shop,  formerly  located  on  an  adjoining  property  to  the  southwest, 
on  the  list  of  sites  that  formerly  generated  hazardous  waste.  EDR  did  not  report  violations  of  the 
hazardous  waste  rules  for  this  site.  NCDEQ  has  closed  the  regulatory  file  for  seven  of  the  ten  sites  on  the 
LUST  list  and  five  of  the  sites  on  the  IMD.  EDR  also  identified  four  “orphan”  sites  on  the  LUST  list 
within  the  search  distances  specified  in  E1527-13.  NCDEQ  has  closed  the  regulatory  files  for  three  of 
these  sites.  The  regulatory  file  for  the  LUST  at  the  Chatham  Chevrolet  Buick  Pontiac,  located  on  an 
adjacent  property  to  the  east  of  the  warehouse,  remains  open.  Duncklee  &  Dunham  does  not  consider  the 
listed  sites  to  represent  RECs  to  the  subject  site  because  the  releases  on  these  lists  are  topographically 
downgradient  or  crossgradient  of  the  subject  site,  or  in  drainage  basins  different  from  the  subject  site,  or 
the  regulatory  files  for  these  incidents  have  been  closed. 

Duncklee  &  Dunham  reviewed  the  history  of  the  site  using  historical  references  provided  by  EDR.  These 
references  show  the  plant  and  warehouse  have  been  present  on  the  subject  site  since  at  least  1961.  Aerial 
photographs  from  1965  through  1993  show  additions  to  these  buildings.  The  aerial  photographs  after 
1 993  do  not  show  additional  changes  to  the  site. 

Duncklee  &  Dunham  conducted  a  Phase  I  Environmental  Site  Assessment  of  the  former  Townsend 
chicken-processing  plant  and  the  former  Acme  McCrary  Warehouse  in  general  conformance  with  the 
scope  and  limitations  of  ASTM  Practice  E1527-13  and  40  CFR  Part  312.  Any  exceptions  to,  or  deletions 
from,  this  praetice  are  described  in  Section  2.4  of  this  report.  Duncklee  &  Dunham  did  not  identify 
evidence  of  recognized  environmental  conditions  in  connection  with  the  subject  site  except  for  the 
following: 

•  groundwater  beneath  the  plant  site,  which  may  have  been  adversely  by  releases  of  chemicals  used  to 
to  maintain  mechanical  equipment; 

•  the  releases  of  gasoline  and  diesel  fuel  at  the  plant  site,  which  have  adversely  affected  soil  and  may 
have  adversely  affected  groundwater; 

•  groundwater  at  the  warehouse  site,  which  may  have  been  adversely  affected  by  releases  of  solvents 
when  the  building  was  used  for  textile  manufacturing; 
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•  the  presence  of  gasoline  constituents  in  a  groundwater  sample  collected  in  1994  from  a  monitoring 
well  near  the  former  location  of  the  gasoline  UST  at  the  warehouse; 

•  the  underground  line  that  transfers  fuel  oil  from  the  AST  to  the  boiler  room  in  the  warehouse;  and 

•  the  presence  of  petroleum  constituents  in  a  groundwater  sample  collected  at  the  adjacent  Chatham 
Chevrolet  site. 

Concurrently  with  the  Phase  I  ESA,  Duncklee  &  Dunham  sampled  the  six  monitoring  wells  at  the 
warehouse  site  on  May  17,  2016.  The  laboratory  did  not  detect  petroleum  constituents  in  the  groundwater 
samples  at  concentrations  that  exceed  the  North  Carolina  groundwater  quality  standards  promulgated  in 
Title  15A,  Subchapter  2L,  Section  .0202  of  the  North  Carolina  Administrative  Code  (“the  2L  standards”). 
Based  on  these  results,  we  do  not  consider  the  underground  fuel  oil  line  at  the  warehouse,  the  LUST  at  the 
adjacent  Chatham  Chevrolet,  and  the  gasoline  constituents  detected  in  a  groundwater  sample  collected  in 
1994  at  the  warehouse  site  to  represent  RECs. 

Duncklee  &  Dunham  collected  soil  samples  from  two  probes  advanced  beneath  the  former  location  of  the 
gasoline  fuel  line  and  dispensers  at  the  plant  site,  where  soil  samples  collected  on  behalf  of  the  plant 
owner  by  Cohesion  during  UST  closure  had  exhibited  TPH  at  concentrations  that  exceeded  the  action 
level.  Both  of  the  soil  samples  we  collected  exhibited  petroleum  constituents  at  concentrations  that 
exceeded  NCDEQ’s  soil-to-groundwater  MSCCs.  Cohesion  has  sampled  a  monitoring  well  that  was 
constructed  in  May  20 1 6,  but  we  do  not  have  the  results  of  testing  that  groundwater  sample. 


2  Introduction 

2.1  Purpose 

The  purpose  of  this  Phase  I  ESA  is  to  evaluate  commercial  real  estate  with  respect  to  the  range  of 
contaminants  within  the  scope  of  CERCLA  and  petroleum  products  as  required  by  the  EPA’s  AAI  final 
rule  codified  in  40  CFR  Part  312,  “Standards  and  Practices  for  All  Appropriate  Inquiries”.  ASTM 
International  published  E  1527-13,  which  is  intended  to  fulfill  the  requirements  of  40  CFR  Part  312  and 
to  assist  the  user  in  qualifying  for  the  "bona  fide  prospective  purchaser"  liability  protection  pursuant  to 
Sections  101(40)  and  107(r)  of  the  CERCLA  and  40  CFR  Section  312.1(b)(l)(ii).  As  defined  in  42  USC 
§  9601(35)  (B),  the  practice  has  been  designed  to  satisfy  the  requirement  for  “appropriate  inquiry  into  the 
previous  ownership  and  uses  of  the  property  consistent  with  good  commercial  or  customary  practice”.  E 
1527-13  is  consistent  and  compliant  with  the  All  Appropriate  Inquiries  final  rule. 

Appropriate  inquiry  includes  the  identification  of  RECs.  E1527-13  defines  an  REC  as  the  presence  or 
likely  presence  of  any  hazardous  substances  or  petroleum  products  in,  on,  or  at  a  property:  (1)  due  to  a 
release  to  the  environment,  (2)  under  conditions  indicative  of  a  release  to  the  environment,  or  (3)  under 
conditions  that  pose  a  material  threat  of  a  future  release  to  the  environment.  De  minimis  conditions  are  not 
RECs. 
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An  evaluation  of  business  environmental  risk  associated  with  a  parcel  of  commercial  real  estate 
commonly  necessitates  an  investigation  of  substances  and/or  materials  that  may  be  present  and  that  may 
lead  to  contamination  but  does  not  meet  CERCLA’s  definition  of  a  hazardous  substance.  This  evaluation 
is  beyond  the  scope  of  work  identified  in  El 527-1 3.  The  scope  of  work  requested  for  this  project  is 
described  in  the  following  section. 

2.2  Detailed  Scope  of  Services 

As  requested  by  Beth  Sise  of  Mountaire  Farms  of  Delaware,  Inc.  (Mountaire),  Duncklee  &  Dunham,  P.C. 
(Duncklee  &  Dunham)  conducted  a  Phase  I  ESA  for  the  subject  site.  Duncklee  &  Dunham  conducted  the 
Phase  1  ESA  tasks  in  general  accordance  with  the  requirements  of  El  527- 13  and  the  AAl  rule  as  follows: 

•  review  of  the  public  record,  which  included  review  of  regulatory  files  at  NCDEQ, 

•  on-site  reconnaissance, 

•  interviews  and  data  evaluation,  and 

•  preparation  of  this  report. 

2.3  Significant  Assumptions 

Duncklee  &  Dunham  did  not  make  significant  assumptions  during  this  Phase  I  ESA. 

2.4  Limitations  and  Exceptions 

Our  findings  and  opinions  are  relative  to  the  date  of  our  site  work  and  should  not  be  relied  on  to  represent 
conditions  on  other  dates.  These  opinions  are  based  on  information  obtained  during  the  study  and  our 
experience.  If  additional  information  becomes  available  which  might  change  our  conclusions,  we  request 
the  opportunity  to  review  the  information,  reassess  the  potential  concerns,  and  modify  our  opinions,  if 
warranted. 

Although  this  assessment  has  attempted  to  identify  the  potential  for  environmental  impacts  to  the  subject 
sites,  potential  sources  of  contamination  may  have  escaped  detection  due  to  (1)  the  limited  scope  of  this 
assessment,  (2)  the  inaccuracy  of  public  records,  (3)  the  presence  of  undetected  or  unreported 
environmental  incidents,  (4)  inaccessible  areas,  (5)  the  ability  of  contaminants  to  migrate  in  the 
subsurface,  and/or  (6)  deliberate  concealment  of  detrimental  information.  We  note  that  no  environmental 
site  assessment  can  wholly  eliminate  uncertainty  regarding  the  potential  for  RECs  in  connection  with  a 
site.  Performance  of  this  practice  is  intended  to  reduce  uncertainty  regarding  the  potential  for  RECs 
concerning  the  subject  site,  recognizing  that  there  are  reasonable  limits  of  time  and  cost. 

The  scope  of  work  for  a  Phase  I  ESA  is  not  intended  to  test  for  the  presence  of  soil,  groundwater  or 
vapor-phase  contamination  or  waste  emplacement  on  the  subject  site.  Such  a  determination  would 
require  subsurface  exploration  and  sampling  activities,  which  were  beyond  the  scope  of  services  for  this 
Phase  I  ESA. 

2.5  Special  Terms/Conditions 

The  terms  and  conditions  for  our  services  are  those  in  our  contract  with  Mountaire  dated  April  29,  20 1 6, 
which  was  accepted  by  Ms.  Sise  and  others  on  May  2,  2016. 
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2.6  User-Reliance 

The  opinions  in  this  report  are  solely  for  the  benefit  of  Mountaire.  Duncklee  &  Dunham  makes  no 
representation  for  its  use  by  other  third  parties  as  a  Phase  I  ESA.  The  viability  of  a  Phase  1  ESA  is 
presumed  valid  as  specified  in  Sections  4.6  and  4.8  of  E1527-13.  The  AAl  rule  states  that  reports  older 
than  one  year  cannot  be  used  and  that  certain  information  in  the  report  that  is  more  than  six  months  old 
must  be  updated. 


3  Site  Description 

3.1  Location  and  Legal  Description 

The  following  two  sites  are  the  subject  of  this  Phase  1  ESA: 

•  the  former  Townsend  chicken-processing  plant,  located  at  1101  East  Third  Street  in  Siler  City, 
Chatham  County,  North  Carolina.  Chatham  County  identifies  the  site  as  parcel  identification  number 
(PIN)  8762-61-4507.  The  county  website  shows  the  parcel  comprises  9.45  acres  and  is  owned  by 
Southeast  Eand  Holdings  EEC.  The  website  shows  the  site  is  developed  with  a  plant,  offices,  and 
laboratory  of  21,080  heated  square  feet  that  were  constructed  in  1994;  and 

•  the  former  Acme  McCrary  Warehouse,  located  at  1200  East  Third  Street  in  Siler  City.  Chatham 
County  identifies  the  site  as  PIN  8762-61-0125.  The  county  website  shows  the  parcel  comprises 
13.74  acres  and  is  owned  by  Chatham  Warehouse  Teasing  EEC.  The  website  shows  the  site  is 
developed  with  a  warehouse  of  182,674  heated  square  feet  that  was  constructed  in  1955. 

The  location  of  the  subject  site  is  shown  on  Figures  1  and  2. 

3.2  Site  and  Vicinity  General  Characteristics 

The  plant  is  developed  with  a  two-story  processing  plant  and  several  associated  support  buildings. 
Access  to  the  site  is  from  East  Third  Street.  The  warehouse  is  located  across  East  Third  Street  from  the 
plant  and  is  developed  with  a  former  textile  mill  most  recently  used  as  a  warehouse.  Access  to  the  site  is 
from  East  Third  and  East  Raleigh  streets.  The  subject  site  is  located  approximately  one -mile  northeast  of 
downtown  Siler  City.  The  area  around  the  site  is  developed  for  commercial,  industrial  and  residential 
uses. 


3.3  Current  Use  of  the  Property 
Both  sites  are  currently  unused. 

3.4  Description  of  Structures,  Roads,  and  Other  Site  Improvements 

The  buildings  at  the  plant  are  constructed  of  tilt-up  concrete  panels,  concrete  block,  and  metal,  and  the 
office  building  is  constructed  with  wood  siding.  The  warehouse  is  constructed  of  brick.  All  were 
constructed  slab  on  grade  except  the  office  building,  which  is  constructed  on  footings. 

Some  of  the  parking  lots  and  driveways  are  paved  with  asphalt,  and  the  parking  lots  for  trucks  and  trailers 
are  gravel-covered.  Some  loading/offioading  areas  are  paved  with  concrete. 
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The  buildings  are  provided  potable-water  and  sanitary-sewer  services  by  the  Town  of  Siler  City,  and 
electrical  service  by  Duke  Energy.  The  plant  was  provided  natural-gas  service  by  PSNC  Energy, 
although  the  gas  meter  has  been  removed.  Mr.  Hendrick  stated  the  plant  used  two  water-supply  wells  as  a 
source  of  production  water  for  the  plant.  They  had  a  third  water-supply  well  constructed,  but  it  did  not 
produce  enough  water  to  make  it  worthwhile  economically  to  complete  the  well,  so  it  is  capped  and  not 
used. 


S.  5  Current  Uses  of  the  Adjoining  Properties 

The  plant  site  is  bound  to  the  north  by  East  Eleventh  Street  (U.S.  64),  across  which  is  an  Acme  McCrary 
warehouse  used  to  store  ladies’  hosiery  and  seamless  apparel  products;  to  the  east  by  the  Relax  Inn  motel; 
to  the  south  by  East  Third  Street,  across  which  are  the  Hometown  Cleaners  building,  an  office  building 
occupied  by  Realty  World,  and  the  former  Acme  McCrary  warehouse;  and  on  the  west  by  Johnson 
Avenue,  across  which  are  mobile  homes.  The  warehouse  site  is  bound  to  the  north  by  East  Third  Street, 
across  which  are  the  plant  site,  the  Relax  Inn  motel.  This  ‘N  That  thrift  store,  Valvoline  Express  Care,  and 
a  Star  Petrol/Quick  Way  Mart  gasoline  station/convenience  store;  to  the  east  by  a  building  occupied  by 
Alvarado  Jewelry,  In  Soccer,  and  the  Vera  Gala  special  event  venue;  to  the  south  by  East  Raleigh  Street, 
across  which  are  a  single-family  residence,  undeveloped  land,  and  a  building  occupied  by  Eynne’s 
Fabrics;  and  to  the  west  by  an  office  building  occupied  by  Realty  World. 


4  User-Provided  Information 

4.1  Title  Records 

Duncklee  &  Dunham  was  not  provided  with  title  records  for  the  subject  sites. 

4.2  Environmental  Liens  or  Activity  and  Use  Limitations 

Duncklee  &  Dunham  conducted  a  search  of  the  property  deeds  on  the  Chatham  County  website  for 
environmental  liens  and  AUEs  and  did  not  find  such  records  for  either  parcel.  The  most  recent  deeds  are 
in  Appendix  A.  John  Wren  of  Mountaire  completed  a  User  Questionnaire  for  each  parcel  (Appendix  B). 
He  wrote  that  he  was  not  aware  of  environmental  liens  and  AUEs. 

4.3  Specialized  Knowledge 

Mr.  Wren  wrote  in  the  User  Questionnaire  that  he  did  not  have  specialized  knowledge  about  the  subject 
site. 


4. 4  Commonly  Known  or  Reasonably  Ascertainable  Information 

Mr.  Wren  wrote  in  the  User  Questionnaires  that  he  knew  about  past  uses  of  the  subject  site  but  did  not 
provide  other  information  about  the  uses  of  chemicals  and  environmental  cleanups. 
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4.5  Valuation  Reduction  for  Environmental  Issues 

Mr.  Wren  wrote  in  the  User  Questionnaires  that  the  purchase  price  being  paid  for  the  parcels  represents 
fair  market  value. 

4. 6  Owner,  Property  Manager,  and  Occupant  Information 

Mr.  Gardner,  a  representative  of  Chatham  Warehouse  Leasing,  wrote  in  the  User  Questionnaire  that  he 
was  not  aware  of  environmental  liens,  AULs,  the  past  use  of  the  warehouse  site  or  nearby  properties,  or  of 
information  about  past  releases,  spills,  and  cleanups  at  the  warehouse  site. 

Ms.  Standridge,  a  representative  of  Southeast  Land  Holdings,  wrote  in  the  User  Questionnaire  that  she 
was  aware  of  environmental  liens  for  the  site,  but  we  think  she  misinterpreted  that  question  because  she 
wrote  a  comment  about  the  ongoing  UST  closures  at  the  plant  site.  She  wrote  that  she  was  not  aware  of 
AULs,  did  not  have  specialized  knowledge  of  the  site  or  nearby  sites,  and  had  knowledge  of  information 
about  releases  at  the  site  and  the  past  use  of  the  plant  site.  She  is  aware  of  cleanups  that  have  taken  place 
on  the  plant  site,  but  did  not  provide  additional  information.  She  wrote  she  was  not  aware  of  indicators 
that  point  to  the  presence  of  contamination  at  the  plant  site.  We  note  as  responsible  party  for  the  USTs  at 
the  plant  site,  she  is  aware  of  the  contamination  that  resulted  from  releases  from  that  UST  system. 

4. 7  Reason  for  Performing  Phase  I  ESA 
Mountaire  may  acquire  the  subject  site. 


5  Records  Review 

5.1  Standard  Environmental  Record  Sources 

EDR  reviewed  environmental  lists  published  by  federal  and  state  agencies  for  sites  that  are  contaminated 
or  exhibit  potential  for  contamination  due  to  the  generation  or  handling  of  hazardous  materials  and 
petroleum  products.  They  reviewed  these  lists  to  identify  sites  within  the  search  distances  recommended 
in  El  527-1 3.  The  EDR  report  is  in  Appendix  C;  maps  in  that  report  show  the  locations  of  the  listed  sites 
within  these  search  distances.  Copies  of  documents  we  reviewed  in  the  regulatory  files  are  in  Appendix 
C. 
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5.1.1  On-site 

EDR  identified  the  plant  site  at  1101  East  Third  Street  and  the  warehouse  site  at  1200  East  Third  Street  on 
the  following  lists: 


Site  Name 

Site  Address 

List 

Townsends  Incorporated  Siler  City  Plant 

1101  East  Third  Street 

FINDS 

ECHO 

Townsends,  Inc.  -  Siler  City  Plant 

RMP 

Townsends  UST 

EUST 

Southeast  Eand  Holdings,  EEC 

EUST 

UST 

Glendale  Hosiery  Co. 

1200  East  Third  Street 

EUST,  IMD 

UST 

The  FINDS,  ECHO,  and  RMP  databases  are  not  lists  required  to  be  reviewed  for  a  Phase  1  ESA  under 
El 527-1 3.  These  lists  are  not  related  to  procedures  or  methods  that  could  cause  soil  and  groundwater 
contamination. 

The  following  table  summarizes  the  USTs  registered  to  Southeast  Eand  Holdings,  owner  of  the  plant  site, 
for  registration  no.  00-0-0000032430: 


Tank  No. 

Size  (gallons) 

Contents 

Installed 

UST  Status 

1 

10,000 

Gasoline,  Gas  Mix 

02/20/1961 

Current 

2 

10,000 

Diesel 

02/20/1961 

Current 

EDR  shows  the  plant  site  on  the  EUST  list.  Duncklee  &  Dunham  reviewed  the  regulatory  file  for  this 
EUST  at  the  Raleigh  Regional  Office  of  NCDEQ  on  May  11,  2016.  Copies  of  documents  from  our 
review  are  in  Appendix  C.  NCDENR  prepared  a  Notice  of  Violation  (NOV)  addressed  to  Southeast  Eand 
Holdings  and  dated  August  21,  2014,  after  a  UST  inspector  from  NCDENR  visited  the  site  on  August  11, 
2014  and  observed  USTs  that  were  out  of  compliance  with  North  Carolina’s  rules  for  USTs  in  Title  15A, 
Subchapter  2N  of  the  North  Carolina  Administrative  Code.  Subsequently,  Cohesion  closed  by  removal 
the  two  registered  USTs,  underground  fuel  lines,  and  two  dispensers  on  August  12-17,  2015.  During 
closure,  they  discovered  evidence  of  a  release  from  the  gasoline  UST  and  excavated  411.93  tons  of 
petroleum-contaminated  soil  from  beneath  this  UST.  This  soil  was  transported  off-site  for  remediation. 
Cohesion  collected  five  soil  samples  on  August  13  from  the  base  of  the  excavation  for  the  USTs  at  depths 
of  15  to  16  feet  below  land  surface  (bis),  and  collected  two  samples  from  the  stockpile  of  contaminated 
soil.  They  collected  eight  soil  samples  beneath  the  locations  of  the  fuel  lines  and  dispensers  after  they 
were  removed  on  August  17.  The  laboratory  tested  the  samples  collected  beneath  the  gasoline  UST, 
gasoline  fuel  line,  and  gasoline  dispenser  for  TPH-GRO,  and  the  soil  samples  collected  beneath  the  diesel 
UST,  diesel  fuel  line,  and  dispensers  for  TPH-DRO.  We  note  that  NCDENR’s  Guidelines  for  Site 
Checks,  Tank  Closure,  and  Initial  Response  and  Abatement  for  UST  Releases  specify  testing  soil  samples 
at  closure  of  diesel  UST  systems  for  both  TPH-GRO  and  -DRO.  Cohesion  did  not  report  groundwater 
had  entered  the  UST  pit  during  closure  of  the  USTs. 
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Table  1  of  Cohesion’s  20  Day  Report  shows  the  three  soil  samples  collected  beneath  the  gasoline  UST, 
one  of  the  samples  collected  beneath  the  gasoline  line,  and  the  sample  collected  beneath  the  dispensers 
exhibited  TPH-GRO  at  concentrations  that  exceeded  NCDENR’s  action  level  of  10  mg/Kg.  The  sample 
beneath  the  dispensers  also  exhibited  TPH-DRO  at  a  concentration  that  exceeded  the  action  level. 
NCDENR  received  this  report  on  September  25,  2015  and  requested  preparation  of  an  lAA  report  in  a 
NoRR  dated  October  29,  2015.  NCDENR  sent  a  second  NoRR  that  requested  an  lAA  report  dated 
January  29,  2016.  Duncklee  &  Dunham  discussed  the  site  with  Chris  Boshoff  of  Cohesion,  and  he  told  us 
that  NCDEQ  had  sent  their  client  another  NoRR  in  which  they  requested  a  Phase  1  ESA.  The  ESA  will 
provide  NCDEQ  with  the  data  they  need  to  assign  a  risk  to  the  site;  this  risk  ranking  will  determine  what 
further  assessment  or  remediation  is  needed,  if  any,  after  the  ESA.  Cohesion  began  the  ESA  and 
constructed  the  monitoring  well  that  is  part  of  the  ESA  on  May  20,  2016.  The  field  geologist  for 
Cohesion,  Bill  Gibson,  told  Duncklee  &  Dunham  that  this  well  encountered  the  water  table  at  a  depth 
between  seven  and  eight  feet  bis.  Thus,  the  soil  samples  Cohesion  collected  from  the  bases  of  the  USTs 
during  closure  were  below  the  water  table.  NCDEQ  does  not  regulate  contaminated  soil  beneath  the 
water  table. 

The  following  table  summarizes  the  USTs  registered  to  Glendale  Hosiery  Co.  (Glendale)  at  the 
warehouse  site  for  registration  no.  00-0-0000011069: 


Tank  No. 

Size  (gallons) 

Contents 

Installed 

UST  Status 

1 

15,000 

Diesel 

03/09/1961 

Removed  06/04/1991 

2 

15,000 

Fuel  Oil 

03/09/1961 

Removed  06/04/1991 

3 

1,000 

Gasoline/gas  mix 

03/05/1976 

Removed  10/01/1979 

4 

500 

Fuel  Oil 

03/09/1961 

Removed  05/01/1969 

EDR  shows  Glendale  on  the  EUST  list  and  IMD.  Duncklee  &  Dunham  reviewed  the  regulatory  file  for 
this  EUST  at  the  Raleigh  Regional  Office  of  NCDEQ  on  May  11,  2016.  This  file  contained  one  report 
titled  Initial  Groundwater  Investigation,  dated  May  18,  1992  and  prepared  by  ENSCI  Corporation 
(ENSCI).  This  report  included  as  an  appendix  a  summary  of  the  closures  for  the  four  registered  USTs 
shown  in  the  table  above.  ENSCI  reported  that  the  15,000-gallon  USTs  floated  due  to  a  high  water  table 
and  breached  the  asphalt  surface.  Glendale  had  ENSCI  close  all  four  USTs  by  removal  on  June  5  and  6, 
1991.  ENSCI  had  3,000  gallons  of  contaminated  groundwater  vacuumed  from  the  pit  for  the  15,000- 
gallon  USTs,  and  oversaw  excavation  of  201  tons  of  contaminated  soil  that  were  removed  from  the  site 
for  remediation.  They  noted  they  could  not  excavate  all  the  contaminated  soil  without  jeopardizing  the 
integrity  of  the  adjacent  building.  ENSCI  did  not  observe  holes  in  these  USTs  and  speculated  leakage 
occurred  from  the  pipes  in  the  top  of  the  tanks,  which  may  have  been  damaged  when  the  USTs  breached 
the  surface.  ENSCI  observed  several  holes  in  the  small  fuel  oil  UST,  and  observed  contaminated  soil  in 
that  tank  pit.  They  oversaw  excavation  of  5  cubic  yards  of  contaminated  soil  that  were  removed  from  the 
site  for  remediation.  As  they  had  reported  for  the  large  USTs,  ENSCI  could  not  remove  all  of  the 
contaminated  soil  without  jeopardizing  the  integrity  of  the  building  adjacent  to  this  UST.  ENSCI  did  not 
observe  holes  in  the  gasoline  UST  or  evidence  of  contaminated  soil  in  the  excavation.  ENSCI 
recommended  conducting  additional  assessment  to  delineate  the  lateral  and  vertical  extent  of 
contaminated  soil  for  the  other  three  USTs. 
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ENSCI  advanced  soil  borings  to  determine  the  extent  of  soil  contamination  in  March/April  1992. 

They  collected  one  soil  sample  at  a  depth  of  five  feet  bis  from  five  of  the  six  borings  and  had  the  samples 
tested  for  TPH-GRO,  TPH-DRO,  and  oil  and  grease.  Three  of  the  samples  did  not  exhibit  TPH  or  oil  and 
grease,  but  the  fourth  sample  from  a  boring  adjacent  to  the  small  fuel  oil  UST  exhibited  TPH-DRO  at  a 
concentration  of  35  mg/Kg,  which  exceeded  the  action  level  established  by  NCDEHNR  of  10  mg/Kg,  and 
the  fifth  sample  from  a  boring  adjacent  to  this  UST  exhibited  oil  and  grease  at  a  concentration  of  490 
mg/Kg,  which  exceeded  the  action  level  of  250  mg/Kg.  ENSCI  attributed  the  source  of  oil  and  grease  in 
that  sample  to  be  naturally  occurring  organic  material  or  a  leak  from  a  nearby  sanitary-sewer  pipe. 
NCDEHNR  later  ceased  usage  of  the  oil  and  grease  test  method. 

The  drilling  contractor  for  ENSCI  constructed  monitoring  wells  in  the  three  borings  adjacent  to  the 
15,000-gallon  USTs  and  in  the  three  borings  adjacent  to  the  500-gallon  diesel  UST.  ENSCI  collected 
groundwater  samples  from  each  well  on  April  2,  1992  and  had  the  samples  tested  in  the  laboratory  for 
purgeable  aromatic  hydrocarbons  plus  total  xylenes  and  for  semi-volatile  organic  compounds.  The 
laboratory  did  not  detect  petroleum  constituents  in  the  groundwater  samples.  ENSCI  prepared  a  Site 
Sensitivity  Evaluation  for  the  contaminated  soil  they  could  not  excavate.  This  form  was  used  by 
NCDEHNR  in  the  1990’s  to  establish  alternate  cleanup  levels  for  a  specific  site.  ENSCI  reported  the  SSE 
showed  that  further  remediation  would  not  be  required,  and  ENSCI  did  not  recommend  further  action  at 
the  site.  However,  the  regulatory  file  remains  open. 

The  regulatory  file  contained  an  NOV  from  NCDEHNR  dated  January  22,  1992  and  addressed  to 
Glendale,  and  a  reply  from  ENSCI  dated  February  28,  1992,  in  which  they  outlined  the  assessment 
planned  for  the  site.  The  file  also  contained  a  letter  to  NCDEHNR  from  Jim  Conner  of  Kennedy 
Covington  Eobdell  &  Hickman,  legal  counsel  for  Glendale,  dated  November  9,  1994.  This  letter  reported 
the  results  of  sampling  the  six  wells  at  the  site  in  1 994.  Mr.  Conner  reported  that  the  groundwater  sample 
from  one  of  the  wells  near  the  gasoline  UST  exhibited  benzene  and  ethylbenzene  at  concentrations  that 
exceeded  the  North  Carolina  groundwater  quality  standards,  and  that  the  groundwater  sample  from  one  of 
the  monitoring  wells  at  the  two  large  USTs  exhibited  aniline,  for  which  a  groundwater  quality  standard 
has  not  been  established.  Mr.  Conner  asked  to  be  notified  if  NCDEHNR  desired  further  action  at  the  site. 
The  regulatory  file  did  not  contain  additional  correspondence. 

5.1.2  Offsite 

EDR  identified  one  site  on  the  HSDS  list  within  one  mile  of  the  subject  site;  two  sites  on  the  LAST  list, 
13  sites  on  the  LUST  list,  10  sites  on  the  IMD,  and  one  site  on  the  drycleaners  list  within  one-half  mile  of 
the  site;  and  Fields  Body  Shop,  formerly  located  on  an  adjoining  property  to  the  southwest,  on  the  list  of 
sites  that  formerly  generated  hazardous  waste.  EDR  did  not  report  violations  of  the  hazardous  waste  rules 
for  this  site.  NCDEQ  has  closed  the  regulatory  file  for  seven  of  the  ten  sites  on  the  LUST  list  and  five  of 
the  sites  on  the  IMD. 
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EDR  identified  four  “orphan”  sites  within  the  search  distances  specified  in  E1527-13.  Orphans  are  sites 
that  EDR  could  not  map  due  to  poor  or  inadequate  address  information.  A  summary  of  these  sites 
follows: 

1.  The  following  table  summarizes  the  USTs  registered  to  Five-Star,  formerly  located  adjacent  to  the 
northwestern  comer  of  the  plant  at  1212  East  Eleventh  Street,  with  registration  no.  00-0-0000007115: 


Tank  No. 

Size  (gallons) 

Contents 

Installed 

UST  Status 

1 

3,000 

Gasoline,  Gas  Mix 

05/09/1983 

Removed  02/21/1998 

2 

6,000 

3 

5,000 

05/12/1971 

4 

4,000 

Five-Star  is  also  on  the  FUST  list.  The  EDR  Site  Reporf^'^  shows  a  petroleum  release  occurred  at  the  site 
in  January  1998  when  the  USTs  were  being  removed,  resulting  in  soil  contamination.  According  to  EDR, 
the  risk-based  corrective  action  is  reported  as  “cleanups  to  alternate  standards”.  NCDEQ  closed  the 
regulatory  file  for  this  release  in  July  2003. 

2.  Chatham  Chevrolet  Buick  Pontiac,  formerly  located  adjacent  to  the  eastern  side  of  the  warehouse  site, 
is  on  the  FUST  list.  The  EDR  Site  ReporE'^  shows  a  petroleum  release  occurred  in  October  2007  and 
references  a  Eimited  Phase  11  Environmental  Assessment  Report.  Duncklee  &  Dunham  reviewed  the 
regulatory  file  for  this  site  at  the  Raleigh  Regional  Office  of  NCDEQ  on  May  26,  2016.  The  file 
contained  the  referenced  report,  prepared  by  Environmental  Investigations  and  dated  August  27, 
2008.  This  report  summarized  the  excavation  of  contaminated  soil  adjacent  to  the  service  bays  in  the 
building.  The  soil  samples  collected  after  excavation  did  not  exhibit  volatile  or  semivolatile  organic 
compounds  at  concentrations  that  exceeded  the  soil-to-groundwater  MSCCs.  A  groundwater  sample 
from  a  monitoring  well  constructed  in  the  excavation  exhibited  benzene  and  cis-l,2-dichloroethene  at 
concentrations  that  exceeded  the  groundwater  quality  standards.  NCDENR  sent  an  NOV  dated 
March  9,  2009  to  the  responsible  party  after  receiving  this  Phase  11  report.  The  regulatory  file  did  not 
contain  documents  after  the  date  of  the  NOV.  The  regulatory  file  remains  open. 

3.  Quick  Way  Mart,  located  east  of  the  site  at  1322  East  Eleventh  Street,  is  on  the  FUST  list.  According 
to  the  EDR  Site  Reporf^'^,  a  Mr.  Siler  reported  in  August  2014  a  “petroleum  vapor  smell”  and 
“noticed  fumes  in  the  building”  at  his  property  located  at  1314  East  Eleventh  Street  (the  present-day 
This  N  That  Thrift  Store).  The  fire  chief  and  a  representative  from  the  company  that  supplies  him 
natural  gas  assessed  the  site  and  determined  that  the  fumes  were  more  likely  to  be  associated  with 
petroleum  or  kerosene.  Their  assessment  showed  that  the  fumes  were  most  intense  in  a  former 
bathroom  in  the  back  of  the  building,  which  still  had  water  and  sewer  conduits.  A  UST  Inspector 
from  NCDEQ  visited  the  Quick  Way  site  and  noted  “a  few  violations”,  which  included  the  sump  for 
the  premium  gasoline  UST  being  full  of  water,  as  well  as  historic  violations  relating  to  product  in 
diesel  sumps,  leaks  at  dispensers,  and  failed  automatic  tank  gauge  (ATG)  tests.  The  Inspector 
reported  that  fuel  pipes  at  the  regular  and  premium  gasoline  dispensers  were  replaced  in  2010.  The 
Inspector  alluded  to  a  conversation  with  another  Inspector  in  which  the  two  USTs  formerly  present  at 
the  chicken-processing  plant  were  mentioned  as  a  “potential  source”.  Duncklee  &  Dunham  reviewed 
the  regulatory  file  for  this  site  at  the  Raleigh  Regional  Office  of  NCDEQ  on  May  26,  2016. 
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A  January  2015  Site  Check  Addendum,  prepared  by  Geological  Resources,  showed  the  results  of 
sampling  two  monitoring  wells  on  the  site.  The  samples  from  both  wells  exhibited  numerous 
petroleum  constituents  at  concentrations  that  exceed  the  groundwater  quality  standards.  Geological 
Resources  conducted  an  assessment  for  soil  vapor  adjacent  to  the  building  on  the  site  and  constructed 
and  sampled  three  soil-vapor  points.  The  vapor  samples  from  these  points  did  not  exhibit  petroleum 
constituents  at  concentrations  that  exceeded  the  soil  gas  screening  levels  established  by  NCDEQ.  As 
a  result,  NCDEQ  closed  the  regulatory  file  for  the  site  and  prepared  a  No  Further  Action  letter  dated 
Aprils,  2016. 

4.  The  Pantry  4658  DBA  Park  N  Shop,  located  east  of  the  site  at  1516  East  Eleventh  Street,  is  on  the 
LUST  list.  The  EDR  Site  Report™  shows  a  petroleum  release  occurred  at  the  site  in  June  2014. 
According  to  EDR,  the  remediation  is  reported  as  “cleanups  to  alternate  standards”.  NCDEQ  closed 
the  regulatory  file  for  this  release  in  January  2016. 

5.2  Physical  Setting  Sources 

The  Siler  City,  N.C.  topographic  map  (Figure  1)  shows  the  elevation  of  the  plant  site  is  approximately  590 
feet  above  mean  sea  level  (msl)  on  the  western  side  and  slopes  down  to  approximately  580  feet  msl  on  the 
eastern  side;  the  elevation  on  the  warehouse  site  is  approximately  580  feet  msl  on  the  eastern  side  and 
slopes  down  to  approximately  560  feet  msl  on  the  southwestern  side.  Based  on  review  of  the  topographic 
map,  we  expect  groundwater  in  the  surficial  aquifer  beneath  the  plant  flows  to  the  east-southeast,  and 
groundwater  in  the  surficial  aquifer  beneath  the  warehouse  flows  to  the  west-southwest. 

The  Geologic  Map  of  North  Carolina  shows  the  site  is  underlain  by  metamudstone  and  meta-argillite  of 
the  Carolina  Slate  Belt.  The  Soil  Survey  of  Chatham  County  shows  the  following  soil  types  at  the  subject 
site: 


•  Georgeville-Urban  land  complex,  well  drained,  2  to  10  percent  slopes,  depth  to  the  seasonal  high 
water  table  of  more  than  80  inches;  found  in  interfluves; 

•  Nanford-Badin  complex,  2  to  6  percent  slopes,  well  drained,  depth  to  the  seasonal  high  water  table  at 
a  depth  of  more  than  80  inches,  found  in  interfluves;  and 

•  Cid-Lignum  complex,  2  to  6  percent  slopes,  moderately  well  drained,  depth  to  the  seasonal  high 
water  table  is  12  to  30  inches,  found  in  interfluves. 

FEMA  map  37037C  shows  the  site  is  not  located  in  a  flood  hazard  area.  The  National  Wetlands 
Inventory  map  does  not  show  potential  wetlands  on  the  subject  site. 

5.3  Historical  Use  Information  on  the  Property 

Duncklee  &  Dunham  reviewed  historical  aerial  photographs  (Appendix  D),  historical  topographic  maps 
(Appendix  E),  and  city  directories  (Appendix  F)  to  establish  the  history  of  the  site.  The  subject  site  is 
unmapped  on  Sanborn  Fire  Insurance  Maps  (Appendix  G). 

The  aerial  photographs  from  1961  show  the  plant  and  warehouse  present  on  the  subject  site.  Aerial 
photographs  from  1965  through  1993  show  additions  to  the  buildings  on  the  subject  site.  Topographic 
maps  from  1969  and  1988  show  the  site  developed  with  the  plant  and  warehouse.  The  aerial  photographs 
after  1993  do  not  show  additional  changes  to  the  site. 
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The  city  directories  show  the  following  listings  for  the  subject  site: 


Year 

1101  East  Third  Street  (plant) 

1200  East  Third  Street  (warehouse) 

1992 

No  listing 

1995 

1999 

No  listing 

Glendale  Hosiery  Company 

2003 

Townsend  Inc 

Glendale  Group  Ltd 

Occupant  Unknown 

Phantom  Glendale  Inc 

2008 

No  listing 

Acme  McCrary  Corp 

Glendale  Hosiery  Co 

Phantom  USA 

2013 

No  listing 

Glendale  Hosiery  Outlet  Store 

5.4  Historical  Use  Information  on  Adjoining  Properties 

The  aerial  photographs  from  1961  show  East  Eleventh  Street  to  the  north  of  the  plant,  across  which  is  an 
Acme  McCrary  warehouse,  and  East  Third  Street  to  the  north  of  the  warehouse,  across  which  are  three 
parcels  developed  with  at  least  one  building  on  each,  and  a  fourth  parcel  that  is  undeveloped.  The 
resolution  of  aerial  photographs  from  1973  through  1983  is  of  a  poor  quality.  The  aerial  photograph  from 
1983  shows  development  on  all  four  parcels  of  land  on  the  northern  side  of  East  Third  Street,  including 
the  site  presently  occupied  by  the  Star  Petro  gasoline  station.  City  directories  do  not  show  listings  for 
these  addresses.  The  former  Five-Star  gasoline  station  located  at  1212  East  Eleventh  Street,  adjacent  to 
the  plant  site,  is  present  in  the  aerial  photograph  from  1983.  The  remaining  aerial  photographs  do  not 
show  additional  changes. 

The  aerial  photograph  from  1961  shows  the  adjacent  property  to  the  east  is  undeveloped,  wooded  land. 
Aerial  photographs  from  at  least  1973  show  this  parcel  developed  for  commerciaEretail  uses.  City 
directories  do  not  show  listings  for  these  addresses. 

The  aerial  photograph  from  1961  shows  adjoining  properties  to  the  south,  across  East  Raleigh  Street, 
developed  primarily  for  agricultural  and  residential  uses.  The  building  presently  occupied  by  Lynne’s 
Fabrics  is  present  in  this  aerial  photograph.  We  could  not  determine  from  the  aerial  photographs  when 
the  land  changed  from  agriculture  to  undeveloped.  Aerial  photographs  show  that  the  parcel  currently 
occupied  by  Realty  World  was  wooded,  undeveloped  land  until  sometime  between  1993  and  1999,  when 
a  single  building  is  shown  on  that  site. 

The  aerial  photograph  from  1961  show  the  adjoining  properties  to  the  west  as  wooded,  undeveloped  land, 
which  changed  between  1965  and  1973.  The  aerial  photographs  from  1973  and  1980  show  some  wooded 
areas  had  been  cleared,  with  a  road  and  mobile  homes  present  from  1983.  The  aerial  photographs  from 
1961  and  1965  show  adjoining  parcels  presently  occupied  by  Star  Imports  and  Hometown  Cleaners  (dry 
cleaner;  901  East  Third  Street)  were  developed  sometime  between  1961  and  1965.  The  city  directories 
show  Fields  Body  occupied  the  parcel  presently  occupied  by  Star  Imports  from  1995  to  2013. 
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6  Site  Reconnaissance 

6.1  Methodology  and  Limiting  Conditions 

Rick  Kolb  and  Russell  Molyneux  of  Duncklee  &  Dunham  conducted  the  site  visit  on  May  9,  2016.  We 
were  met  at  the  site  by  Beth  Sise  and  John  Wren  of  Mountaire;  Jim  Hendrick,  who  was  the  Plant  Engineer 
when  the  Townsend  plant  was  in  operation;  and  Scott  Harris  of  Harris  Realty  &  Auction,  the  broker  for 
the  transaction.  Weather  conditions  at  the  time  of  the  site  visit  were  overcast  and  mild.  Photographs  of 
pertinent  site  features  observed  during  the  site  visit  are  in  Appendix  H,  and  field  notes  are  in  Appendix  I. 

6.2  General  Site  Setting 

The  subject  site  is  located  approximately  one-mile  northeast  of  downtown  Siler  City  in  an  area  developed 
primarily  for  commercial  uses.  The  site  is  accessible  from  East  Eleventh,  East  Third,  and  East  Raleigh 
streets.  The  plant  site  is  developed  with  the  remnants  of  a  chicken-processing  plant  (Photograph  No.  1) 
and  prefabricated  mobile  office  units  (Photograph  No.  2),  and  the  warehouse  site  is  developed  with  the 
warehouse  building  (Photograph  No.  3)  and  a  wastewater-retention  pond  (Photograph  No.  4)  that  had 
been  used  by  the  textile  mill  formerly  at  the  site.  The  subject  site  is  bound: 

•  to  the  north  by  a  closed  gasoline  station  (Photograph  No.  5)  and  East  Eleventh  Street,  across  which  is 
an  Acme  McCrary  warehouse  (Photograph  No.  6),  and  by  East  Third  Street,  across  which  are  the 
Relax  Inn  motel  (Photograph  No.  7),  This  N  That  thrift  store,  Valvoline  Express  Care  (Photograph 
No.  8),  and  a  Star  PetroEQuick  Way  Mart  gasoline  station/convenience  store  (Photograph  No.  9); 

•  to  the  east  by  a  building  occupied  by  Alvarado  Jewelry  #2,  In  Soccer,  and  the  Vera  Gala  special  event 
venue  (Photograph  No.  10); 

•  to  the  south  by  Hometown  Cleaners  (Photograph  No.  1 1);  by  East  Third  Street,  across  which  are  Star 
Imports  car  repair  (Photograph  No.  12)  and  an  office  building  occupied  by  Realty  World  (Photograph 
No.  13);  and  by  East  Raleigh  Street,  across  which  are  a  single-family  residence,  undeveloped  land, 
and  a  building  occupied  by  Eynne’s  Fabrics  (Photograph  No.  14);  and 

•  to  the  west  by  Johnson  Avenue,  across  which  are  mobile  homes. 

6.3  Exterior  Observations 
6.3.1  Plant  Site 

The  plant  site  is  developed  with  the  shell  of  a  chicken-processing  building  (Photograph  No.  15)  and 
includes  several  accessory  buildings,  some  connected  to  the  plant  and  some  detached,  including  the 
former  maintenance  building  (Photograph  No.  16),  and  an  office  building.  Most  of  the  plant  machinery 
has  been  removed  from  the  plant.  We  observed  piles  of  building  debris  in  several  areas  on  the  site 
(Photograph  Nos.  17-20).  An  AST  with  a  capacity  of  1.6  million  gallons  of  water  had  formerly  been 
located  on  the  northwestern  comer  of  the  plant  site.  It  has  been  removed,  leaving  only  a  pad.  Mr. 
Hendrick  stated  this  AST  was  part  of  the  treatment  system  for  process  water,  and  had  contained  an  aerator 
to  help  reduce  biochemical  oxygen  demand  of  the  production  water.  The  water-treatment  system  also 
included  dissolved  air  floatation  systems  before  and  after  treatment  in  this  AST. 
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We  observed  stains  on  the  concrete  pads  adjacent  to  the  maintenance  building.  One  of  the  stains 
originated  from  a  5-gallon  bucket  of  an  oily  liquid,  and  the  second  stain  originated  from  an  AST  that  had 
been  used  to  store  ferrous  sulfate.  We  also  observed  what  appeared  to  be  stains  of  hydraulic  fluid  at  the 
freight  elevator  on  the  southern  side  of  the  plant  (Photograph  No.  21).  We  observed  other  ASTs  that  were 
labelled  for  the  storage  of  hypochlorite,  bisulfate,  and  sodium  chloride  (Photograph  Nos.  22-24). 

Mr.  Hendricks  showed  us  the  locations  of  two  USTs  used  to  store  chicken  offal  on  the  eastern  side  of  the 
plant  (Photograph  No.  25).  He  stated  each  tank  is  constructed  of  concrete,  has  a  diameter  of  six  feet,  and 
is  buried  12  feet  deep.  One  tank  was  used  for  feathers  and  one  tank  used  to  store  chicken  guts.  These 
tanks  were  emptied  by  trucks  that  parked  over  the  tanks  and  used  an  auger  system  to  transfer  the  parts 
into  the  trucks. 

Mr.  Hendricks  showed  us  the  locations  of  two  water-supply  wells  on  the  western  side  of  the  site.  Two  of 
the  wells  are  covered  by  manhole  covers  labeled  “sanitary  sewer”  (Photograph  No.  26),  but  the  third  well 
was  not  covered  and  never  completed  for  use.  This  well  protruded  from  the  surface  and  was  covered  with 
a  PVC  cap.  A  stick-built  office  building,  a  trailer  used  to  store  paper  records,  and  a  roll-off  box  filled 
with  debris  are  on  the  southwestern  side  of  the  site. 

Duncklee  &  Dunham  observed  the  former  locations  of  gasoline  and  diesel  fuel  USTs  and  fuel  dispensers 
on  the  southern  side  of  the  maintenance  building.  Subsequent  to  our  site  visit.  Cohesion  began  a  Phase  1 
Limited  Site  Assessment  at  the  gasoline  UST  and  constructed  and  sampled  a  monitoring  well. 

We  observed  three  pad-mounted  transformers  and  two  pole-mounted  transformers  on  the  plant  site.  Two 
of  the  pad  transformers  were  marked  non-PCB,  but  the  third  pad-mounted  transformer  and  both  pole- 
mounted  transformers  were  not  marked  to  indicate  the  PCB  status  of  the  dielectric  fluid  in  the 
transformers.  A  transformer  is  considered  PCB -contaminated  until  testing  proves  otherwise.  According  to 
TSCA,  a  non-PCB  transformer  is  one  that  contacts  0-50  parts  per  million  PCBs  in  the  dielectric  fluid  of  the 
transformer,  and  a  PCB -contaminated  transformer  is  one  that  contains  50-500  parts  per  million  PCBs  in  the 
dielectric  fluid.  We  did  not  observe  evidence  of  leakage  on  the  transformer  casings. 

6.3.2  Warehouse  Site 

The  warehouse  faces  East  Third  Street  (Photograph  No.  27)  but  primary  access  to  the  building  and  the 
asphalt-paved  parking  lot  is  from  East  Raleigh  Street  to  the  south  (Photograph  No.  28).  We  observed  an 
AST  for  fire  water,  an  AST  used  to  store  fuel  oil  for  the  boilers,  a  propane  AST,  and  a  transformer  on  the 
grade  above  the  warehouse  on  the  northeastern  side  of  the  building  (Photograph  No.  29).  The  transformer 
was  marked  non-PCB.  Below  the  water  tank  at  the  building  level  we  observed  the  former  location  of  the 
two  large  USTs  used  to  store  fuel  oil  for  the  boilers,  the  covers  for  three  monitoring  wells  (Photograph 
No.  30),  and  the  possible  locations  of  the  fuel  and  return  lines  from  the  existing  fuel-oil  AST  to  the 
boilers.  As  referenced  in  Section  4.1,  ENSCl  closed  these  USTs  by  removal  in  1991.  We  observed  two 
sets  of  fuel  and  return  lines  that  entered  the  boiler  room  (Photograph  No.  31),  and  we  assume  were  used 
by  the  removed  USTs,  though  one  may  now  be  used  to  transfer  fuel  oil  from  the  AST  to  the  boilers  —  we 
did  not  observe  the  location  of  the  fuel  line  from  the  AST  to  the  boiler  room.  We  observed  covers  for  the 
three  monitoring  wells  ENSCl  had  constructed  in  1991  adjacent  to  the  500-gallon  diesel  UST  on  the 
southwestern  side  of  the  plant  (Photograph  Nos.  32  and  33). 
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We  observed  two  subsurface  vertical  structures  constructed  with  corrugated  metal  adjacent  to  the 
southwestern  side  of  the  building  (Photograph  No.  34).  We  expect  these  structures  held  pumps  that 
directed  wastewater  to  the  wastewater  pond.  The  pond  did  not  contain  water. 

6.4  Interior  Observations 

6.4.1  Plant  site 

The  interior  of  the  plant  was  mostly  vacant.  The  electricity  had  been  turned  off  to  the  plant,  so  our 
opportunities  for  photographs  were  limited.  Duncklee  &  Dunham  observed  an  area  covered  with  a 
canopy  where  the  chickens  were  unloaded  from  trucks  (Photograph  No.  35).  We  observed  the  adjacent 
scalding  room  and  a  warehouse,  both  fitted  with  floor  drains  (Photograph  Nos.  36  and  37).  Mr. 
Hendricks  stated  wastewater  from  plant  operations  flowed  to  a  100,000-gallon  tank  for  pretreatment;  this 
tank  had  been  removed  by  the  time  of  our  site  visit.  He  said  the  liquids  that  collected  in  the  floor  trenches 
flowed  to  the  offal  USTs. 

A  building  plan  we  observed  on  the  second  floor  shows  the  floor  was  built  out  with  offices,  a  conference 
room,  a  cafeteria  with  employee  lockers,  a  supply  room,  a  USDA  inspection  room,  and  restrooms.  All  the 
rooms  were  unfurnished  during  our  site  visit. 

The  maintenance  building  contained  various  parts  (Photograph  No.  38).  We  observed  a  metal  cabinet 
with  one-  and  five-gallon  buckets  of  undetermined  liquids,  but  the  black  stains  on  the  cabinet  and  on  the 
floor  beneath  the  cabinet  (Photograph  No.  39)  suggest  products  with  organic  chemicals  may  have  been 
stored  in  or  used  near  the  container.  Mr.  Hendricks  stated  the  small,  empty  room  on  the  western  side  of 
the  building  had  been  used  formerly  as  a  laboratory  (Photograph  No.  40). 

6.4.2  Warehouse  Site 

The  warehouse  had  been  emptied  of  furnishings  (Photograph  Nos.  41  and  42).  We  observed  floor  drains 
in  several  rooms  of  the  warehouse  (Photograph  Nos.  43  and  44);  two  air  compressors,  one  of  which 
exhibited  evidence  of  leakage  of  hydraulic  fluid  (Photograph  No.  45);  two  boilers  (Photograph  Nos.  46 
and  47),  and  four  drums  of  boiler  chemicals  (Photograph  No.  48).  The  walls  and  ceilings  of  the  plant  had 
been  painted,  and  paint  chips  had  fallen  onto  the  floor  throughout  the  plant  (Photograph  No.  49). 
Overhead  pipes  were  wrapped  with  insulation  (Photograph  No.  50).  Duncklee  &  Dunham  is  conducting 
surveys  of  the  warehouse  building  for  asbestos-containing  building  materials  and  lead-based  paint.  A 
report  of  our  findings  will  be  sent  under  separate  cover. 

We  observed  the  office  areas  of  the  warehouse  (Photograph  No.  51).  Typically  the  offices  were  carpeted. 
We  observed  some  offices  and  administrative  areas  where  the  carpet  had  been  installed  over  floor  tile 
(Photograph  No.  52).  We  observed  what  may  be  mold  on  the  wall  of  one  of  the  offices  (Photograph  No. 
53).  Leaks  from  the  roof  allow  water  to  enter  the  office  area  and  may  induce  the  growth  of  mold. 

We  observed  ballasts  for  fluorescent  lights  in  one  of  the  rooms  of  the  building  (Photograph  No.  54). 
Fluorescent  light  ballasts  may  contain  PCBs. 
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7  Interviews 

7.1  Interview  with  Owners 

As  referenced  in  Section  4.6,  the  two  owners  of  the  subject  site  completed  User  Questionnaires  for  their 
respective  sites  and  did  not  identify  environmental  concerns  other  than  those  already  cited  in  this  report. 

7.2  Interview  with  Site  Manager 

The  subject  site  is  unoccupied  and  does  not  have  managers. 

7.3  Interviews  with  Occupants 

The  subject  site  is  unoccupied.  Duncklee  &  Dunham  was  accompanied  on  the  site  visit  by  Mr.  Hendrick, 
a  former  plant  engineer,  who  provided  information  about  activities  at  that  site. 

7.4  Interviews  with  Local  Government  Officials 

Duncklee  &  Dunham  contacted  the  Siler  City  Fire  Department  to  inquire  about  responses  to  fires  or 
releases  of  hazardous  substances  or  petroleum  products  on  the  subject  site.  Fire  Marshal  Charlie 
McLaurin  could  not  recall  any  responses  to  fires  or  spills  of  petroleum  or  hazardous  chemicals  at  the 
subject  site  (Appendix  I). 


8  Findings 

•  Live  chickens  were  processed  at  the  plant  in  the  past.  A  variety  of  chemicals  were  used  at  the  plant  in 
the  processing  of  chickens  and  were  stored  in  ASTs. 

•  Releases  of  gasoline  and  diesel  fuel  have  been  documented  at  the  plant  site.  Additional  assessment 
for  these  releases  is  ongoing. 

•  Textiles  were  manufactured  at  the  warehouse  site  in  the  past. 

•  The  plant  site  is  on  the  LUST  list  due  to  a  release  of  petroleum  from  the  UST  system.  Cohesion 
closed  the  UST  system,  and  soil  samples  collected  beneath  the  former  location  of  the  gasoline  UST, 
the  gasoline  fuel  line,  and  gasoline  dispenser  exhibited  TPH-GRO  at  concentrations  that  exceeded 
NCDEQ’s  action  level  of  10  mg/Kg.  Cohesion  excavated  over  400  tons  of  contaminated  soil  from 
the  tank  pit  but  could  not  excavate  soil  that  exhibited  TPH-GRO  at  concentrations  that  exceeded  the 
action  level  from  beneath  the  gasoline  line  and  dispensers.  Cohesion  is  conducting  a  Phase  I  USA 
and  has  constructed  and  sampled  a  monitoring  well  adjacent  to  the  gasoline  UST. 

•  The  warehouse  site  is  on  the  LUST  list  due  to  a  release  of  fuel  oil  and  diesel  fuel  from  UST  systems. 
ENSCI  closed  the  UST  systems  and  excavated  over  200  tons  of  contaminated  soil  from  the  UST 
basins  but  could  not  excavate  all  the  contaminated  soil  without  jeopardizing  the  structural  integrity  of 
the  adjacent  buildings.  Therefore,  they  constructed  and  sampled  six  monitoring  wells  adjacent  to  the 
UST  systems,  and  the  groundwater  samples  from  these  wells  did  not  exhibit  petroleum  constituents. 
ENSCI  did  not  recommend  further  assessment. 
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•  EDR  identified  one  site  on  the  NC  HSDS  list  within  one  mile  of  the  subject  site;  two  sites  on  the 
LAST  list,  13  sites  on  the  LUST  list,  and  10  sites  on  the  IMD  within  one-half  mile  of  the  site;  and  the 
adjoining  Hometown  Cleaners  on  the  list  of  dry  cleaners  and  former  Lields  Body  Shop  on  the  RCRA 
NonGen/NLR  list.  NCDEQ  has  closed  the  regulatory  file  for  seven  of  the  sites  on  the  LUST  list  and 
five  of  the  sites  on  the  IMD.  Duncklee  &  Dunham  identified  four  sites  on  EDR’s  orphan  list  within 
the  search  distances  specified  in  E1527-13.  We  reviewed  regulatory  files  for  two  of  these  sites  that 
are  topographically  upgradient  of  the  subject  site.  While  EDR  showed  the  Quick  Way  Mart/Star 
Petrol  LUST  site  as  active,  the  regulatory  file  shows  NCDEQ  has  closed  it.  The  regulatory  file  for 
the  formerly  adjacent  Chatham  Chevrolet  site  contained  a  report  that  showed  a  groundwater  sample 
collected  from  a  monitoring  well  at  that  site  in  2008  exhibited  two  VOCs  at  concentrations  that 
exceed  the  groundwater  quality  standards.  This  regulatory  file  is  still  active. 

•  An  underground  fuel  line  connects  the  AST  to  the  boiler  room  and  probably  was  constructed  when 
the  USTs  were  closed  in  1991. 

•  Duncklee  &  Dunham  observed  stains  on  the  floors  and  equipment  at  both  the  plant  and  warehouse 
sites. 


9  Opinions 

•  Groundwater  beneath  the  plant  site  may  have  been  adversely  by  releases  of  chemicals  used  to  process 
chickens  and  to  maintain  mechanical  equipment.  We  consider  this  past  use  to  represent  an  REC. 

•  The  releases  of  gasoline  and  diesel  fuel  have  adversely  affected  soil  at  the  plant  site.  We  consider  this 
release  to  represent  an  REC. 

•  Textile  plants  routinely  use  solvents  for  cleaning  and  maintenance.  Based  on  our  experience  at  other 
textile  plants,  we  consider  the  past  use  of  the  warehouse  site  for  textile  manufacturing  to  represent  an 
REC. 

•  ENSCI  reported  that  all  the  contaminated  soil  could  not  be  excavated  when  they  closed  the  USTs  at 
the  warehouse  site.  However,  groundwater  samples  from  wells  adjacent  to  the  UST  basins  did  not 
exhibit  petroleum  constituents,  which  suggests  the  remaining  contaminated  soil  has  not  adversely 
affected  groundwater.  We  consider  the  presence  of  gasoline  constituents  in  groundwater  near  the 
former  location  of  the  gasoline  UST  to  represent  an  REC. 

•  Duncklee  &  Dunham  does  not  consider  most  of  the  listed  sites  to  represent  RECs  to  the  subject 
because  the  releases  on  these  lists  are  topographically  downgradient  or  crossgradient  of  the  subject 
site,  are  in  drainage  basins  different  from  the  subject  site,  or  the  regulatory  files  for  these  incidents 
have  been  closed.  Groundwater  beneath  the  former  Chatham  Chevrolet  site  exhibited  petroleum 
constituents  at  concentrations  that  exceeded  the  groundwater  quality  standard.  Groundwater  beneath 
this  site  may  flow  towards  the  warehouse  and  could  adversely  affect  groundwater  beneath  it. 

•  The  underground  fuel  line  between  the  AST  and  the  boiler  room  at  the  warehouse  may  have  leaked 
fuel  oil.  We  consider  this  line  to  represent  an  REC. 

•  Duncklee  &  Dunham  considers  the  stains  on  the  floors  and  equipment  at  the  subject  site  to  represent  a 
de  minimis  condition  within  the  context  of  E1527-13. 
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10  Conclusions 

We  have  conducted  a  Phase  I  Environmental  Site  Assessment  in  general  conformance  with  the  scope  and 

limitations  of  ASTM  Practice  E1527-13  of  the  property  located  at  the  Former  Townsend  Plant  and  Acme 

McCrary  Warehouse  in  Siler  City.  Any  exceptions  to,  or  deletions  from,  this  practice  are  described  in 

Section  2.4  of  this  report.  Duncklee  &  Dunham  did  not  identify  evidence  of  recognized  environmental 

conditions  in  connection  with  the  subject  site  except  for  the  following: 

•  groundwater  beneath  the  plant  site,  which  may  have  been  adversely  by  releases  of  chemicals  used  to 
to  maintain  mechanical  equipment; 

•  the  releases  of  gasoline  and  diesel  fuel  at  the  plant  site,  which  have  adversely  affected  soil  and  may 
have  adversely  affected  groundwater; 

•  groundwater  at  the  warehouse  site,  which  may  have  been  adversely  affected  by  releases  of  solvents 
when  the  building  was  used  for  textile  manufacturing; 

•  the  presence  of  gasoline  constituents  in  a  groundwater  sample  collected  in  1994  from  a  monitoring 
well  near  the  former  location  of  the  gasoline  UST  at  the  warehouse; 

•  the  underground  line  that  transfers  fuel  oil  from  the  AST  to  the  boiler  room  in  the  warehouse;  and 

•  the  presence  of  petroleum  constituents  in  a  groundwater  sample  collected  at  the  adjacent  Chatham 
Chevrolet  site. 


11  Deviations 

Duncklee  &  Dunham  did  not  deviate  from  El 527-1 3. 


12  Additional  Assessments 

12.1  Warehouse  Site 

Duncklee  &  Dunham  sampled  the  six  monitoring  wells  at  the  warehouse  at  the  site  on  May  17,  2016 
(Figure  2).  We  re-developed  each  of  the  wells  and  discharged  the  purge  water  and  silt  to  a  drum.  This 
drum  and  its  contents  will  be  disposed  of  off-site  upon  receipt  of  the  laboratory  test  results.  We  used  low- 
flow  peristaltic  and  submersible  pumps  equipped  with  new  polyethylene  tubing  to  purge  and  withdraw 
samples  from  each  well,  and  a  bailer  to  sample  three  of  the  wells.  We  discharged  the  groundwater 
samples  from  the  well  tubing  or  bailer  into  laboratory-supplied  containers,  labeled  the  containers,  placed 
the  containers  in  a  cooler  with  ice,  and  sent  the  cooler  under  chain  of  custody  to  a  courier  for  ESC  Eab 
Sciences  (ESC).  The  courier  sent  the  cooler  by  overnight  express  mail  under  chain  of  custody  to  their 
laboratory  in  Mt.  Juliet,  Tennessee.  ESC  tested  the  groundwater  samples  for  VOCs  according  to 
SM6200B,  base-neutral  SVOCs  according  to  EPA  Method  625,  and  VPH  and  EPH  according  to  the 
MADEP  methods.  These  are  the  methods  recommended  by  NCDEQ  for  releases  of  gasoline,  diesel  fuel, 
and  no.  6  fuel  oil  from  USTs. 
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The  laboratory  test  results  are  summarized  on  Table  1  in  Appendix  K.  ESC’s  report  is  in  Appendix  K. 
ESC  deteeted  acrolein,  dichlorodifluoromethane,  bis(2-ethylhexyl)phthalate,  di-n-butyl  phthalate,  di-n- 
octyl  phthalate,  and  MADEP  fractions  C5-C8  Aliphatics,  C9-C18  Aliphatics,  C19-C36  Aliphatics,  and 
C9-C22  Aromatics  at  concentrations  between  the  method  detection  limits  and  laboratory  reporting  limits. 
Therefore,  these  concentrations  are  estimates.  The  concentrations  detected  do  not  exceed  the  2E 
standards.  The  shallow  depth  to  the  water  table  in  the  wells  on  the  eastern  side  of  the  warehouse  and  the 
absence  of  petroleum  constituents  in  the  groundwater  samples  collected  from  these  wells  provide 
evidence  that  the  fuel  line  between  the  AST  and  the  boiler  room  has  not  leaked  fuel  oil  to  the  subsurface, 
and  that  the  gasoline  UST  formerly  at  the  warehouse  has  not  adversely  affected  groundwater  at  the 
warehouse  site.  Based  on  these  results,  we  do  not  consider  the  underground  fuel  line  and  the  past  release 
of  gasoline  to  represent  RECs. 

The  three  wells  on  the  eastern  side  of  the  warehouse  are  downgradient  of  the  adjacent  Chatham  Chevrolet 
EUST  site.  The  test  results  from  these  three  wells  show  contaminants  at  the  Chatham  Chevrolet  site  have 
not  adversely  affected  groundwater  at  the  warehouse  site.  Based  on  these  results,  we  do  not  consider  the 
release  at  Chatham  Chevrolet  to  represent  an  REC  to  the  subject  site. 

12.2  Plant  Site 

Cohesion’s  20  Day  Report  shows  they  tested  their  soil  samples  at  closure  of  the  UST  systems  for  only 
TPH.  NCDEQ  guidance  specifies  testing  soil  for  TPH-GRO  and  -DRO  for  releases  of  diesel  fuels/no.  2 
fuel  oil.  When  TPH  results  exceed  NCDEQ’s  action  level  of  10  mg/Kg,  the  soil  sample  that  exhibits  this 
exceedance  is  to  be  tested  for  the  risk-based  test  methods  —  VOCs  and  MADEP  VPH  for  releases  of 
gasoline,  and  VOCs,  SVOCs,  MADEP  VPH  and  EPH  for  releases  of  diesel  fuel/no.  2  fuel  oil.  These 
additional  tests  allow  NCDEQ  to  determine  what  further  assessment,  if  any,  is  necessary.  NCDEQ 
requested  a  Phase  1  ESA  because  Cohesion  had  not  tested  the  soil  samples  by  these  additional  methods. 
Duncklee  &  Dunham  proposed  to  collect  soil  samples  at  the  locations  where  Cohesion’s  samples  had 
exhibited  TPH  at  concentrations  that  exceed  this  action  level  and  test  the  soil  samples  by  the  risk-based 
methods. 

Troxler  Geologic  Services  (Troxler),  under  contract  to  Duncklee  &  Dunham,  mobilized  to  the  site  on  May 
20,  2016.  Troxler  used  a  Geoprobe®  to  advance  five  soil  probes  (S-3A,  S-4A,  S-5A,  S-9A,  and  S-13A) 
at  the  locations  of  Cohesion’s  borings  S-3,  S-4,  S-5,  S-9,  and  S-13,  respectively  (Figure  2).  Troxler 
advanced  S-3A,  S-4A,  and  S-5A  through  the  backfill  at  the  former  location  of  the  gasoline  UST  and 
collected  samples  of  undisturbed  soil  at  a  depth  of  16  feet  bis.  Troxler  advanced  S-9A  at  the  former 
location  of  the  gasoline  line  to  a  depth  of  12  feet  bis,  and  S-13A  at  the  former  location  of  the  gasoline  and 
diesel  dispensers  to  a  depth  of  16  feet  bis.  We  screened  soil  samples  from  each  probe  with  a 
photoionization  detector  (PID)  to  test  for  the  presence  of  VOCs. 
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The  following  table  summarizes  the  PID  results: 


Probe 

Depth  of  Sample 
(feet  bis) 

PID  reading 
(ppm) 

S-3A 

16 

1,246 

S-4A 

16 

398 

S-5A 

16 

1,365 

S-9A 

0-4 

150 

4-8 

5.2 

8-12 

1.4 

S-13A 

0-4 

101 

4-8 

25.8 

8-12 

26.6 

12-16 

21.7 

Concurrent  with  our  soil  assessment,  Cohesion’s  drilling  contractor,  Quantex,  advanced  a  boring  in  which 
to  construct  a  monitoring  well  as  part  of  the  Phase  1  LSA  Cohesion  was  conducting  for  the  owner  of  the 
plant  site.  Cohesion’s  contracting  geologist.  Bill  Gibson,  told  us  he  had  Quantex  terminate  the  boring  for 
this  well  at  32  feet  bis,  and  had  them  construct  the  well  with  15  feet  of  well  screen  and  17  feet  of  riser. 
Quantex  completed  the  well  as  we  were  advancing  the  probes  at  the  fuel  line  and  dispenser.  Mr.  Gibson 
allowed  the  well  to  sit  for  an  hour  to  allow  the  water  level  to  equilibrate  as  we  finished  our  soil  sampling, 
and  then  he  developed  the  well.  He  told  us  the  water  level  had  risen  to  between  7  and  8  feet  bis.  Thus, 
the  top  of  the  well  screen  was  below  the  water  table.  We  note  the  shallow  depth  to  the  water  table  in  this 
well  is  similar  to  the  shallow  depths  to  the  water  table  we  encountered  when  we  sampled  the  six  wells  at 
the  warehouse  site. 

Due  to  the  shallow  depth  to  the  water  table  in  Cohesion’s  well,  Duncklee  &  Dunham  did  not  submit  the 
three  samples  from  S-3A,  S-4A,  and  S-5A,  collected  beneath  the  water  table,  to  the  laboratory  because 
NCDEQ  does  not  regulate  contaminants  in  soil  below  the  water  table.  The  shallowest  soil  samples  from 
S-9A  and  S-13A  were  collected  from  above  the  water  table,  so  we  submitted  these  two  samples  to  the 
laboratory.  We  placed  these  soil  samples  in  laboratory-supplied  containers,  labeled  the  containers,  and 
placed  the  containers  in  a  cooler  with  ice.  We  placed  the  soil  cuttings  from  the  borings  into  a  drum  for 
disposal  because  NCDEQ  does  not  allow  use  of  contaminated  cuttings  as  backfill  for  the  borings.  Troxler 
backfilled  the  five  probes  to  the  surface  with  bentonite  chips. 

We  returned  to  the  office  and  delivered  the  cooler  under  chain-of-custody  to  the  courier  for  ESC  Lab 
Sciences  (ESC).  The  courier  sent  the  cooler  by  overnight  express  mail  under  chain  of  custody  to  their 
laboratory  in  Mt.  Lebanon,  Tennessee.  ESC  tested  the  soil  samples  for  VOCs  according  to  EPA  Method 
8260B,  base-neutral,  semi-volatile  organic  compounds  according  to  EPA  Method  8270D,  and  VPH  and 
EPH  according  to  the  MADEP  methods. 

The  laboratory  test  results  are  summarized  in  Table  2  in  Appendix  K,  and  ESC’s  report  is  in  Appendix  K. 
Each  of  the  soil  samples  exhibited  two  MADEP  fractions  at  concentrations  that  exceed  the  soil-to- 
groundwater  MSCC,  and  the  sample  from  S-9A  also  exhibited  two  VOCs  at  concentrations  that  exceeded 
the  North  Carolina  MSCCs. 


n> 


Duncklee  &  Dunham,  P.C. 


Report  of  Phase  I  Environmental  Site  Assessment 
Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 
June  1,  2016 
Page  22  of  22 


In  summary,  the  RECs  that  remain  at  the  subject  site  are  related  to  past  uses  of  solvents  at  both  the  plant 
and  the  textile  mill  later  used  as  a  warehouse,  and  petroleum  constituents  related  to  the  release  of  gasoline 
and  diesel  fuel  from  the  UST  systems  at  the  plant  site. 
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Soil  Survey  of  Chatham  County,  North  Carolina,  United  States  Department  of  Agriculture,  Natural 
Resources  Conservation  Service,  reviewed  on-line  at  http://websoilsurvey.nrcs.usda.gov. 

Standard  Practice  for  Environmental  Site  Assessments:  Phase  /  Environmental  Site  Assessment  Process: 
ASTM  International  Designation  El 527-1 3,  West  Conshohocken,  Pennsylvania,  November  2013. 


14  Qualifications  of  Environmental  Professional 

1  declare  that,  to  the  best  of  my  professional  knowledge  and  belief,  1  meet  the  definition  of  Environmental 
Professional  as  defined  in  §  312.10  of  40  CFR  312  and  I  have  the  specific  qualifications  based  on 
education,  training,  and  experience  to  assess  a  property  of  the  nature,  history,  and  setting  of  the  subject 
property.  1  have  developed  and  performed  all  the  appropriate  inquiries  in  conformance  with  the  standards 
and  practices  set  forth  in  40  CFR  Part  312.  The  resume  for  Mr.  Kolb  is  in  Appendix  J. 

A- 


Richard  A.  Kolb,  L.G. 
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NORTH  CAROLINA  GENERAL  WARRANTY  DEED 


Prepared  By:  Attorney  Charles  H.  Gardner  GLF  File  #  10279-12 

Return  to:  Gardner  Law  Firm,  PLLC  -  P.O.  Box  715,  Hope  Mills,  NC  28348 

Insured  By:  Investors  Title 

Revenue  Stamps:  $300.00 

Tax  PIN:  0016852 . 

Brief  Description  for  Index:  12.989  Acres  Matthews  Township 


This  DEED,  made  on  February  27,  2012,  by  ^d  between: 


GRANTOR 

GRANTEE 

A.W.  Schmidt,  Jr.  &  Associates,  a  New  York 

Chatham  Warehouse  Leasing,  LLC,  a  North 

General  Partnership 

Carolina  Limited  Liability  Company 

7150  Bryan  Dairy  Road 

P.O.  Box  64076 

Largo,  FL  33777 

Fayetteville,  NC  28306 

The  designation  Grantor  and  Grantee  as  used  herein  shall  include  said  parties,  their  heirs,  successors,  and 
assigns,  and  shall  include  singular,  plural,  masculine,  feminine  or  neuter  as  required  by  context. 


W I T  N  E  S  S  E  T  H,  that  the  Grantor,  for  a  valuable  consideration  paid  by  the  Grantee,  the  receipt  of  which 
is  hereby  acknowledged,  has  and  by  these  presents  does  grant,  bargain,  sell  and  convey  unto  the  Grantee  in 
fee  simple,  all  that  certain  lot  or  parcel  of  land  situated  in  the  Town  of  Siler  City,  Matthews  Township, 
Chatham  County,  North  Carolina  and  more  particularly  described  as  follows: 

For  legal  description,  see  Exhibit  A,  attached  to  and  made  a  part  hereof. 

For  history  of  title,  see  deeds  recorded  in  Book  317,  Page  119;  Book  346,  Page  493 ;  and 
Book  873,  Page  276,  Chatham  County  Registry. 
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All  or  a  portion  of  the  property  herein  conveyed  does  not  include  the  primary  residence  of  a  Grantor. 
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TO  HAVE  AND  TO  HOLD  the  aforesaid  lot  or  parcel  of  land  all  privileges  and  appurtenances  thereto 
belonging  to  the  Grantee  in  fee  simple. 

And  the  Grantor  covenants  with  the  Grantee,  that  Grantor  is  seized  of  the  premises  in  fee  simple,  has  the 
right  to  convey  the  same  in  fee  simple,  that  title  is  marketable  and  free  and  clear  of  all  encumbrances,  and 
that  Grantor  will  warrant  and  defend  the  title  against  the  lawful  claims  of  all  persons  whomsoever,  other  than 
the  following  exceptions  hereinafter  stated,  if  any. 

Title  to  the  property  hereinabove  described  is  subject  to  the  following  exceptions: 

a.  County  and/or  Municipal  Zoning  Ordinances,  Rules  and  Regulations. 

b.  Restrictive  Covenants,  Easements,  and  Rights  of  Way  of  record 

c.  Ad  Valorem  Taxes  for  current  and  all  subsequent  years 

IN  WITNESS  WHEREOF,  the  Grantor  has  duly  executed  the  foregoing  as  of  the  day  and  year  first  above 
written. 


By: 


STATE  OF  Ck_ 


I,  the  undersigned  Notary  Public  of  the  County  and  State  aforesaid,  certify  that  Arthur  W.  Schmidt,  IE, 
General  Partner  of  A.W.  Schmidt,  Jr.  &  Associates,  personally  appeared  before  me  this  day  and 
acknowledged  the  execution  of  the  foregoing  instrument  for  the  purposes  therein  expressed.  Witness  my 
hand  and  Notarial  stamp  or  seal  on  this  date:  l-t-h  ^  ^  . 


Printed  Name  of  Notary  Public 


JULIEANNE  P  VANALLEN'SCHMlOT 

jaVvA  my  COMMISSION  #DD?35628 1 
*  expires  October  25,  201 3 

I  (4071388-0153 


PiQndaf<0t8rvS6rvice.C0Tn 


N^ary  Public  Signature 


A.W.  Scluaidt,  Jr.  &  Associates 


Arthur  W.  Schmidt,  HI,  General  Partner 


-  COUNTY  OF  Pt  i  ^ 


.(SEAL) 


My  Commission  Expires:  I  ^  3 
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Exhibit  A  -  to  be  attached  to  a  made  a  part  of  that  certain  General  Warranty  Deed  dated  February 
27,  2012  executed  by  A.W.  Schmidt,  Jr.  &  Associates  to  Chatham  Warehouse  Leasing,  LLC. 


Being  all  of  that  certain  tract  or  parcel  of  land  lying  and  being  in  Siler  Ci^,  Matthews  Township. 
rhatham  County,  North  Carolina,  being  more  particularly  described  as  follows: 

BEGINNING  at  an  OLD  IRON  SPIKE  in  the  NORTHEASTERLY  comer  of  that  certain  parcel 
of  land  owned  by  Townsend,  Inc.,  now  or  formerly,  as  shown  in  Plat  Book  87,  Slide  177  and 
referenced  in  Deed  Book  51 1,  Page  480,  as  recorded  in  the  Chatham  County  Registry,  said  OLD 
IRON  SPIKE  being  in  the  SOUTHERLY  MAROIN  of  EAST  THIRD  STREET  EXTENSION  (SR  1 107)  (100’ 
RAV);  then'’*'  following  said  southerly  margin  of  east  THIRD  STREET  EXTENSION.  N  66-20-24 
E,  170,23  feet;  thence  along  a  curve  in  a  CLOCKWISE  direction,  said  curve  having  a  radius  of 
3679.578  feet,  an  arc  length  of  673.82  feet,  and  a  chord  bearing  and  distance  of  N  69-42-24  E, 

673.46  feet  to  an  OLD  IRON  SPIKE,  said  OLD  IRON  SPIKE  being  in  the  NORTHWESTERLY  comer  of 
that  certain  parcel  of  land  owned  by  Henry  O.  and  Lynda  D.  Smith,  now  or  formerly,  as 
referenced  in  Deed  Book  685,  Page  903,  in  the  Chatham  County  Registry,  said  OLD  IRON  SPIKE 
also  being  located  S  5-43-06  W,  229.55  feet  from  an  OLD  NAIL  in  the  INTERSECTION  of  SR  1 107 
and  US  64;  thence  along  the  WESTERLY  margin  of  said  Smith  property  S  17-01-44  E,  258.26  feet 
to  an  OLD  IRON  SPIKE;  thence  continuing  with  said  margin  S  24-53-14  E,  260.22  feet  to  an  OLD 
IRON  SPIKE  lying  in  the  NORTHERLY  MARGIN  of  EAST  RALEIGH  STREET  EXTENSION  (SR  2103)  (60‘ 
R/W):  thence  following  said  NORTHERLY  RIGHT  OF  WAY  LINE  of  EAST  RALEIGH  STREET 
EXTENSION  (SR  2103)  seven  (7)  calls  as  follows:  (1)  S  64-20-12  W,  270.00  feet  to  an  OLD  IRON 
SPIKE;  (2)  S  64-26-12  W,  5.86  feet  to  a  point;  (3)  S  63-47-1 8  W,  106.53  feet  to  a  point;  (4)  8  61- 
53-06  W,  112.59  feet  to  a  point;  (5)  S  59-21-37  W,  113.10  feet  to  a  point;  (6)  S  57-18-13  W, 

106.47  feet  to  a  point;  and  (7)  S  56-38-19  W,  452.49  feet  to  an  OLD  IRON  SPIKE,  said  OLD  IRON 
SPIKE  lying  N  5-14-54  E.  39.85  feet  from  an  OLD  P.K.  NAIL  in  the  centerline  of  east  raleigh 
STREET  EXTENSION  (SR  2103)  (60’  R/W);  thence  with  the  EASTERLY  margin  of  the  above 
referenced  Townsend,  Inc.  property  N  5-01-53  E,  545.71  feet  to  an  OLD  IRON  SPIKE,  thence  N 
83-48-38  W,  31.08  feet  to  an  OLD  IRON  SPIKE;  thence  N  5-44-40  E,  215.07  feet  to  an  OLD  IRON 
SPIKE,  said  OLD  IRON  SPIKE  being  the  POINT  and  place  of  the  BEGINNING,  and  containing 
12.989  acres  more  or  less,  and  being  all  of  Oiat  certain  property  more  particularly  shown  and 
delineated  on  that  certain  survey  entitled  “BOUNDARY  AND  TOPO  SURVEY  FOR  PHANTOM 
INDUSTRIES.  INC.,”  prepared  by  Archie  F.  Norwood,  Jr.,  RX.S.,  dated  April  30, 2001,  reference 
to  Mdiich  survey  is  niade  for  a  more  particular  description. 

AND  including  the  following  parcel  of  property,  which  may  or  may  not  be  within  the 
above  referenced  12.989  acres; 

To  locate  the  beginning  point,  begin  at  an  existing  iron  pin  in  the  Northern  right-of-way 
line  of  Raleigh  Street  (Old  N.C.  Highway  90)  m  the  property  line  of  Frank  Justice,  and  proceed 
along  said  Northern  right-of-way  line  S  62-10-10  W,  151.64  feet  to  a  new  iron  pin  at  the  point  of 
beginning;  thence  S  62-10-10  W,  1 1 8.37  feet  to  an  iron  pin;  thence  S  59-57-00  W,  108.94  feet  to 
an  iron  pin;  thence  N  20-47-00  W,  65.51  feet  to  an  iron  pin;  thence  N  69-13-00  E,  198.10  feet  to 
a  point;  thence  N  20-47-00  W,  10.00  feet  to  a  point;  the^  N  69-13-00  E,  26.95  feet  to  a  point; 
thence  S  20-47-00  E,  43.47  feet  to  the  point  of  beginning. 
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EXCISE  TAX  $170,00 


NORTH  CAROLINA  SPECIAL  WARRANTY  DEED 

Excise  Tax:  $  \lo.oo _ 

Parcel  Identifier  No.  OOlo\M^^ _ Verified  by _ County  on  the _ day  of _ ,  20 

By:  .  . 

Mail/Box  to:  Grantee 

This  instrument  was  prepared  by:  Andrew  Slawter.  Esq..  Bradshaw  &  Robinson.  I.LP.  P.O.  Box  607.  Pittshnro.  NC  27312 
Brief  description  for  the  Index:  Parcel  0061441 


THIS  DEED  made  this  15th  day  ofNovember.  2013.  by  and  between 


GRANTOR 

GRANTEE 

OM-NC,  LLC, 

a  Delaware  limited  liability  company 

73 1  Sansome  St,  2nd  Floor 

San  Francisco,  CA  94111 

SOUTHEAST  LAND  HOLDINGS  LLC 
a  North  Carolina  limited  liability  company 

1521  Sulpher  Springs  Rd. 

Shelby,  NC  28152 

Enter  in  appropriate  block  for  each  Grantor  and  Grantee:  name,  mailing  address,  and,  if  appropriate,  character  of  entity,  e.g. 
corporation  or  partnership. 


The  designation  Grantor  and  Grantee  as  used  herein  shall  include  said  parties,  their  heirs,  successors,  and  assigns,  and  shall  include 
singular,  plural,  masculine,  feminine  or  neuter  as  required  by  context. 

WITNESSETH,  that  the  Grantor,  for  a  valuable  consideration  paid  by  the  Grantee,  the  receipt  of  which  is  hereby  acknowledged,  has  and 
by  these  presents  does  grant,  bargain,  sell  and  convey  unto  the  Grantee  in  fee  simple,  all  those  certain  lots  or  parcels  of  land  located  in 
Matthews  Township,  in  Chatham  County,  North  Carolina  and  more  particularly  described  as  follows: 


See  “Exhibit  A,”  a  copy  of  which  is  attached  hereto  and  incorporated  herein  by  reference,  for  the  iegal 
description. 
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The  property  hereinabove  described  was  acquired  by  Grantor  by  instrument  recorded  in  Book  17Q4.  Page  403.  Chatham  County 
Registry. 

All  or  a  portion  of  the  property  herein  conveyed _ includes  or  XX  does  not  include  the  primary  residence  of  a  Grantor. 

TO  HAVE  AND  TO  HOLD  the  aforesaid  lot  or  parcel  of  land  and  all  privileges  and  appurtenances  thereto  belonging  to  the  Grantee  in 
fee  simple. 

And  the  Grantor  covenants  with  the  Grantee,  that  Grantor  has  done  nothing  to  impair  such  title  as  Grantor  received,  and  Grantor  will 
warrant  and  defend  the  title  against  the  lawful  claims  of  all  persons  claiming  by,  under  or  through  Grantor,  other  than  the  following 
exceptions:  Easements,  restrictions  and  rights  of  way  of  record,  governmental  regulations,  and  ad  valorem  taxes  for  the  current  year. 


IN  WITNESS  WHEREOF,  the  Grantor  has  duly  executed  the  foregoing  as  of  the  day  and  year  first  above  written. 

OM-NC,  LLC,  a  Delaware  limited  liability  company 


By: 


Rabin  Worldwidejnc.,  Manager 


By: 


Mic|)ihei4Kank,  Vice  President  and 
Authorized  Signatm? 


State  of  California  -  County  and  City  of  San  Francisco 

On_  _,  2013,  before  me,  Irina  Okun,  Notary  Public,  personally  appeared  MICHAEL  BANK,  Vice 

President  and  Authorized  Signatory,  who  proved  to  me  on  the  basis  of  satisfactory  evidence  to  be  the  person  whose  name  is 
subscribed  to  the  within  instrument  and  acknowledged  to  me  that  he  executed  the  same  in  his  authorized  capacity(ies),  and  that  by  his 
signature  on  the  instrument  the  person,  or  the  entity  upon  behalf  of  which  the  person  acted,  executed  the  instrument. 


I  certify  under  PENALTY  OF  PERJURY  under  the  laws  of  the  State  of  California  that  the  foregoing  paragraph  is  true  and  correct. 


NONAOKUN  * 

COMHIMR*  " 

NOWIVntUC-CMKIlWW  o 
S4MFMIICI8COCOUIITY  2 
M|rCoiiM.Ewnit««4017  _ 
nMMMnmHMHl 
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SILER  CITY  PROCESSING  PLANT 

FIRST  TRACT:  All  that  tract  of  land  containing  8.936  acres  more  or  less,  and  lying  and  being  in 
the  Town  of  Siler  City,  Matthews  Township,  Chatham  County,  North  Carolina  and  bounded  on 
the  North  by  U.S.  Highway  64  and  Billy  J.  Siler,  on  the  East  by  W.F.  Collins  (now  or  formerly), 
on  the  South  by  E.  Third  Street  and  E.  Fifth  Street,  and  on  the  West  by  Jonathan  Johnson,  and 
more  particularly  described  as  follows: 

BEGINNING  at  an  existing  iron  pipe,  a  comer  in  Jonathan  Johnson;  thence  with  Johnson’s  line 
and  the  Line  of  Billy  J.  Siler  South  82  degrees  08  minutes  03  seconds  East  1 13.56  feet  to  an 
existing  iron  pipe;  thence  continuing  with  Siler  North  05  degrees  16  minutes  1 1  seconds  East 
35.56  feet  to  a  nail  in  a  concrete  pad,  the  Southern  right  of  way  line  of  U.S.  Highway  64;  thence 
with  the  right  of  way  line  of  U.S.  Highway  64  South  83  degrees  07  minutes  36  seconds  East 
606.41  feet  (passing  through  two  iron  pipes)  to  an  iron  pipe,  the  Northeast  comer  of  Collins; 
thence  with  Collins’  line  South  04  degrees  06  minutes  23  seconds  West  129.05  feet  to  an  iron 
pipe;  thence  continuing  with  Collins’  line  South  04  degrees  04  minutes  38  seconds  West  201.36 
feet  to  an  existing  iron  pipe  in  the  Northern  right  of  way  line  of  E.  Third  Street;  thence  with  the 
right  of  way  line  of  E.  Third  Street  South  65  degrees  32  minutes  47  seconds  West  35.88  feet  to 
an  iron  pipe;  thence  continuing  with  the  right  of  way  line  of  E.  Third  Street  South  66  degrees  49 
minutes  27  seconds  West  690.94  feet  (passing  through  one  iron  pipe)  to  an  existing  iron  pipe; 
thence  North  82  degrees  17  minutes  41  seconds  West  105.33  feet  to  a  railroad  spike  set  in  the 
Northern  right  of  way  line  of  E.  Fifth  Street  (formerly  Hannah  Street)  and  being  the  Southeast 
comer  of  Jonathan  Johnson;  thence  North  06  degrees  47  minutes  23  seconds  Ea.st  659.55  feet  to 
the  point  and  place  of  BEGINNING,  all  as  shown  on  the  plat  entitled  “Siler  City  Processing  Plat, 
Townsends,  Inc.’’  dated  October  23,  1991  by  Van  R.  Finch  -  Land  Surveys,  P.A. 
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PHASE  I  ENVIRONMENTAL  SITE  ASSESSMENT 
USER  QUESTIONNAIRE 


Introduction: 

In  order  to  qualify  for  one  of  the  Landowner  Liability  Protections  offered  by  the  Small  Business  Liability 
Relief  and  Brownfields  Revitalization  Act  of  2001  (the  “Brownfield  Amendments”),  the  user  must 
provide  the  following  information  (if  available)  to  the  environmental  professional.  Failure  to  provide  this 
information  could  result  in  a  determination  that  “all  appropriate  inquiry”  is  not  complete. 


Site  Information: 

Name:  Former  Townsend  Plant 

Location:  Siler  City,  North  Carolina 


1.  Environmental  cleanup  liens  that  are  filed  or  recorded  against  the  site  (CFR  312.25) 

Are  you  aware  of  any  environmental  cleanup  liens  against  the  property  that  are  filed  or  recorded 
under  federal,  tribal,  state  or  local  law?  yes  or^  no  If  yes,  please  explain. 


2.  Activity  and  land  use  limitations  that  are  in  place  on  the  site  or  that  have  been  filed  or  recorded 
in  a  registry  (40  CFR  312.26) 

Are  you  aware  of  any  activity  and  use  limitations,  such  as  engineering  controls,  land  use  restrictions 
or  institutional  controls  that  are  in  place  at  the  site  and/or  have  been  filed  or  recorded  in  a  registry 
under  federal,  tribal,  state  or  local  law?  |  |  yes  orj^xjno  If  yes,  please  explain. 


3.  Specialized  knowledge  or  experience  of  the  person  seeking  to  qualify  for  the  Landowner 
Liability  Protections  (40  CFR  312.28) 

As  the  user  of  this  Phase  I,  do  you  have  any  specialized  knowledge  or  experience  related  to  the 
property  or  nearby  properties?  □  yes  or  |^3^no  If  yes,  please  explain. 


Are  you  involved  in  the  same  line  of  business  as  the  current  or  former  occupants  of  the  property  or  an 
adjoining  property  so  that  you  would  have  specialized  knowledge  of  the  chemicals  and  processes 

If  yes,  please  explain. 


used  by  the  business?  U  yes  0^0 


MAILING  Address  -  Post  Office  Box  639  -  Cary,  North  Carolina  2751 2 
North  Carolina  Bo.\rd  of  Examiners  for  Engineers  and  Surveyors  License  C-3S59 
NorthCarollna  Board  for  Licensing  of  Geouxusts  License  C-261 
NC  DENR  Registered  Environment.al  Consultant  Number  0006 1 


User  Questionnaire 
Phase  I  Environmental  Site  Assessment 
Page  2  of 3 
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Relationship  of  the  purehase  price  to  the  fair  market  value  of  the  property  if  it  were  not 
contaminated  (40  CFR  312.29) 

Does  the  purchase  price  being  paid  for  this  property  reasonably  reflect  the  fair  market  value  of  the 
property?  [^[  yes  or  no  If  you  concluded  that  there  is  a  difference,  have  you  considered 
whether  the  lower  purchase  price  is  because  contamination  is  known  or  believed  to  be  present  at  the 
property?  |  |  yes  or  |  |no  If  yes,  please  explain. 


5.  Commonly  known  or  reasonably  ascertainable  information  about  the  property  (40  CFR  312.30) 

Are  you  aware  of  commonly  known  or  reasonably  ascertainable  information  about  the  property  that 
would  help  the  environmental  professional  to  identify  conditions  indicative  of  a  release  or  threatened 
release?  ^  yes  or  j  |no  For  example,  as  user: 


Do  you  know  the  past  uses  of  the  property?  yes  or  no  If  yes,  please  explain 


• _ ^Do  you  know  of  specific  chemicals  that 

no  If  yes,  please  explain. 


LJyesorj^r 


are  present  or  once  were  present  at  the  property? 


• _ ^Do  you  know  of  spills  or  other  chemical 

I  |yes  or  If  yes,  please  explain. 


releases  that  have  taken  place  at  the  property? 


• _ ^Do  you  know  of  any  environmental  cleanups  that  have  taken  place  at  the  property? 

I  |yes  or  ^  no  If  yes,  please  explain. 


6.  The  degree  of  obviousness  of  the  presence  of  likely  presence  of  contamination  at  the  property, 
and  the  ability  to  detect  the  contamination  by  appropriate  investigation  (40  CFR  312.31) 

As  the  user  of  this  Phase  I,  based  on  your  knowledge  and  experience  related  to  the  property,  are  there 
any  obvious  indicators  that  point  to  the  presence  or  likely  presence  of  contamination  at  the  property? 
12  yes  or  I  jno  If  yes,  please  explain. 

UST 
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7.  Do  you  know  of  1)  any  pending,  threatened,  or  past  litigation  relevant  to  hazardous  substances 
or  petroleum  products  in,  on,  or  from  the  property;  2)  any  pending,  threatened,  or  past 
administrative  proceedings  relevant  to  hazardous  substances  or  petroleum  products  in,  on  or 
from  the  property,  and  3)  any  notices  from  any  governmental  entity  regarding  any  possible 
violation  of  environmental  laws  or  possible  liability  relating  to  hazardous  substances  or 
petroleum  products?  |  |  yes  or  no  If  yes,  please  explain. 


8.  Do  you  know  if  copies  of  any  of  the  following  exist,  and  if  so,  can  you  provide  copies  to 
Duncklee  &  Dunham? 

•  Environmental  site  assessment  reports 

•  Environmental  compliance  audit  reports 

•  Environmental  permits 

•  Registrations  for  underground  and  aboveground  storage  tanks 

•  Registration  for  underground  injection  systems 

•  Material  safety  data  sheets 

•  Community  right-to-know  plan  plans  or  reports 

•  Safety  plans;  preparedness  and  prevention  plans;  spill  prevention,  countermeasure,  and 
control  plans 

•  Reports  regarding  hydrogeologic  conditions  on  the  property  or  surrounding  area 

•  Notices  or  other  correspondence  from  any  government  agency  relating  to  past  or  current 
violations  of  environmental  laws  with  respect  to  property  or  relating  to  environmental  liens 
encumbering  the  property 

•  Hazardous  waste  generator  notices  or  reports 

•  Geotechnical  studies 

•  Risk  assessments 

•  Recorded  activity  and  use  limitations 


Printed  Name 


Please  Cirele  One: 

Property  Owner;  Former  Property  Owner;  Potential  Buyer  of  Property;  Real  Estate  Agent;  Other 
(if  other,  please  explain) 


o 
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PHASE  I  ENVIRONMENTAL  SITE  ASSESSMENT 
USER  QUESTIONNAIRE 

Introduction; 

In  order  to  qualify  for  one  of  the  Landowner  Liability  Protections  offered  by  the  Small  Business  Liability 
Relief  and  Brownfields  Revitalization  Act  of  2001  (the  “Brownfield  Amendments”),  the  user  must 
provide  the  following  information  (if  available)  to  the  environmental  professional.  Failure  to  provide  this 
information  could  result  in  a  determination  that  “all  appropriate  inquiry”  is  not  complete. 


Site  Information: 

Name:  Acme  McCrary  Warehouse 


Location:  Siler  City,  North  Carolina 


1.  Environmental  cleanup  liens  that  are  filed  or  recorded  against  the  site  (CFR  312.25) 

Are  you  aware  of  any  environmental  cleanup  liens  against  the  property  that  are  filed  or  recorded 
under  federal,  tribal,  state  or  local  law?  □  yes  orj^X]  explain. 


2.  Activity  and  land  use  limitations  that  are  in  plaee  on  the  site  or  that  have  been  filed  or  recorded 
in  a  registry  (40  CFR  312.26) 

Are  you  aware  of  any  activity  and  use  limitations,  such  as  engineering  controls,  land  use  restrictions 
or  institutional  controls  that  are  in  place  at  the  site  and/or  have  been  filed  or  recorded  in  a  registry 
under  federal,  tribal,  state  or  local  law?  □  yes  or  no  If  yes,  please  explain. 


3.  Specialized  knowledge  or  experience  of  the  person  seeking  to  qualify  for  the  Landowner 
Liability  Protections  (40  CFR  312.28) 

As  the  user  of  this  Phase  I,  do  you  have  any  specialized  knowledge  or  experience  related  to  the 

’no  If  yes,  please  explain. 


Are  you  involved  in  the  same  line  of  business  as  the  current  or  former  occupants  of  the  property  or  an 
adjoining  property  so  that  you  would  have  specialized  knowledge  of  the  chemicals  and  processes 
used  by  the  business?  yes  or[^no  If  yes,  please  explain. 


property  or  nearby  properties?  I  I  yes  orm 


Mailing  Address  -  Post  Office  Box  639  -  Cary,  North  Carolina  275 12 
North  Carolina  Board  of  Examiners  for  Engineers  and  SL'Rveyors  License  C-3S59 
North  Carolina  Board  for  Licensing  of  Geologists  License  C-26  I 
NC  DENR  Registered  Environmental  Consultant  Number  0006 1 
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Relationship  of  the  purchase  price  to  the  fair  market  value  of  the  property  if  it  were  not 
contaminated  (40  CFR  312.29) 

Does  the  pi^chase  price  being  paid  for  this  property  reasonably  reflect  the  fair  market  value  of  the 
property?  yes  or  □  no  If  you  concluded  that  there  is  a  difference,  have  you  considered 

whether  thel^er  purchase  price  is  because  contamination  is  known  or  believed  to  be  present  at  the 
property?  |  |  yes  or  |  |no  If  yes,  please  explain. 


5.  Commonly  known  or  reasonably  ascertainable  information  about  the  property  (40  CFR  312.30) 

Are  you  aware  of  commonly  known  or  reasonably  ascertainable  information  about  the  property  that 
would  help  the  environmental  professional  to  identify  conditions  indicative  of  a  release  or  threatened 
release?  yes  or  |  |no  For  example,  as  user: 


Do  you  know  the  past  uses  of  the  property? 


yes  or  |  |  no  If  yes,  please  explain. 


Do  you  know  of  specific  chemicals  that  are  present  or  once  were  present  at  the  property? 


I  I  yes  orp^ 


no  If  yes,  please  explain. 


• _ ^Do  you  know  of  spills  or  other  chemical  releases  that  have  taken  place  at  the  property? 

I  |yes  orp^no  If  yes,  please  explain. 


• _ ^Do  you  know  of  any  environmental  cleanups  that  have  taken  place  at  the  property? 

I  |yes  or  ^  no  If  yes,  please  explain. 


6.  The  degree  of  obviousness  of  the  presence  of  likely  presenee  of  contamination  at  the  property, 
and  the  ability  to  detect  the  contamination  by  appropriate  investigation  (40  CFR  312.31) 

As  the  user  of  this  Phase  I,  based  on  your  knowledge  and  experience  related  to  the  property,  are  there 
any  obvious  indicators  that  point  to  the  presence  or  likely  presence  of  contamination  at  the  property? 
J3  yes  or  |  |no  If  yes,  please  explain. 


n> 
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7.  Do  you  know  of  1)  any  pending,  threatened,  or  past  litigation  relevant  to  hazardous  substances 
or  petroleum  products  in,  on,  or  from  the  property;  2)  any  pending,  threatened,  or  past 
administrative  proceedings  relevant  to  hazardous  substances  or  petroleum  products  in,  on  or 
from  the  property,  and  3)  any  notices  from  any  governmental  entity  regarding  any  possible 
violation  of  environmental  laws  or  possible  liability  relating  to  hazardous  substances  or 
petroleum  products?  |  |  yes  or  ^  no  If  yes,  please  explain. 


8.  Do  you  know  if  copies  of  any  of  the  following  exist,  and  if  so,  can  you  provide  copies  to 
Duncklee  &  Dunham? 

•  Environmental  site  assessment  reports 

•  Environmental  compliance  audit  reports 

•  Environmental  permits 

•  Registrations  for  underground  and  aboveground  storage  tanks 

•  Registration  for  underground  injection  systems 

•  Material  safety  data  sheets 

•  Community  right-to-know  plan  plans  or  reports 

•  Safety  plans;  preparedness  and  prevention  plans;  spill  prevention,  countermeasure,  and 
control  plans 

•  Reports  regarding  hydrogeologic  conditions  on  the  property  or  surrounding  area 

•  Notices  or  other  correspondence  from  any  government  agency  relating  to  past  or  current 
violations  of  environmental  laws  with  respect  to  property  or  relating  to  environmental  liens 
encumbering  the  property 

•  Hazardous  waste  generator  notices  or  reports 

•  Geotechnical  studies 

•  Risk  assessments 

•  Recorded  activity  and  use  limitations 


Printed  Name 


Please  Circle  One: 


Property  Owner;  Former  Property  Owner;  F}^«hMTBuyer  of  Propertj^Real  Estate  Agent;  Other 
(if  other,  please  explain)  ^ — — - - - 


O 
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PHASE  I  ENVIRONMENTAL  SITE  ASSESSMENT 
USER  QUESTIONNAIRE 


Introduction: 

In  order  to  qualify  for  one  of  the  Landowner  Liability  Protections  offered  by  the  Small  Business  Liability 
Relief  and  Brownfields  Revitalization  Act  of  2001  (the  “Brownfield  Arnendments  ),  t  e  user  nius 
provide  the  following  information  (if  available)  to  the  environmental  professional.  Failure  to  provi  e  is 
information  could  result  in  a  determination  that  “all  appropriate  inquiry  is  not  complete. 


Site  Information: 

Name:  Former  Townsend  Plant 

Location:  Siler  City,  North  Carolina 


1.  Environmental  cleanup  liens  that  are  filed  or  recorded  against  the  site  (CFR  312.25) 

Are  you  aware  of  any  environmental  cleanup  liens  against  the  property  that  are  filed  or  recorded 
under  federal,  tribal,  state  or  local  law?  [^^yes  or|  |  no  If  yes,  please  explain. 


2. 


Activity  and  land  use  limitations  that  are  in  place  on  the  site  or  that  have  been  filed  or  recorded 


in  a  registry  (40  CFR  312.26)  ,  ,  j 

Are  you  aware  of  any  activity  and  use  limitations,  such  as  engineering  controls,  land  use  restrictions 

3r  institutional  controls  that  are  in  place  at  the  site  arid/or  have  been  filed  or  recorded  in  a  registry 
ander  federal,  tribal,  state  or  local  law?  |  [  yes  or  j~^no  If  yes,  please  explain. 


3.  Specialized  knowledge  or  experience  of  the  person  seeking  to  qualify  for  the  Landowner 

Liability  Protections  (40  CFR  312.28)  ,  j 

As  the  user  of  this  Phase  I,  do  you  have  any  specialized  knowledge  or  experience  related  to  the 

property  or  nearby  properties?  I  I  yes  or  I  If  yes,  please  explain. 


Are  you  involved  in  the  same  line  of  business  as  the  current  or  former  occupants  of  the  property  or  an 
adjoining  property  so  that  you  would  have  specialized  knowledge  of  the  chemicals  and  processes 
used  by  the  business?  |  j  yes  or  gfio  If  yes,  please  explain. 
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User  Questionnaire 
Phase  1  Environmental  Site  Assessment 
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4.  Relationship  of  the  purchase  price  to  the  fair  market  value  of  the  property  if  it  were  not 
contaminated  (40  CFR  312.29) 

Does  the  purchase  price  being  paid  for  this  property  reasonably  reflect  the  fair  market  value  of  the 
property?  |  ^  |  yes  or  |  |  no  If  you  concluded  that  there  is  a  difference,  have  you  considered 

whether  the  mwer  purchfeeprice  is  because  contamination  is  known  or  believed  to  be  present  at  the 
property?  [  j  yes  or  [  ^^o  If  yes,  please  explain. 


5.  Commonly  known  or  reasonably  ascertainable  information  about  the  property  (40  CFR  312.30) 

Are  you  aware  of  commonly  known  or  reasonably  ascertainable  information  about  the  property  that 
would  help  the  environm^tal  professional  to  identify  conditions  indicative  of  a  release  or  threatened 
release?  |  jyes  or  For  example,  as  user: 

•  Do  you  know  the  past  uses  of  the  property?  j^^yes  or  |  |  no  If  yes,  please  explain. 


• _ ^Do  you  knpw  of  specific  chemicals  that  are  present  or  once  were  present  at  the  property? 

I  [  yes  or  |  y|no  If  yes,  please  explain. 


•  Do  you  know  of  spills  or  other  chemical  releases  that  have  taken  place  at  the  property? 
j  jyes  or  ~  no  If  yes,  please  explain. 


«  /Do  you  know  of  any  environmental  cleanups  that  have  taken  place  at  the  property? 
[/^  jyes  or  If  yes,  please  explain. 


The  degree  of  obviousness  of  the  presence  of  likely  presence  of  contamination  at  the  property, 
and  the  ability  to  detect  the  contamination  by  appropriate  investigation  (40  CFR  312.31) 

As  the  user  of  this  Phase  I,  based  on  your  knowledge  and  experience  related  to  the  property,  are  there 
any  obvious  indicators  that  point  to  the  presence  or  likely  presence  of  contamination  at  the  property? 
yes  or  yno  If  yes,  please  explain. 


User  Questionnaire 
Phase  1  Environmental  Site  Assessment 
Page  3  of  3 


7.  Do  you  know  of  1)  any  pending,  threatened,  or  past  litigation  relevant  to  hazardous  substances 
or  petroleum  products  in,  on,  or  from  the  property;  2)  any  pending,  threatened,  or  past 
administrative  proceedings  relevant  to  hazardous  substances  or  petroleum  products  in,  on  or 
from  the  property,  and  3)  any  notices  from  any  governmental  entity  regarding  any  possible 
violation  of  environmental  laws  or  possible  liability  relating  to  hazardous  substances  or 
petroleum  products?  I  1  yes  orf^no  If  yes,  please  explain. 


8. 


Do  you  know  if  copies  of  any  of  the  following  exist,  and  if  so,  can  you  provide  copies  to 
Duncklee  &  Dunham?  ,  a 

Environmental  site  assessment  reports  --  ut/  o 

Environmental  compliance  audit  reports 

Environmental  permits  10 O  ,  0 

Registrations  for  underground  and  aboveground  storage  tanks 
Registration  for  underground  injection  systems  -A)^ 

Material  safety  data  sheets 

Community  right-to-know  plan  plans  or  reports  A/ 

Safety  plans;  preparedness  and  prevention  plans;  spill  prevention,  countermeasure,  and 
control  plans  f^O 

Reports  regarding  hydrogeologic  conditions  on  the  property  or  surrounding  area  fJ 
Notices  or  other  correspondence  from  any  government  agency  relating  to  past  or  current 
violations  of  environmental  laws  with  respect  to  property  or  relating  to  environmental  hens 


encumbering  the  property 

Hazardous  waste  generator  notices  or  reports 

Geotechnical  studies 

Risk  assessments  V  ^ 

Recorded  activity  and  use  limitations  /i/c) 


Please  Circle  One: 

Property  Owner;  Former  Property  Owner;  Potential  Buyer  of  Property;  Real  Estate  Agent;  Other 
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PHASE  I  ENVIRONMENTAL  SITE  ASSESSMENT 
USER  QUESTIONNAIRE 


Introduction: 

In  order  to  qualify  for  one  of  the  Landowner  Liability  Protections  offered  by  the  Small  Business  Liability 
Relief  and  Brownfields  Revitalization  Act  of  2001  (the  “Brownfield  Amendments”),  the  user  must 
provide  the  following  information  (if  available)  to  the  environmental  professional.  Failure  to  provide  this 
infomation  could  result  in  a  detemination  that  “all  appropriate  inquiry”  is  not  complete. 


Site  Information: 

Name:  Acme  McCrary  Warehouse 

Location:  Siler  City,  North  Carolina 


1.  Environmental  cleanup  liens  that  are  filed  or  recorded  against  the  site  (CFR  312.25) 

Are  you  aware  of  any  environmental  cleanup  liens  against  the  property  that  are  filed  or  recorded 
under  federal,  tribal,  state  or  local  law?  |  | ; 


yes  or 


no  If  yes,  please  explain. 


2.  Activity  and  land  use  limitations  that  are  in  place  on  the  site  or  that  have  been  filed  or  recorded 
in  a  registry  (40  CFR  312.26) 

Are  you  aware  of  any  activity  and  use  limitations,  such  as  engineering  controls,  land  use  restrictions 
or  institutional  controls  that  are  in  place  at  the  site  and/or  have  been  filed  or  recorded  in  a  registry 
under  federal,  tribal,  state  or  local  law?  I  1  yes  orf 


no  If  yes,  please  explain. 


3.  Specialized  knowledge  or  experience  of  the  person  seeking  to  qualify  for  the  Landowner 
Liability  Protections  (40  CFR  312.28) 

As  the  user  of  this  Phase  I,  do  you  have  any  specialized  knowledge  or  experience  related  to  the 
property  or  nearby  properties?  I  I  yes  or  I  .>|no 


L_1 


If  yes,  please  explain. 


Are  you  involved  in  the  same  line  of  business  as  the  current  or  former  occupants  of  the  property  or  an 
adjoining  property  so  that  you  would  have  specialized  knowledge  of  the  chemicals  and  processes 


used  by  the  business? 


yes  or 


no  If  yes,  please  explain. 
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Phase  I  Environmental  Site  Assessment 
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4.  Relationship  of  the  purchase  price  to  the  fair  market  value  of  the  property  if  it  were  not 
contaminated  (40  CFR  312.29) 

Does  the  purchase  price  being  paid  for  this  property  reasonably  reflect  the  fair  market  value  of  the 
property?  L/  yes  or  no  If  you  concluded  that  there  is  a  difference,  have  you  considered 
whether  theTbwer  purchase  irice  is  because  contamination  is  known  or  believed  to  be  present  at  the 
property?  □  yes  or  |  |no  If  yes,  please  explain. 


Commonly  known  or  reasonably  ascertainable  information  about  the  property  (40  CFR  312.30) 

Are  you  aware  of  commonly  known  or  reasonably  ascertainable  information  about  the  property  that 
would  help  the  environmental  professional  to  identify  conditions  indicative  of  a  release  or  threatened 
release?  yes  or  ^  no  For  example,  as  user: 

•  Do  you  know  the  past  uses  of  the  property?  |  |  yes  or  ^  no  If  yes,  please  explain. 


•  Do  you  know  of  specific  chemicals  that  are  present  or  once  were  present  at  the  property? 
□  yesorj^lno  If  yes,  please  explain. 


•  Do  you  know  of  spills  or  other  chemical  releases  that  have  taken  place  at  the  property? 
I  jyes  or  no  If  yes,  please  explain. 


•  Do  you  know  of  any  environmental  cleanups  that  have  taken  place  at  the  property? 
I  |yes  or  |/  no  If  yes,  please  explain. 


The  degree  of  obviousness  of  the  presence  of  likely  presence  of  contamination  at  the  property, 
and  the  ability  to  detect  the  contamination  by  appropriate  investigation  (40  CFR  312.31) 

As  the  user  of  this  Phase  I,  based  on  your  knowledge  and  experience  related  to  the  property,  are  there 
any  obvious  indicators  that  point  to  the  presence  or  likely  presence  of  contamination  at  the  property? 

I  I  yes  or  no  If  yes,  please  explain. 


User  Questionnaire 
Phase  I  Environmental  Site  Assessment 
Page  3  of  3 


7.  Do  you  know  of  1)  any  pending,  threatened,  or  past  litigation  relevant  to  hazardous  substances 
or  petroleum  products  in,  on,  or  from  the  property;  2)  any  pending,  threatened,  or  past 
administrative  proceedings  relevant  to  hazardous  substances  or  petroleum  products  in,  on  or 
from  the  property,  and  3)  any  notices  from  any  governmental  entity  regarding  any  possible 
violation  of  environmental  laws  or  possible  liability  relating  to  hazardous  substances  or 
petroleum  products?  |  |  yes  or  j/  no  If  yes,  please  explain. 


8.  Do  you  know  if  copies  of  any  of  the  following  exist,  and  if  so,  can  you  provide  copies  to 
Duncklee  &  Dunham? 

•  Environmental  site  assessment  reports 

•  Environmental  compliance  audit  reports 

•  Environmental  permits 

•  Registrations  for  underground  and  aboveground  storage  tanks 

•  Registration  for  underground  injection  systems 

•  Material  safety  data  sheets 

•  Community  right -to-know  plan  plans  or  reports 

•  Safety  plans;  preparedness  and  prevention  plans;  spill  prevention,  countermeasure,  and 
control  plans 

•  Reports  regarding  hydrogeologic  conditions  on  the  property  or  surrounding  area 

•  Notices  or  other  correspondence  from  any  government  agency  relating  to  past  or  current 
violations  of  environmental  laws  with  respect  to  property  or  relating  to  environmental  liens 
encumbering  the  property 

•  Hazardous  waste  generator  notices  or  reports 

•  Geotechnical  studies 

•  Risk  assessments 

•  Recorded  activity  and  use  limitations 


Charles  T.  Gardner 
Printed  Name 


Please  Circle  One: 

Property  Owner;  Former  Property  Owner;  Potential  Buyer  of  Property;  Real  Estate  Agent;  Other 
(if  other,  please  explain) 


Duncklbi;  &  Dunham,  P.C. 
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Thank  you  for  your  business. 

Please  contact  EDR  at  1-800-352-0050 
with  any  questions  or  comments. 


Disclaimer  -  Copyright  and  Trademark  Notice 

This  Report  contains  certain  information  obtained  from  a  variety  of  pubiic  and  other  sources  reasonabiy  avaiiabie  to  Environmentai  Data 
Resources,  Inc.  It  cannot  be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from 
other  sources.  NO  warranty  expressed  OR  implied,  is  made  whatsoever  in  connection  with  this  report,  environmental 
DATA  RESOURCES,  INC.  SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION, 
merchantability  or  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE, 

ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OF  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL, 

CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL  DATA  RESOURCES,  INC.  IS  STRICTLY 
LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.  Purchaser  accepts  this  Report  "AS  iS".  Any  anaiyses,  estimates,  ratings, 
environmentai  risk  ieveis  or  risk  codes  provided  in  this  Report  are  provided  for  iiiustrative  purposes  oniy,  and  are  not  intended  to  provide,  nor 
shouid  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmentai  risk  for  any  property.  Oniy  a  Phase  i 
Environmentai  Site  Assessment  performed  by  an  environmentai  professionai  can  provide  information  regarding  the  environmentai  risk  for  any 
property.  Additionaiiy,  the  information  provided  in  this  Report  is  not  to  be  construed  as  iegai  advice. 

Copyright  2016  by  Environmentai  Data  Resources,  inc.  Aii  rights  reserved.  Reproduction  in  any  media  or  format,  in  whoie 

or  in  part,  of  any  report  or  map  of  Environmental  Data  Resources,  Inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates.  All  other 
trademarks  used  herein  are  the  property  of  their  respective  owners. _ 
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EXECUTIVE  SUMMARY 


A  search  of  available  environmental  records  was  conducted  by  Environmental  Data  Resources,  Inc  (EDR). 
The  report  was  designed  to  assist  parties  seeking  to  meet  the  search  requirements  of  EPA’s  Standards 
and  Practices  for  All  Appropriate  Inquiries  (40  CFR  Part  312),  the  ASTM  Standard  Practice  for 
Environmental  Site  Assessments  (E  1527-13)  or  custom  requirements  developed  for  the  evaluation  of 
environmental  risk  associated  with  a  parcel  of  real  estate. 

TARGET  PROPERTY  INFORMATION 

ADDRESS 

1101  EAST  THIRD  STREET 
SILER  CITY,  NC  27344 

COORDINATES 

Latitude  (North): 

Longitude  (West): 

Universal  Tranverse  Mercator 
UTM  X  (Meters): 

UTMY  (Meters): 

Elevation: 

uses  TOPOGRAPHIC  MAP  ASSOCIATED  WITH  TARGET  PROPERTY 

Target  Property  Map:  5945587  SILER  CITY,  NC 

Version  Date:  2013 

AERIAL  PHOTOGRAPHY  IN  THIS  REPORT 

Portions  of  Photo  from:  20120531 

Source:  USDA 


35.7318550-35  43’  54.67” 
79.4501550  -79'  27’ 0.55” 

:  Zone  17 
640163.9 
3955115.5 

603  ft.  above  sea  level 
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MAPPED  SITES  SUMMARY 


Target  Property  Address: 
1101  EAST  THIRD  STREET 
SILER  CITY,  NC  27344 

Click  on  Map  ID  to  see  full  detail. 


MAP 

ID 

SITE  NAME 

ADDRESS 

DATABASE  ACRONYMS 

RELATIVE 

ELEVATION 

DIST  (ft.  &  mi.) 
DIRECTION 

At 

TOWNSENDS  INCORPORAT 

1101  EAST  3RD  STREET 

FINDS,  ECHO 

TP 

A2 

TOWNSENDS,  INC.  -  SI 

1101  EAST  THIRD  STRE 

RMP 

TP 

A3 

TOWNSENDS  UST 

1101  E.  THIRD  ST 

LUST 

TP 

A4 

SOUTHEAST  LAND  HOLDI 

1101  E.  THIRD  STREET 

LUST 

TP 

A5 

SOUTHEAST  LAND  HOLDI 

1101  EAST  THIRD  STRE 

UST 

TP 

Reg 

HARRELSON  RUBBER  COM 

NC  HSDS 

Same 

5033,  0.953,  SW 

B6 

TANK  AND  TUMMY  #3  (Q 

1322  E11TH  ST  (US  6 

LUST 

Higher 

1  ft. 

B7 

FIVE  STAR 

1212  E.  11TH  ST. 

IMD 

Higher 

16,  0.003,  NW 

8 

GLENDALE  HOSIERY  CO. 

1200  EAST  THIRD  STRE 

LUST,  UST,  IMD 

Lower 

37,  0.007,  East 

9 

SILER  CITY  CHEVROLET 

1402  EST  11TH  STREET 

LAST 

Lower 

94,  0.018,  East 

C10 

1066  E  3RD  ST 

EDR  Hist  Auto 

Higher 

145,  0.027,  SSW 

C11 

FIELDS  BODY  SHOP 

1006  E  3RD  ST 

RCRA  NonGen/NLR 

Higher 

187,  0.035,  SW 

C12 

1006  E  3RD  ST 

EDR  Hist  Auto 

Higher 

187,  0.035,  SW 

C13 

HOMETOWN  CLEANERS 

901  E  3RD  ST 

DRYCLEANERS 

Higher 

282,  0.053,  SW 

D14 

NC  DOT  -  SILER  CITY 

1404  EAST  RALEIGH  ST 

LUST,  UST 

Lower 

323,  0.061,  East 

D15 

NC  DOT-CHATHAM  CO.MA 

1404  EAST  RALEIGH  ST 

IMD 

Lower 

323,  0.061,  East 

D16 

NC  DOT-SILER  CITY  (1 

1404  EAST  RALEIGH  ST 

IMD 

Lower 

323,  0.061,  East 

D17 

NCDOT-SILER  CITY 

1404  EAST  RALEIGH  ST 

LUST  TRUST,  IMD 

Lower 

323,  0.061 ,  East 

18 

TANK  AND  TUMMY  #3 

HWY  64  AND  3RD  STREE 

IMD 

Lower 

462,  0.087,  ENE 

E19 

OUALITY  MOLDED  PRODU 

920  E.  RALEIGH  ST. 

UST 

Lower 

538,  0.102,  South 

E20 

ENGINEERED  PLASTIC  C 

920  E  RALEIGH  ST 

RCRA-SOG 

Lower 

538,  0.102,  South 

21 

819  E  3RD  ST 

EDR  Hist  Auto 

Lower 

625,  0.118,  SW 

F22 

GREENVIEW  INC. 

1516  EAST  THIRD  STRE 

LUST,  IMD 

Lower 

1114,  0.211,  East 

F23 

CVS  PHARMACY  #4297 

1506  EAST  11 TH  STREE 

RCRA-LQG 

Lower 

1131, 0.214,  ENE 

F24 

CIRCLE  K  2724660 

1513  EAST  11  TH  STREE 

UST,  Financial  Assurance 

Lower 

1154,  0.219,  ENE 

25 

BAKER  LIMESTONE,  INC 

HIGHWAY  64 

LUST,  UST,  IMD 

Higher 

1332,  0.252,  WNW 

26 

FIELDS,  RUTH  RENTAL 

618  E.  4TH  STREET 

LAST,  LUST,  IMD 

Higher 

1453,  0.275,  WSW 

27 

FEDERMAN  PROPERTY,  K 

721  E.  RALEIGH  STREE 

LUST,  LUST  TRUST 

Higher 

1717,  0.325,  SSW 

28 

STOVALL’S  MINI  MART 

801  E.  11TH  STREET 

LUST,  IMD 

Higher 

1785,  0.338,  WNW 

29 

CHATHAM  COUNTY  HEALT 

1105  E.  CARDINAL  STR 

LUST,  IMD 

Lower 

1791, 0.339,  South 

30 

HIGDON  RESIDENTIAL  U 

604  E  RALEIGH  ST 

LUST,  LUST  TRUST 

Higher 

2542,  0.481,  SW 
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TARGET  PROPERTY  SEARCH  RESULTS 

The  target  property  was  identified  in  the  foilowing  records.  For  more  information  on  this 
property  see  page  8  of  the  attached  EDR  Radius  Map  report: 

Site _  Database(s) _ EPA  ID 


TOWNSENDS  INCORPORAT  FiNDS  N/A 

1101  EAST  3RD  STREET  Registry  ID::  110000543626 

SILER  CITY,  NC  27344 

ECHO 


TOWNSENDS,  INC.  -  SI  RMP  N/A 

1101  EAST  THIRD  STRE 
SILER  CITY,  NC  27344 


TOWNSENDS  UST 
1101  E.  THIRD  ST 
SILER  CITY,  NC  27344 


LUST  N/A 

Incident  Number:  39846 

Current  Status:  File  Located  in  House 


SOUTHEAST  LAND  HOLDI 
1101  E.  THIRD  STREET 
SILER  CITY,  NC  27344 


LUST  N/A 

Incident  Number:  39838 

Current  Status:  File  Located  in  House 


SOUTHEAST  LAND  HOLDI 
1101  EAST  THIRD  STRE 
SILER  CITY,  NC  27344 


UST 

Tank  Status:  Current 
Facility  Id:  00-0-0000032430 


N/A 


DATABASES  WITH  NO  MAPPED  SITES 

No  mapped  sites  were  found  in  EDR's  search  of  available  ("reasonably  ascertainable  ")  government 
records  either  on  the  target  property  or  within  the  search  radius  around  the  target  property  for  the 
follewing  databases: 


STANDARD  ENVIRONMENTAL  RECORDS 


Federal  NPL  site  list 


NPL . National  Priority  List 

Proposed  NPI _ Preposed  Natienal  Priority  List  Sites 

NPL  LIENS . Federal  Superfund  Liens 

Federal  Delisted  NPL  site  list 

Delisted  NPL .  National  Priority  List  Deletions 
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Federal  CERCLIS  list 

FEDERAL  FACILITY. _ Federal  Facility  Site  Information  iisting 

SEMS _ Superfund  Enterprise  Management  System 

Federal  CERCLIS  NFRAP  site  list 

SEMS-ARCHIVE _ Superfund  Enterprise  Management  System  Archive 

Federal  RCRA  CORRACTS  facilities  list 

CORRACTS _ Corrective  Action  Report 

Federal  RCRA  non-CORRACTS  TSD  facilities  list 

RCRA-TSDF _ RCRA  -  Treatment,  Storage  and  Disposai 

Federal  RCRA  generators  list 

RCRA-CESQG _ RCRA  -  Conditionaily  Exempt  Smali  Quantity  Generator 

Federal  institutional  controls  /  engineering  controls  registries 

LUCIS _ Land  Use  Controi  information  System 

US  ENG  CONTROLS _ Engineering  Controls  Sites  List 

US  INST  CONTROI _ Sites  with  Institutionai  Controis 

Federal  ERNS  list 

ERNS _ Emergency  Response  Notification  System 

State-  and  tribal  -  equivalent  CERCLIS 

SFIWS _ Inactive  Flazardous  Sites  inventory 

State  and  tribal  landfill  and/or  solid  waste  disposal  site  lists 

SWF/LF _ List  of  Solid  Waste  Faciiities 

OLI _ Oid  Landfill  Inventory 

State  and  tribal  leaking  storage  tank  lists 

INDIAN  LUST _  Leaking  Underground  Storage  Tanks  on  Indian  Land 

State  and  tribal  registered  storage  tank  lists 

FEMA  UST _ Underground  Storage  Tank  Listing 

AST. _ AST  Database 

INDIAN  UST _ Underground  Storage  Tanks  on  Indian  Land 

State  and  tribal  institutional  control  /  engineering  control  registries 

INST  CONTROI _ No  Further  Action  Sites  With  Land  Use  Restrictions  Monitoring 

State  and  tribal  voluntary  cleanup  sites 

INDIAN  VCP _ Voluntary  Cleanup  Priority  Listing 
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VCP _ Responsible  Party  Voluntary  Action  Sites 

State  and  tribal  Brownfields  sites 

BROWNFIELDS _ Brownfields  Projects  Inventory 

ADDITIONAL  ENVIRONMENTAL  RECORDS 


Local  Brownfield  lists 

US  BROWNFIELDS _ A  Listing  of  Brownfields  Sites 


Local  Lists  of  Landfill  /  Solid  Waste  Disposal  Sites 


FIIST  LF _ Solid  Waste  Facility  Listing 

SWRCY _ Recycling  Center  Listing 

INDIAN  ODI _ Report  on  the  Status  of  Open  Dumps  on  Indian  Lands 

ODI _  Open  Dump  Inventory 

DEBRIS  REGION  9 _ Torres  Martinez  Reservation  Illegal  Dump  Site  Locations 


Local  Lists  of  Hazardous  waste  /  Contaminated  Sites 


US  HIST  GDI _  Delisted  National  Clandestine  Laboratory  Register 

US  GDI _ National  Clandestine  Laboratory  Register 


Local  Land  Records 

LIENS  2 _ CERCLA  Lien  Information 


Records  of  Emergency  Release  Reports 


HMIRS _ Hazardous  Materials  Information  Reporting  System 

SPILLS _ Spills  Incident  Listing 

SPILLS  90 _ SPILLS  90  data  from  FirstSearch 

SPILLS  80 _ SPILLS  80  data  from  FirstSearch 


Other  Ascertainable  Records 


FUDS _  Formerly  Used  Defense  Sites 

DOD _  Department  of  Defense  Sites 

SCRD  DRYCLEANERS _ State  Coalition  for  Remediation  of  Drycleaners  Listing 

US  FIN  ASSUR _ Financial  Assurance  Information 

EPA  WATCH  LIST _ EPA  WATCH  LIST 

2020  COR  ACTION _ 2020  Corrective  Action  Program  List 

TSCA _ Toxic  Substances  Control  Act 

TRIS _ Toxic  Chemical  Release  Inventory  System 

SSTS _ Section  7  Tracking  Systems 

ROD _  Records  Of  Decision 

RAATS _ RCRA  Administrative  Action  Tracking  System 

PRP _ Potentially  Responsible  Parties 

PADS _  PCB  Activity  Database  System 

ICIS _ Integrated  Compliance  Information  System 

FTTS _ FIFRA/  TSCA  Tracking  System  -  FIFRA  (Federal  Insecticide,  Fungicide,  &  Rodenticide 

Act)/TSCA  (Toxic  Substances  Control  Act) 
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MLTS _  Material  Licensing  Tracking  System 

COAL  ASH  DOE _ Steam-Electric  Plant  Operation  Data 

COAL  ASH  EPA _ Coal  Combustion  Residues  Surface  Impeundments  List 

PCB  TRANSFORMER _ PCS  Transformer  Registration  Database 

RADiNFO _  Radiation  information  Database 

HIST  FTTS _ FIFRA/TSCA  Tracking  System  Administrative  Case  Listing 

DOT  OPS _  Incident  and  Accident  Data 

CONSENT _  Superfund  (CERCLA)  Consent  Decrees 

INDIAN  RESERV _ Indian  Reservations 

FUSRAP _  Formerly  Utilized  Sites  Remedial  Actien  Program 

UMTRA _ Uranium  Mill  Tailings  Sites 

LEAD  SMELTERS _ Lead  Smelter  Sites 

US  AIRS _  Aerometric  Information  Retrieval  System  Facility  Subsystem 

US  MINES _ Mines  Master  Index  File 

COAL  ASH _ Coal  Ash  Disposal  Sites 

Financial  Assurance _ Financial  Assurance  Information  Listing 

NPDES _ NPDES  Facility  Location  Listing 

UlC _ Underground  Injection  Wells  Listing 

FUELS  PROGRAM _ EPA  Fuels  Program  Registered  Listing 


EDR  HIGH  RISK  HISTORICAL  RECORDS 


EDR  Exclusive  Records 


EDR  MGP _ EDR  Proprietary  Manufactured  Gas  Plants 

EDR  Hist  Cleaner. _ EDR  Exclusive  Historic  Dry  Cleaners 


EDR  RECOVERED  GOVERNMENT  ARCHIVES 


Exclusive  Recovered  Govt.  Archives 


RGA  HWS _ Recevered  Gevernment  Archive  State  Hazardeus  Waste  Facilities  List 

RGA  LF _  Recovered  Government  Archive  Solid  Waste  Facilities  List 

RGA  LUST _ Recovered  Government  Archive  Leaking  Underground  Storage  Tank 


SURROUNDING  SITES:  SEARCH  RESULTS 

Surrounding  sites  were  identified  in  the  following  databases. 

Elevations  have  been  determined  from  the  USGS  Digital  Elevatien  Model  and  should  be  evaluated  on 
a  relative  (not  an  absolute)  basis.  Relative  elevation  information  between  sites  ef  close  proximity 
should  be  field  verified.  Sites  with  an  elevation  equal  to  or  higher  than  the  target  property  have  been 
differentiated  belew  from  sites  with  an  elevation  lower  than  the  target  property. 

Page  numbers  and  map  identification  numbers  refer  to  the  EDR  Radius  Map  report  where  detailed 
data  en  individual  sites  can  be  reviewed. 

Sites  listed  in  bold  italics  are  in  multiple  databases. 

Unmappable  (orphan)  sites  are  not  considered  in  the  feregoing  analysis. 
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STANDARD  ENVIRONMENTAL  RECORDS 


Federal  RCRA  generators  list 

RCRA-LQG:  RCRAInfo  is  EPA's  comprehensive  infermation  system,  providing  access  to  data  supporting 

the  Resouree  Conservation  and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Soiid  Waste  Amendments  (HSWA) 

ef  1984.  The  database  includes  selective  informatien  on  sites  which  generate,  transport,  store,  treat  and/or 

dispose  of  hazardous  waste  as  defined  by  the  Reseurce  Conservation  and  Recovery  Act  (RCRA).  Large  quantity 

generaters  (LQGs)  generate  over  1 ,000  kilograms  (kg)  of  hazardous  waste,  er  over  1  kg  of  acutely  hazardeus 

waste  per  month. 

A  review  of  the  RCRA-LQG  list,  as  previded  by  EDR,  and  dated  12/09/2015  has  revealed  that  there  is  1 
RCRA-LQG  site  within  appreximately  0.25  miles  of  the  target  property. 

Lower  Elevation  Address  Direction  /  Distance  Map  ID  Page 


CVS  PHARMACY  #4297  1506  EAST  1 1TH  STREE  ENE  1/8  -  1/4  (0.214  mi.)  F23  71 


RCRA-SQG:  RCRAInfo  is  EPA’s  oomprehensive  information  system,  providing  aocess  to  data  supporting 

the  Resouree  Conservation  and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Solid  Waste  Amendments  (HSWA) 

ef  1984.  The  database  includes  selective  informatien  on  sites  which  generate,  transport,  store,  treat  and/or 

dispose  of  hazardous  waste  as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Small  quantity 

generaters  (SQGs)  generate  between  100  kg  and  1 ,000  kg  ef  hazardous  waste  per  month. 

A  review  of  the  RCRA-SQG  list,  as  provided  by  EDR,  and  dated  12/09/2015  has  revealed  that  there  is  1 

RCRA-SQG  site  within  appreximately  0.25  miles  of  the  target  property. 

Lower  Elevation  Address  Direction  /  Distance  Map  ID  Page 


ENGINEERED  PLASTIC  C  920  E  RALEIGH  ST  S  0  -  1/8  (0.1 02  ml.)  E20  63 


State-  and  tribal  -  equivalent  NPL 

NCHSDS:The  Hazardous  Substance  Dispesal  Sites  list  contains  locations  of  uncontrolled  and 
unregulated  hazardous  waste  sites.  The  file  contains  sites  on  the  national  priority  list  as  well  as  the  state 
priority  list.  The  data  seurce  is  the  North  Carolina  Center  fer  Geographic  Information  and  Analysis. 

A  review  of  the  NC  HSDS  list,  as  provided  by  EDR,  and  dated  08/09/201 1  has  revealed  that  there  is  1 
NC  HSDS  site  within  approximately  1  mile  of  the  target  property. 


Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

HARRELSON  RUBBER  COM 

SW  1/2-  1  (0.953  mi.) 

0 

35 

State  and  tribal  leaking  storage  tank  lists 

LAST :  A  listing  of  leaking  abeveground  storage  tank  site  locations. 

A  review  of  the  LAST  list,  as  provided  by  EDR,  and  dated  02/05/2016  has  revealed  that  there  are  2 
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LAST  sites  within  approximateiy  0.5  miies  of  the  target  property. 

Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

FIELDS,  RUTH  RENTAL 

Incident  Number:  14424 

Current  Status:  C 

618  E.  4TH  STREET 

WSW  1/4  -  1/2  (0.275  ml.) 

26 

82 

Lower  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

SILER  CITY  CHEVROLET 

Incident  Number:  87978 

Current  Status:  C 

1402  EST  11TH  STREET 

EO  -  1/8  (0.018  mi.) 

9 

43 

LUST:  The  Leaking  Underground  Storage  Tank  incidents  Management  Database  contains  an  inventory 
of  reported  ieaking  underground  storage  tank  incidents.  The  data  come  from  the  Department  of  Environment,  & 
Naturai  Resources’  Incidents  by  Address. 

A  review  of  the  LUST  iist,  as  provided  by  EDR,  and  dated  02/05/2016  has  reveaied  that  there  are  10 
LUST  sites  within  approximateiy  0.5  miies  of  the  target  property. 

Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

TANK  AND  TUMMY  #3  (Q 

Incident  Phase:  Closed  Out 

Incident  Number:  16359 

Current  Status:  File  Located  in  Archives 

1322  E11TH  ST  (US  6 

0-  1/8(0.000  mi.) 

B6 

35 

BAKER  LIMESTONE,  INC 

Incident  Phase:  Closed  Out 

Incident  Number:  16161 

Current  Status:  File  Located  in  Archives 

HIGHWAY  64 

WNW  1/4  -  1/2  (0.252  mi.) 

25 

78 

FIELDS,  RUTH  RENTAL 

Incident  Phase:  Response 

Incident  Number:  14424 

Current  Status:  File  Located  in  House 

618  E.  4TH  STREET 

WSW  1/4  -  1/2  (0.275  ml.) 

26 

82 

FEDERMAN  PROPERTY,  K 

Incident  Phase:  Closed  Out 

Incident  Number:  39467 

Current  Status:  File  Located  in  House 

721  E.  RALEIGH  STREE 

SSMT  1/4  -  1/2  (0.325  mi.) 

27 

87 

STOVALL’S  MINI  MART 

Incident  Phase:  Closed  Out 

Incident  Number:  24266 

Current  Status:  File  Located  in  House 

801  E.  11TH  STREET 

WNW  1/4  -  1/2  (0.338  mi.) 

28 

89 

HIGDON  RESIDENTIAL  U 

Incident  Phase:  Closed  Out 

Incident  Number:  33792 

Current  Status:  File  Located  in  Archives 

604  E  RALEIGH  ST 

SM7 1/4  - 1/2  (0.481  mi.) 

30 

94 

Lower  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

GLENDALE  HOSIERY  CO. 

1200  EAST  THIRD  STRE 

E  0  - 1/8  (0.007  mi.) 

8 

38 

Incident  Phase:  Response 
Incident  Number:  10572 
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Current  Status:  File  Located  in  House 

NC  DOT  -  SILER  CITY  1404  EAST  RALEIGH  ST  E  0  -  1/8  (0.061  mi.)  D14  48 

Incident  Phase:  Response 

Incident  Phase:  Closed  Out 

Incident  Number:  14972 

Incident  Number:  33027 

Incident  Number:  8014 

Current  Status:  File  Located  in  Archives 

Current  Status:  File  Located  in  House 

GREENVIEW  INC.  1516  EAST  THIRD  STRE  E 1/8  -  1/4  (0.21 1  mi.)  F22  68 

Incident  Phase:  Closed  Out 

Incident  Number:  21903 

Current  Status:  File  Located  in  Archives 

CHATHAM  COUNTY  HEALT  1105  E.  CARDINAL  STR  S 1/4  -  1/2  (0.339  mi.)  29  91 

Incident  Phase:  Closed  Out 

Incident  Number:  22008 

Current  Status:  File  Located  in  Archives 


LUST  TRUST:  This  database  contains  information  about  claims  against  the  State  Trust  Funds  for 
reimbursements  for  expenses  incurred  while  remediating  Leaking  USTs. 

A  review  of  the  LUST  TRUST  list,  as  previded  by  EDR,  and  dated  01/08/2016  has  revealed  that  there  are 
3  LUST  TRUST  sites  within  approximately  0.5  miles  of  the  target  property. 


Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

FEDERMAN  PROPERTY,  K 

Site  ID:  39467 

721  E.  RALEIGH  STREE 

sswr  1/4  -  1/2  (0.325  mi.) 

27 

87 

HIGDON  RESIDENTIAL  U 

Site  ID:  33792 

604  E  RALEIGH  ST 

SIV 1/4  - 1/2  (0.481  mi.) 

30 

94 

Lower  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

NCDOT-SILER  CITY 

Site  ID:  14972 

1404  EAST  RALEIGH  ST 

EO-1/8  (0.061  mi.) 

D17 

60 

State  and  tribal  registered  storage  tank  lists 

UST:The  Undergreund  Storage  Tank  database  contains  registered  USTs.  USTs  are  regulated  under 
Subtitle  I  of  the  Reseurce  Conservation  and  Recovery  Act  (RCRA).  The  data  come  from  the  Department  of 
Environment  &  Natural  Resources’  Petroleum  Undergreund  Storage  Tank  Database. 

A  review  of  the  UST  list,  as  provided  by  EDR,  and  dated  02/05/201 6  has  revealed  that  there  are  4  UST 
sites  within  approximately  0.25  miles  of  the  target  property. 

Lower  Elevation  Address  Direction  /  Distance  Map  ID  Page 

GLENDALE  HOSIERY  CO.  1200  EAST  THIRD  STRE  E  0  -  1/8  (0.007  mi.)  8  38 

Tank  Status:  Removed 
Facility  Id:  00-0-0000011069 

NC  DOT  -  SILER  CITY  1404  EAST  RALEIGH  ST  E  0  -  1/8  (0.061  mi.)  D14  48 
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Tank  Status:  Removed 
Tank  Status:  Current 
Facility  Id:  00-0-0000025558 

QUALITY  MOLDED  PRODU 
Tank  Status:  Removed 
Facility  Id:  00-0-0000007997 

CIRCLE  K  2724660 

Tank  Status:  Current 
Facility  Id:  00-0-0000035689 


920  E.  RALEIGH  ST. 


SO- 1/8  (0.102  mi.)  E19 


62 


1513  EAST  11TH  STREE  ENE  1/8  -  1/4  (0.219  mi.)  F24 


77 


ADDITIONAL  ENVIRONMENTAL  RECORDS 


Records  of  Emergency  Release  Reports 

IMD:  Incident  Management  Database. 

A  review  of  the  IMD  list,  as  provided  by  EDR,  and  dated  07/21/2006  has  revealed  that  there  are  1 1  IMD 
sites  within  approximately  0.5  miles  of  the  target  property. 


Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

FIVE  STAR 

Facility  Id:  22508 

1212  E.  11TH  ST. 

NW  0  -  1/8  (0.003  mi.) 

B7 

37 

BAKER  LIMESTONE,  INC 

Facility  Id:  16161 

HIGHWAY  64 

WNW  1/4  -  1/2  (0.252  ml.) 

25 

78 

FIELDS,  RUTH  RENTAL 

Facility  Id:  14424 

618  E.  4TH  STREET 

WSW  1/4  - 1/2  (0.275  mi.) 

26 

82 

STOVALL’S  MINI  MART 

Facility  Id:  24266 

801  E.  11TH  STREET 

WNW  1/4  -  1/2  (0.338  mi.) 

28 

89 

Lower  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

GLENDALE  HOSIERY  CO. 

Facility  Id:  10572 

1200  EAST  THIRD  STRE 

E  0  - 1/8  (0.007  mi.) 

8 

38 

NC  DOT-CHATHAM  CO.MA 

Facility  Id:  14972 

1404  EAST  RALEIGH  ST 

EO  -  1/8(0.061  mi.) 

D15 

58 

NC  DOT-SILER  CITY  (1 

Facility  Id:  8014 

1404  EAST  RALEIGH  ST 

EO  -  1/8(0.061  mi.) 

D16 

59 

NCDOT-SILER  CITY 

Facility  Id:  33027 

1404  EAST  RALEIGH  ST 

E  0-1/8  (0.061  mi.) 

D17 

60 

TANK  AND  TUMMY  #3 

Facility  Id:  16359 

HWY64  AND  3RD  STREE 

ENE  0  -  1/8  (0.087  mi.) 

18 

61 

GREENVIEW  INC. 

Facility  Id:  21903 

1516  EAST  THIRD  STRE 

E  1/8 -1/4  (0.211  mi.) 

F22 

68 

CHATHAM  COUNTY  HEALT 

Facility  Id:  22008 

1105  E.  CARDINAL  STR 

S  1/4  - 1/2  (0.339  mi.) 

29 

91 
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Other  Ascertainable  Records 

RCRA  NonGen  /  NLR:  RCRAInfo  is  EPA’s  comprehensive  infermation  system,  providing  access  to  data  supporting 
the  Resource  Conservation  and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Soiid  Waste  Amendments  (HSWA) 
of  1984.  The  database  includes  selective  information  on  sites  which  generate,  transport,  store,  treat  and/or 
dispose  of  hazardous  waste  as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Non-Generators  do 
not  presently  generate  hazardous  waste. 

A  review  of  the  RCRA  NonGen  /  NLR  list,  as  provided  by  EDR,  and  dated  1 2/09/201 5  has  revealed  that 
there  is  1  RCRA  NonGen  /  NLR  site  within  approximately  0.25  miles  of  the  target  property. 

Equal/Higher  Elevation  Address  Direction  /  Distance  Map  ID  Page 


FIELDS  BODY  SHOP  1006  E  3RD  ST  SW  0  -  1/8  (0.035  mi.)  011  45 


DRYCLEANERS:  Potential  and  known  drycleaning  sites,  active  and  abandoned,  that  the  Drycleaning  Solvent 
Cleanup  Program  has  knowledge  of  and  entered  into  this  database. 

A  review  of  the  DRYCLEANERS  list,  as  provided  by  EDR,  and  dated  03/02/2015  has  revealed  that  there  is 
1  DRYCLEANERS  site  within  approximately  0.25  miles  of  the  target  property. 


Equal/Higher  Elevation 


HOMETOWN  CLEANERS 
Facility  Id:  190002C 


Address 

901  E  3RD  ST 


Direction  /  Distance  Map  ID 

SWO  -  1/8  (0.053  mi.)  013 


Page 

48 


EDR  HIGH  RISK  HISTORICAL  RECORDS 


EDR  Exclusive  Records 

EDR  Hist  Auto:  EDR  has  searched  selected  national  collections  of  business  directories  and  has  collected 
listings  of  potential  gas  station/filling  station/service  station  sites  that  were  available  to  EDR 
researchers.  EDR’s  review  was  limited  to  those  categories  of  sources  that  might,  in  EDR’s  opinion,  include 
gas  station/filling  station/service  station  establishments.  The  categories  reviewed  included,  but  were  not 
limited  to  gas,  gas  station,  gasoline  station,  filling  station,  auto,  automobile  repair,  auto  service  station, 
service  station,  etc.  This  database  falls  within  a  category  of  information  EDR  classifies  as  "High  Risk 
Historical  Records",  or  HRHR.  EDR’s  HRHR  effort  presents  unique  and  sometimes  proprietary  data  about  past 
sites  and  operations  that  typically  create  environmental  concerns,  but  may  not  show  up  in  current  government 
records  searches. 


A  review  of  the  EDR  Hist  Auto  list,  as  provided  by  EDR,  has  revealed  that  there  are  3  EDR  Hist  Auto 
sites  within  approximately  0.125  miles  of  the  target  property. 


Equal/Higher  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

Not  reported 

1066  E  3RD  ST 

SSW  0-  1/8  (0.027  mi.) 

C10 

45 

Not  reported 

1006  E  3RD  ST 

SWO  -  1/8  (0.035  mi.) 

C12 

47 

Lower  Elevation 

Address 

Direction  /  Distance 

Map  ID 

Page 

Not  reported 

819  E  3RD  ST 

SWO  -  1/8  (0.118  mi.) 

21 

68 

TC04611581.2r  EXECUTIVE  SUMMARY  1 1 


EXECUTIVE  SUMMARY 


Due  to  poor  or  inadequate  address  information,  the  foiiowing  sites  were  not  mapped.  Count:  8  records. 

Site  Name  Database(s) 

CHATHAM  CREATiVE  ARTS  PROPERTY 
THE  PANTRY  4658  DBA  PARK  N  SHOP  14 

HARRELSON  RUBBER  CO 
QUiCKiE  WAY  MART 
FiVE-STAR 

CHATHAM  CHEVROLET  BUiCK  PONTIAC 
SERVCO-SILER  CITY 
TANKS  TUMMY  #3 
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LAST 

LUST,  LUST  TRUST,  UST,  Financial 

Assurance 

SEMS-ARCHIVE 

LUST,  LUST  TRUST 

LUST,  UST 

LUST 

LUST,  IMD 

LUST  TRUST 


OVERVIEW  MAP  -  0461 1 581 .2R 


/\/  Target  Property 

A  Sites  at  elevations  higher  than 
or  equal  to  the  target  property 

♦  Sites  at  elevations  lower  than 
the  target  property 

i.  Manufactured  Gas  Plants 

National  Priority  List  Sites 

I  I  I  Dept.  Defense  Sites 


Indian  Reservations  BIA 
J\f  Power  transmission  lines 
100-year  flood  zone 
500-year  flood  zone 
National  Wetland  Inventory 
I  I  State  Wetlands 


-  'I  Hazardous  Substance 
Disposal  Sites 


H 


This  report  includes  Interactive  Map  Layers  to 
display  and/or  hide  map  intormation.  The 
legend  includes  only  those  icons  tor  the 
detault  map  view. 


SITE  NAME: 

Fornner  Townsend  Plant 

CLIENT: 

Duncklee  &  Dunham,  PC 

ADDRESS: 

1101  East  Third  Street 

CONTACT: 

Russell  Molyneux 

Siler  City  NC  27344 

INQUIRY#: 

04611 581 .2r 

LAT/LONG: 

35.731855/79.450155 

DATE: 

May  06,  2016  10:35  am 

Copyright  ©  2016  EDR,  Inc.  ©  2015  TomTom  Rel.  2015. 
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/\/  Target  Property 

A  Sites  at  elevations  higher  than 
or  equal  to  the  target  property 

♦  Sites  at  elevations  lower  than 
the  target  property 

i.  Manufactured  Gas  Plants 

£  Sensitive  Receptors 

I'  "  I  National  Priority  List  Sites 

I  I  I  Dept.  Defense  Sites 


0  1/16 

1/8 

1/4  Miles 

E3 

Indian  Reservations  BIA 

'  >1  Hazardous  Substance 

100-year  flood  zone 

Disposal  Sites 

500-year  flood  zone 

H 

National  Wetland  Inventory 

□ 

State  Wetlands 

This  report  includes  Interactive  Map  Layers  to 
display  and/or  hide  map  intormation.  The 
legend  includes  only  those  icons  tor  the 
detault  map  view. 
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MAP  FINDINGS  SUMMARY 


Search 

Distance  Target 

Database  (Miles)  Property  <1/8  1/8 -1/4 


STANDARD  ENVIRONMENTAL  RECORDS 


Federal  NPL  site  list 

NPL  1.000  0 

Proposed  NPL  1.000  0 

NPL  LIENS  TP  NR 

Federal  Delisted  NPL  site  list 

Delisted  NPL  1.000  0 

Federal  CERCLIS  list 

FEDERAL  FACILITY  0.500  0 

SEMS  0.500  0 

Federal  CERCLIS  NFRAP  site  list 

SEMS-ARCHIVE  0.500  0 

Federal  RCRA  CORRACTS  facilities  list 

CORRACTS  1.000  0 

Federal  RCRA  non-CORRACTS  TSD  facilities  list 

RCRA-TSDF  0.500  0 

Federal  RCRA  generators  list 

RCRA-LQG  0.250  0 

RCRA-SQG  0.250  1 

RCRA-CESQG  0.250  0 

Federal  institutional  controls  / 
engineering  controls  registries 

LUCIS  0.500  0 

US  ENG  CONTROLS  0.500  0 

US  INST  CONTROL  0.500  0 

Federal  ERNS  list 

ERNS  TP  NR 

State-  and  tribal  -  equivalent  NPL 

NCHSDS  1.000  0 

State-  and  tribal  -  equivalent  CERCLIS 

SHWS  1.000  0 

State  and  tribal  landfill  and/or 
solid  waste  disposal  site  lists 

SWF/LF  0.500  0 

OLI  0.500  0 

State  and  tribal  leaking  storage  tank  lists 

LAST  0.500  1 


0 

0 

NR 


0 


0 

0 


0 


0 


0 


1 

0 

0 


0 

0 

0 

NR 

0 

0 


0 

0 

0 


Total 


1/4  -  1/2 

1/2  -  1 

>  1 

Plotted 

0 

0 

NR 

0 

0 

0 

NR 

0 

NR 

NR 

NR 

0 

0 

0 

NR 

0 

0 

NR 

NR 

0 

0 

NR 

NR 

0 

0 

NR 

NR 

0 

0 

0 

NR 

0 

0 

NR 

NR 

0 

NR 

NR 

NR 

1 

NR 

NR 

NR 

1 

NR 

NR 

NR 

0 

0 

NR 

NR 

0 

0 

NR 

NR 

0 

0 

NR 

NR 

0 

NR 

NR 

NR 

0 

0 

1 

NR 

1 

0 

0 

NR 

0 

0 

NR 

NR 

0 

0 

NR 

NR 

0 

1 

NR 

NR 

2 
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MAP  FINDINGS  SUMMARY 


Search 


Distance  Target 

Total 

Database 

(Miles)  Property 

<  1/8 

1/8-  1/4 

1/4  -  1/2 

1/2  -  1 

>  1 

Plotted 

LUST 

0.500  2 

3 

1 

6 

NR 

NR 

12 

INDIAN  LUST 

0.500 

0 

0 

0 

NR 

NR 

0 

LUST  TRUST 

0.500 

1 

0 

2 

NR 

NR 

3 

State  and  tribal  registered  storage  tank  lists 

FEMA  UST 

0.250 

0 

0 

NR 

NR 

NR 

0 

UST 

0.250  1 

3 

1 

NR 

NR 

NR 

5 

AST 

0.250 

0 

0 

NR 

NR 

NR 

0 

INDIAN  UST 

0.250 

0 

0 

NR 

NR 

NR 

0 

State  and  tribal  institutional 
control  /  engineering  control  registries 

INST  CONTROL 

0.500 

0 

0 

0 

NR 

NR 

0 

State  and  tribal  voluntary  cleanup  sites 

INDIAN  VCP 

0.500 

0 

0 

0 

NR 

NR 

0 

VCP 

0.500 

0 

0 

0 

NR 

NR 

0 

State  and  tribal  Brownfields  sites 

BROWNFIELDS 

0.500 

0 

0 

0 

NR 

NR 

0 

ADDITIONAL  ENVIRONMENTAL  RECORDS 

Local  Brownfield  lists 

US  BROWNFIELDS 

0.500 

0 

0 

0 

NR 

NR 

0 

Local  Lists  of  Landfill  /  Solid 

Waste  Disposal  Sites 

HIST  LF 

0.500 

0 

0 

0 

NR 

NR 

0 

SWRCY 

0.500 

0 

0 

0 

NR 

NR 

0 

INDIAN  ODI 

0.500 

0 

0 

0 

NR 

NR 

0 

ODI 

0.500 

0 

0 

0 

NR 

NR 

0 

DEBRIS  REGION  9 

0.500 

0 

0 

0 

NR 

NR 

0 

Local  Lists  of  Hazardous  waste  / 

Contaminated  Sites 

US  HISTCDL 

TP 

NR 

NR 

NR 

NR 

NR 

0 

USCDL 

TP 

NR 

NR 

NR 

NR 

NR 

0 

Local  Land  Records 

LIENS  2 

TP 

NR 

NR 

NR 

NR 

NR 

0 

Records  of  Emergency  Release  Reports 

HMIRS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

SPILLS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

IMD 

0.500 

6 

1 

4 

NR 

NR 

11 

SPILLS  90 

TP 

NR 

NR 

NR 

NR 

NR 

0 

SPILLS  80 

TP 

NR 

NR 

NR 

NR 

NR 

0 

Other  Ascertainable  Records 

RCRA  NonGen  /  NLR 

0.250 

1 

0 

NR 

NR 

NR 

1 
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MAP  FINDINGS  SUMMARY 

Database 

Search 

Distance  Target 

(Miles)  Prcperty 

<  1/8 

1/8-  1/4 

1/4  -  1/2 

1/2  -  1 

>  1 

Total 

Plotted 

FUDS 

1.000 

0 

0 

0 

0 

NR 

0 

DOD 

1.000 

0 

0 

0 

0 

NR 

0 

SCRD  DRYCLEANERS 

0.500 

0 

0 

0 

NR 

NR 

0 

US  FIN  ASSUR 

TP 

NR 

NR 

NR 

NR 

NR 

0 

ERA  WATCH  LIST 

TP 

NR 

NR 

NR 

NR 

NR 

0 

2020  COR  ACTION 

0.250 

0 

0 

NR 

NR 

NR 

0 

TSCA 

TP 

NR 

NR 

NR 

NR 

NR 

0 

TRIS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

SSTS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

ROD 

1.000 

0 

0 

0 

0 

NR 

0 

RMP 

TP 

1 

NR 

NR 

NR 

NR 

NR 

1 

RAATS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

PRP 

TP 

NR 

NR 

NR 

NR 

NR 

0 

PADS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

ICIS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

FTTS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

MLTS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

COAL  ASH  DOE 

TP 

NR 

NR 

NR 

NR 

NR 

0 

COAL  ASH  ERA 

0.500 

0 

0 

0 

NR 

NR 

0 

PCB  TRANSFORMER 

TP 

NR 

NR 

NR 

NR 

NR 

0 

RAD  INFO 

TP 

NR 

NR 

NR 

NR 

NR 

0 

HIST  FTTS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

DOT  OPS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

CONSENT 

1.000 

0 

0 

0 

0 

NR 

0 

INDIAN  RESERV 

1.000 

0 

0 

0 

0 

NR 

0 

FUSRAP 

1.000 

0 

0 

0 

0 

NR 

0 

UMTRA 

0.500 

0 

0 

0 

NR 

NR 

0 

LEAD  SMELTERS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

US  AIRS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

US  MINES 

0.250 

0 

0 

NR 

NR 

NR 

0 

FINDS 

TP 

1 

NR 

NR 

NR 

NR 

NR 

1 

COAL  ASH 

0.500 

0 

0 

0 

NR 

NR 

0 

DRYCLEANERS 

0.250 

1 

0 

NR 

NR 

NR 

1 

Financial  Assurance 

TP 

NR 

NR 

NR 

NR 

NR 

0 

NPDES 

TP 

NR 

NR 

NR 

NR 

NR 

0 

UlC 

TP 

NR 

NR 

NR 

NR 

NR 

0 

FUELS  PROGRAM 

0.250 

0 

0 

NR 

NR 

NR 

0 

ECHO 

TP 

1 

NR 

NR 

NR 

NR 

NR 

1 

EDR  HIGH  RISK  HISTORICAL  RECORDS 

EDR  Exclusive  Records 

EDR  MGR 

1.000 

0 

0 

0 

0 

NR 

0 

EDR  Hist  Autc 

0.125 

3 

NR 

NR 

NR 

NR 

3 

EDR  Hist  Cleaner 

0.125 

0 

NR 

NR 

NR 

NR 

0 

EDR  RECOVERED  GOVERNMENT  ARCHIVES 

Exclusive  Recovered  Govt.  Archives 

RGA  HWS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

TC04611581.2r  Page  6 

MAP  FINDINGS  SUMMARY 


Search 

Distance  Target  Total 


Database 

(Miles) 

Property 

<  1/8 

1/8-  1/4 

1/4  -  1/2 

1/2  -  1 

>  1 

Plotted 

RGA  LF 

TP 

NR 

NR 

NR 

NR 

NR 

0 

RGA  LUST 

TP 

NR 

NR 

NR 

NR 

NR 

0 

-  Totals  - 

6 

20 

4 

13 

1 

0 

44 

NOTES: 

TP  =  Target  Property 

NR  =  Not  Requested  at  this  Seareh  Distance 
Sites  may  be  listed  in  more  than  one  database 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


A1  TOWNSENDS  INCORPORATED  SILER  CITY  PLANT 

Target  1101  EAST  3RD  STREET 

Property  SILER  CITY,  NC  27344 

Site  1  of  5  in  cluster  A 

Actual:  FINDS: 

603  ft. 

Registry  ID:  110000543626 

Environmental  Interest/Information  System 

NC-FITS  (North  Carolina  -  Facility  Identification  Template  For  States) 
is  North  Carolina  Department  of  Environment  and  Natural  Resources’ 
(NCDENR)  Facility  Identification  Template  for  States  that  provides  a 
common  facility  identifier  in  order  to  improve  accessibility  to 
comprehensive  information  about  environmental  regulated  entities  in 
the  state  of  North  Carolina. 

US  National  Pollutant  Discharge  Elimination  System  (NPDES)  module  of 
the  Compliance  Information  System  (ICIS)  tracks  surface  water  permits 
issued  under  the  Clean  Water  Act.  Under  NPDES,  all  facilities  that 
discharge  pollutants  from  any  point  source  into  waters  of  the  United 
States  are  required  to  obtain  a  permit.  The  permit  will  likely  contain 
limits  on  what  can  be  discharged,  impose  monitoring  and  reporting 
requirements,  and  include  other  provisions  to  ensure  that  the 
discharge  does  not  adversely  affect  water  quality. 

US  EPA  Risk  Management  Plan  (RMP)  database  stores  the  risk  management 
plans  reported  by  companies  that  handle,  manufacture,  use,  or  store 
certain  flammable  or  toxic  substances,  as  required  under  section 
1 12{r)  of  the  Clean  Air  Act  (CAA). 


1 005540568 
110000543626 

http://echo.epa.gov/detailed_facility_report?fid=1 1 0000543626 


ECHO: 

Envid: 
Registry  ID: 
DFR  URL: 


FINDS  1005540568 
ECHO  N/A 


A2 

TOWNSENDS,  INC.  -  SILER  CITY  PLANT 

RMP  1011839848 

Target 

1101  EAST  THIRD  STREET 

N/A 

Property 

SILER  CITY,  NC  27344 

Site  2  of  5  in  cluster  A 

Actual: 

RMP: 

603  ft. 

Facility  ID: 

1 000007327 

LEPC  city: 

Chatham  County  LEPC 

Facility  decimal  latitude: 

35.732234 

Facility  decimal  longitude: 

-079.449483 

Is  facility  in  county  box: 

T 

LatLong  method: 

12 

LatLong  description: 

FC 

Home  page  web  address: 

Not  reported 

Facility  telephone: 

Not  reported 

Facility  email: 

Not  reported 

Facility  DUNS  #: 

6918676 

Parent’s  name: 

Not  reported 

Partner’s  name: 

Not  reported 

Parent’s  DUNS  #: 

0 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Partner’s  DUNS  #: 

Operator’s  name: 

Operator’s  telephone: 

Operator’s  address: 

Operators  City, St, Zip: 

RMP  implementation  contact: 

RMP  contact  title: 

Emergency  contact: 

Emergency  contact  title: 

Emergency  contact  telephone: 

24  hour  emergency  telephone: 
Emergency  contact  ext/pin  #: 

Number  of  full  time  employees: 

EPA  ID: 

Facility  ID  provided  by  CEPPO: 

Is  facility  covered  by  OSFIA  PSM: 

Is  facility  covered  by  EPCRA  302: 

Is  fac.  covered  by  CAA  Title  V  1 12(2): 
Clean  air  op.  permit/State  ID: 

Last  safety  insp.  dat: 

Inspected  by: 


0 

Townsends,  Inc. 

9196632050 

1101  East  Third  Street 

Siler  City,  NC  27344 

Steve  Fields 

Plant  Manager 

Fred  Judge 

Safety/Ergonomics  Manager 

9196634116 

9196632050 

Not  reported 

505 

Not  reported 

100000056716 

T 

T 

F 

Not  reported 
2009-04-28  00:00:00 
Fire  Department 


Is  it  OSHA  approved  with  star/merit  ranking:  False 


Will  RMP  involve  predictive  filing: 
Submission  type: 

RMP  description: 

Facility  has  no  accident  hist,  recs: 
Foreign  owner’s  address: 

Foreign  owner’s  zip: 

Foreign  owner’s  country: 

Claim  #  of  employees  as  CBI: 

Date  RMP  accepted  by  EPA: 

Date  of  error  Report: 

Date  RMP  received: 

Does  RMP  contain  graphics  files: 

Does  RMP  contain  attachments: 

Was  certification  letter  received: 

RMP  submission  method: 

Does  RMP  contain  CBI  substantiation: 
Does  RMP  contain  electronic  waiver: 
Date  RMP  postmarked: 

Is  RMP  complete: 

Date  of  de-registration: 

Date  de-registration  is  effective: 
Aniversary  date: 


False 

Resubmission 
Not  reported 
False 

Not  reported 
Not  reported 
Not  reported 
False 

2009-06-22  00:00:00 

Not  reported 

2009-06-22  00:00:00 

False 

False 

True 

RMP*eSubmit 

False 

False 

2009-06-22  00:00:00 
True 

2012-08-31  00:00:00 
2012-08-31  00:00:00 
2014-06-22  00:00:00 
False 

False 


Does  RMP  contain  CBI  data: 

Does  RMP  contain  unsanitized  CBI  version: 

RMP  version  #:  1.0 

FRS  latitude:  35.731 1 89999999998 

FRS  longitude:  -79.449420000000003 

FRS  Description:  PLANT  ENTRANCE  (GENERAL) 

FRS  Method:  ADDRESS  MATCHING-HOUSE  NUMBER 


RMP: 

Process  ID:  1000008475 

NA  &  Industry  Classification  Sys.code{s):  311615 
NAICS  code  description:  Poultry  Processing 

Optional  facility  description:  Ammonia  Refrigeration 


EDR  ID  Number 
EPA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued)  1 01 1 839848 

Program  level:  3 

Record  contains  CBI  data:  False 


RMP: 


Chemical  name: 

Public  QCA  Chemical 

Process  chemical  qty  in  100s 

lbs:  0 

Process  flammable  chemical  name:  Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

d 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second:  Not  reported 

Wind  speed  in  meters/second: 

3 

Stability  class: 

D 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

10 

Release  rate  in  pounds  per  second:  Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

RMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Analytical  basic: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 

Residential  population:  Not  reported 

Public  receptors:  Not  reported 

Environmental  receptors:  Not  reported 

Passive  mitigation:  Not  reported 

Safety  review  date:  Not  reported 

Most  recent  PFIA  date:  Not  reported 

Process  Flazard  Analysis:  Not  reported 

Expected  PFIA  changes  completion  date:  Not  reported 

Major  Flazard:  Not  reported 

Process  Control:  Not  reported 

Mitigation  Systems:  Not  reported 

Monitoring/Detection:  Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 
Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Training:  Not  reported 

Competency  testing:  Not  reported 

Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested:  Not  reported 

Most  recent  changes  by  mgmt:  Not  reported 

Date  of  most  recent  review/update:  Not  reported 

Date  of  pre-start  review:  Not  reported 

Most  recent  compliance  audit  date:  Not  reported 

Expected  date  of  audit  completion:  Not  reported 

Most  recent  incident  investigation:  Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Date  of  participation  plan  review:  Not  reported 

Date  of  hot  work  permit  review:  Not  reported 

Date  of  contractor  safety  review:  Not  reported 

Date  of  contractor  safety  eval.  review:  Not  reported 

Record  has  CBI  data:  Not  reported 

Safety  review  date:  Not  reported 

Federal  Regulation:  Not  reported 

Federal  regulation  comment:  Not  reported 

Major  Flazard:  Not  reported 

Process  Control:  Not  reported 

Mitigation  Systems:  Not  reported 

Monitoring/Detection:  Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 
Most  recent  hazard  review/update:  Not  reported 

Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Expected  completion  of  review  changes:  Not  reported 

Training:  Not  reported 

Competency  testing:  Not  reported 

Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested:  Not  reported 

Most  recent  compliance  audit  date:  Not  reported 

Expected  date  of  audit  completion:  Not  reported 

Most  recent  incident  investigation:  Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Record  has  CBI  data:  Not  reported 

Date  of  most  recent  changes:  Not  reported 


Chemical  name: 

Process  chemical  qty  in  100s  lbs: 


Ammonia  (anhydrous) 
25000 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Process  flammable  chemical  name: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

Not  reported 

Stability  class: 

Not  reported 

Topography: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

Not  reported 

Stability  class: 

Not  reported 

Topography: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

RMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Analytical  basic: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Safety  review  date: 

Not  reported 

EDR  ID  Number 
EPA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Most  recent  PFIA  date:  Not 

Process  Flazard  Analysis:  Not 

Expected  PFIA  changes  completion  date:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  changes  by  mgmt:  Not 

Date  of  most  recent  review/update:  Not 

Date  of  pre-start  review:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Date  of  participation  plan  review:  Not 

Date  of  hot  work  permit  review:  Not 

Date  of  contractor  safety  review:  Not 

Date  of  contractor  safety  eval.  review:  Not 

Record  has  CBI  data:  Not 

Safety  review  date:  Not 

Federal  Regulation:  Not 

Federal  regulation  comment:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  hazard  review/update:  Not 

Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Expected  completion  of  review  changes:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Record  has  CBI  data:  Not 

Date  of  most  recent  changes:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


RMP: 

ER  plan: 

ER  plan  most  recent  review  date: 

ER  plan  most  recent  employee  training  date: 
Local  agency  coordinating  ER  plan: 
Telephone  of  the  coordinating  local  agency: 
Federal  regulation: 


Not  reported 

2009-02-06  00:00:00 

2009-02-06  00:00:00 

Chatham  Co.  Office  of  Emer.  Mgmt. 

9195422911 

True 


EDR  ID  Number 
ERA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


OSHA  1910  120: 
SPCC: 

RCRA: 

OPA  90: 

EPCRA: 

Other  Regulations: 


True 

True 

False 

False 

True 

Not  reported 


RMP: 

Facility  ID: 

LEPC  city: 

Facility  decimal  latitude: 

Facility  decimal  longitude: 

Is  facility  in  county  box: 

LatLong  method: 

LatLong  description: 

Flome  page  web  address: 
Facility  telephone: 

Facility  email: 

Facility  DUNS  #: 

Parent’s  name: 

Partner’s  name: 

Parent’s  DUNS  #: 

Partner’s  DUNS  #: 

Operator’s  name: 

Operator’s  telephone: 
Operator’s  address: 

Operators  City, St, Zip: 

RMP  implementation  contact: 
RMP  contact  title: 

Emergency  contact: 

Emergency  contact  title: 
Emergency  contact  telephone: 
24  hour  emergency  telephone: 
Emergency  contact  ext/pin  #: 
Number  of  full  time  employees: 


12975 

Chatham  County  LEPC 

37.75 

79.1875 

F 

13 

FC 

Not  reported 
Not  reported 
Not  reported 
6918676 
Not  reported 
Not  reported 
0 
0 

Townsends,  Inc. 
9196632050 
P.O.  Box  709 
Siler  City,  NC  27344 
Bill  Baker 
Complex  Engineer 
Fred  Judge 

Safety/Ergonomics  Manager 

9196634116 

9196632050 

Not  reported 

777 


EPA  ID: 

Facility  ID  provided  by  CEPPO: 

Is  facility  covered  by  OSFIA  PSM: 

Is  facility  covered  by  EPCRA  302: 

Is  fac.  covered  by  CAA  Title  V  1 12(2): 
Clean  air  op.  permit/State  ID: 

Last  safety  insp.  dat: 

Inspected  by: 


Not  reported 

100000056716 

T 

T 

F 

Not  reported 

1997-09-10  00:00:00 

State  occupational  safety  agency 


Is  it  OSHA  approved  with  star/merit  ranking:  False 


Will  RMP  involve  predictive  filing: 
Submission  type: 

RMP  description: 

Facility  has  no  accident  hist,  recs: 
Foreign  owner’s  address: 

Foreign  owner’s  zip: 

Foreign  owner’s  country: 

Claim  #  of  employees  as  CBI: 
Date  RMP  accepted  by  EPA: 

Date  of  error  Report: 

Date  RMP  received: 

Does  RMP  contain  graphics  files: 
Does  RMP  contain  attachments: 


False 
First  Time 
Not  reported 
True 

Not  reported 
Not  reported 
Not  reported 
False 

1999-07-20  00:00:00 
Not  reported 
1999-06-18  00:00:00 
False 
False 


EDR  ID  Number 
EPA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Was  certification  letter  received: 

RMP  submission  method: 

Does  RMP  contain  CBI  substantiation: 

Does  RMP  contain  electronic  waiver: 

Date  RMP  postmarked: 

Is  RMP  complete: 

Date  of  de-registration: 

Date  de-registration  is  effective: 

Aniversary  date: 

Does  RMP  contain  CBI  data: 

Does  RMP  contain  unsanitized  CBI  version: 

RMP  version  #:  1.1.7 

FRS  latitude:  35.731 1 89999999998 

FRS  longitude:  -79.449420000000003 

FRS  Description:  PLANT  ENTRANCE  (GENERAL) 

FRS  Method:  ADDRESS  MATCHING-HOUSE  NUMBER 


True 

RMP*Submit 

False 

False 

1999-06-18  00:00:00 
True 

2012-08-31  00:00:00 
2012-08-31  00:00:00 
2004-06-18  00:00:00 
False 

False 


RMP: 


Process  ID: 

17435 

NA  &  Industry  Classification  Sys.code{s):  311615 

NAICS  code  description: 

Poultry  Processing 

Optional  facility  description: 

Ammonia  Refrigeration 

Program  level: 

3 

Record  contains  CBI  data: 

False 

RMP: 

Chemical  name: 

Public  QCA  Chemical 

Process  chemical  qty  in  100s  lbs:  0 

Process  flammable  chemical  name:  Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second:  Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

10 

Release  rate  in  pounds  per  second:  Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

EDR  ID  Number 
EPA  ID  Number 


1011839848 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

BMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

BMP: 

Analytical  basic:  Not  reported 

Quantity  released  in  pounds:  Not  reported 
Distance  to  endpoint  in  miles:  Not  reported 
Residential  population:  Not  reported 

Public  receptors:  Not  reported 

Environmental  receptors:  Not  reported 

Passive  mitigation:  Not  reported 

Safety  review  date:  Not 

Most  recent  PFIA  date:  Not 

Process  Flazard  Analysis:  Not 

Expected  PFIA  changes  completion  date:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  changes  by  mgmt:  Not 

Date  of  most  recent  review/update:  Not 

Date  of  pre-start  review:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Date  of  participation  plan  review:  Not 

Date  of  hot  work  permit  review:  Not 

Date  of  contractor  safety  review:  Not 

Date  of  contractor  safety  eval.  review:  Not 

Record  has  CBI  data:  Not 

Safety  review  date:  Not 

Federal  Regulation:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Federal  regulation  comment:  Not  reported 

Major  Flazard:  Not  reported 

Process  Control:  Not  reported 

Mitigation  Systems:  Not  reported 

Monitoring/Detection:  Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 
Most  recent  hazard  review/update:  Not  reported 

Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Expected  completion  of  review  changes:  Not  reported 

Training:  Not  reported 

Competency  testing:  Not  reported 

Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested:  Not  reported 

Most  recent  compliance  audit  date:  Not  reported 

Expected  date  of  audit  completion:  Not  reported 

Most  recent  incident  investigation:  Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Record  has  CBI  data:  Not  reported 

Date  of  most  recent  changes:  Not  reported 

Chemical  name:  Ammonia  (anhydrous) 

Process  chemical  qty  in  1 00s  lbs:  1 2900 
Process  flammable  chemical  name:  Not  reported 


RMP: 

Percent  weight  of  chemical: 
Physical  state: 

Analytical  basic: 

Scenario: 

Quantity  released  in  pounds: 
Release  duration  in  minutes: 
Release  rate  in  pounds  per  second: 
Wind  speed  in  meters/second: 
Stability  class: 

Topography: 

Distance  to  endpoint  in  miles: 
Residential  population: 

Public  receptors: 

Environmental  receptors: 

Passive  mitigation: 

Active  mitigation: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


RMP: 

Percent  weight  of  chemical: 
Physical  state: 

Analytical  basic: 

Scenario: 

Quantity  released  in  pounds: 
Release  duration  in  minutes: 
Release  rate  in  pounds  per  second: 
Wind  speed  in  meters/second: 
Stability  class: 

Topography: 

Distance  to  endpoint  in  miles: 
Residential  population: 

Public  receptors: 

Environmental  receptors: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 

Passive  mitigation:  Not  reported 

BMP: 


Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

BMP: 

Analytical  basic:  Not  reported 

Quantity  released  in  pounds:  Not  reported 
Distance  to  endpoint  in  miles:  Not  reported 
Residential  population:  Not  reported 

Public  receptors:  Not  reported 

Environmental  receptors:  Not  reported 

Passive  mitigation:  Not  reported 

Safety  review  date: 

Not  reported 

Most  recent  PFIA  date: 

Not  reported 

Process  Flazard  Analysis: 

Not  reported 

Expected  PFIA  changes  completion  date: 

Not  reported 

Major  Flazard: 

Not  reported 

Process  Control: 

Not  reported 

Mitigation  Systems: 

Not  reported 

Monitoring/Detection: 

Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 

Most  recent  review  of  op.  procedures: 

Not  reported 

Most  recent  training  progs  review/update: 

Not  reported 

Training: 

Not  reported 

Competency  testing: 

Not  reported 

Most  recent  maintenance  review  date: 

Not  reported 

Most  recent  equipment  inspection  date: 

Not  reported 

Equipment  tested: 

Not  reported 

Most  recent  changes  by  mgmt: 

Not  reported 

Date  of  most  recent  review/update: 

Not  reported 

Date  of  pre-start  review: 

Not  reported 

Most  recent  compliance  audit  date: 

Not  reported 

Expected  date  of  audit  completion: 

Not  reported 

Most  recent  incident  investigation: 

Not  reported 

Expected  date  of  investigation  changes: 

Not  reported 

Date  of  participation  plan  review: 

Not  reported 

Date  of  hot  work  permit  review: 

Not  reported 

Date  of  contractor  safety  review: 

Not  reported 

Date  of  contractor  safety  eval.  review: 

Not  reported 

Record  has  CBI  data: 

Not  reported 

Safety  review  date: 

Not  reported 

Federal  Regulation: 

Not  reported 

Federal  regulation  comment: 

Not  reported 

Major  Flazard: 

Not  reported 

Process  Control: 

Not  reported 

Mitigation  Systems: 

Not  reported 

Monitoring/Detection: 

Not  reported 

EDR  ID  Number 
EPA  ID  Number 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Changes  since  the  last  process  hazard  analysis:  Not 


Most  recent  hazard  review/update:  Not 

Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Expected  completion  of  review  changes:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Record  has  CBI  data:  Not 

Date  of  most  recent  changes:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


RMP: 

ER  plan: 

ER  plan  most  recent  review  date: 

ER  plan  most  recent  employee  training  date: 
Local  agency  coordinating  ER  plan: 
Telephone  of  the  coordinating  local  agency: 
Federal  regulation: 

OSHA  1910  120: 

SPCC: 

RCRA: 

OPA  90: 

EPCRA: 

Other  Regulations: 


Not  reported 

1999-02-01  00:00:00 

1998-06-01  00:00:00 

Chatham  Co.  Office  of  Emer.  Mgmt. 

9195422911 


True 

True 

True 

False 

False 

True 

Not  reported 


RMP: 

Facility  ID: 

LEPC  city: 

Facility  decimal  latitude: 
Facility  decimal  longitude: 

Is  facility  in  county  box: 
LatLong  method: 

LatLong  description: 

Flome  page  web  address: 
Facility  telephone: 

Facility  email: 

Facility  DUNS  #: 

Parent’s  name: 

Partner’s  name: 

Parent’s  DUNS  #: 

Partner’s  DUNS  #: 

Operator’s  name: 

Operator’s  telephone: 
Operator’s  address: 

Operators  City, St, Zip: 

RMP  implementation  contact: 
RMP  contact  title: 

Emergency  contact: 
Emergency  contact  title: 
Emergency  contact  telephone: 
24  hour  emergency  telephone: 


38354 

Chatham  County  LEPC 
35.732234 
-079.449483 
T 
12 
FC 

Not  reported 
Not  reported 
Not  reported 
6918676 
Not  reported 
Not  reported 
0 
0 

Townsends,  Inc. 
9196632050 
PO  Box  709 
Siler  City,  NC  27344 
Steve  Fields 
Plant  Manager 
Fred  Judge 

Safety/Ergonomics  Manager 

9196634116 

9196632050 


EDR  ID  Number 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Emergency  contact  ext/pin  #: 

Number  of  full  time  employees: 

EPA  ID: 

Facility  ID  provided  by  CEPPO: 

Is  facility  covered  by  OSFIA  PSM: 

Is  facility  covered  by  EPCRA  302: 

Is  fac.  covered  by  CAA  Title  V  1 12(2): 
Clean  air  op.  permit/State  ID: 

Last  safety  insp.  dat: 

Inspected  by: 


Not  reported 
601 

Not  reported 

100000056716 

T 

T 

F 

Not  reported 
2004-03-29  00:00:00 
Fire  Department 


Is  it  OSFIA  approved  with  star/merit  ranking:  False 


Will  RMP  involve  predictive  filing: 
Submission  type: 

RMP  description: 

Facility  has  no  accident  hist,  recs: 
Foreign  owner’s  address: 

Foreign  owner’s  zip: 

Foreign  owner’s  country: 

Claim  #  of  employees  as  CBI: 

Date  RMP  accepted  by  EPA: 

Date  of  error  Report: 

Date  RMP  received: 

Does  RMP  contain  graphics  files: 

Does  RMP  contain  attachments: 

Was  certification  letter  received: 

RMP  submission  method: 

Does  RMP  contain  CBI  substantiation: 
Does  RMP  contain  electronic  waiver: 
Date  RMP  postmarked: 

Is  RMP  complete: 

Date  of  de-registration: 

Date  de-registration  is  effective: 
Aniversary  date: 


False 

Resubmission 
Siler  City,  NC 
True 

Not  reported 
Not  reported 
Not  reported 
False 

2004-08-23  00:00:00 

Not  reported 

2004-06-24  00:00:00 

False 

False 

True 

RMP*Submit 

False 

False 

2004-06-21  00:00:00 
True 

2012-08-31  00:00:00 
2012-08-31  00:00:00 
2009-06-21  00:00:00 
False 

False 


Does  RMP  contain  CBI  data: 

Does  RMP  contain  unsanitized  CBI  version: 

RMP  version  #:  3.2 

FRS  latitude:  35.731 1 89999999998 

FRS  longitude:  -79.449420000000003 

FRS  Description:  PLANT  ENTRANCE  (GENERAL) 

FRS  Method:  ADDRESS  MATCHING-HOUSE  NUMBER 


RMP: 

Process  ID: 

NA  &  Industry  Classification 
NAICS  code  description: 
Optional  facility  description: 
Program  level: 

Record  contains  CBI  data: 


55161 

Sys.code{s):  311615 

Poultry  Processing 
Ammonia  Refrigeration 
3 

False 


RMP: 


Chemical  name: 

Ammonia  (anhydrous) 

Process  chemical  qty  in  100s  lbs: 

9803 

Process  flammable  chemical  name: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

Not  reported 

Analytical  basic: 

Not  reported 

EDR  ID  Number 
EPA  ID  Number 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

Not  reported 

Stability  class: 

Not  reported 

Topography: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

Not  reported 

Stability  class: 

Not  reported 

Topography: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

RMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Analytical  basic: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Safety  review  date: 

Not  reported 

Most  recent  PFIA  date: 

Not  reported 

Process  Flazard  Analysis: 

Not  reported 

Expected  PFIA  changes  completion  date:  Not  reported 

Major  Flazard: 

Not  reported 

Process  Control: 

Not  reported 

Mitigation  Systems: 

Not  reported 

EDR  ID  Number 
EPA  ID  Number 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 

Monitoring/Detection:  Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 

Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Training:  Not  reported 

Competency  testing:  Not  reported 

Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested:  Not  reported 

Most  recent  changes  by  mgmt:  Not  reported 

Date  of  most  recent  review/update:  Not  reported 

Date  of  pre-start  review:  Not  reported 

Most  recent  compliance  audit  date:  Not  reported 

Expected  date  of  audit  completion:  Not  reported 

Most  recent  incident  investigation:  Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Date  of  participation  plan  review:  Not  reported 

Date  of  hot  work  permit  review:  Not  reported 

Date  of  contractor  safety  review:  Not  reported 

Date  of  contractor  safety  eval.  review:  Not  reported 

Record  has  CBI  data:  Not  reported 

Safety  review  date:  Not  reported 

Federal  Regulation:  Not  reported 

Federal  regulation  comment:  Not  reported 

Major  Flazard:  Not  reported 

Process  Control:  Not  reported 

Mitigation  Systems:  Not  reported 

Monitoring/Detection:  Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 

Most  recent  hazard  review/update:  Not  reported 

Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Expected  completion  of  review  changes:  Not  reported 

Training:  Not  reported 

Competency  testing:  Not  reported 

Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested:  Not  reported 

Most  recent  compliance  audit  date:  Not  reported 

Expected  date  of  audit  completion:  Not  reported 

Most  recent  incident  investigation:  Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Record  has  CBI  data:  Not  reported 

Date  of  most  recent  changes:  Not  reported 

Chemical  name:  Public  OCA  Chemical 

Process  chemical  qty  in  100s  lbs:  0 
Process  flammable  chemical  name:  Not  reported 


RMP: 

Percent  weight  of  chemical: 
Physical  state: 

Analytical  basic: 

Scenario: 

Quantity  released  in  pounds: 
Release  duration  in  minutes: 
Release  rate  in  pounds  per  second: 
Wind  speed  in  meters/second: 
Stability  class: 


Not  reported 
b 

ERA’S  RMP*Comp(TM) 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

3 

D 
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TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

10 

Release  rate  in  pounds  per  second:  Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

RMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Active  mitigation: 

Not  reported 

RMP: 

Analytical  basic: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

Safety  review  date: 

Not  reported 

Most  recent  PFIA  date: 

Not  reported 

Process  Flazard  Analysis: 

Not  reported 

Expected  PFIA  changes  completion  date:  Not  reported 

Major  Flazard: 

Not  reported 

Process  Control: 

Not  reported 

Mitigation  Systems: 

Not  reported 

Monitoring/Detection: 

Not  reported 

Changes  since  the  last  process  hazard  analysis:  Not  reported 

Most  recent  review  of  op.  procedures:  Not  reported 

Most  recent  training  progs  review/update:  Not  reported 

Training: 

Not  reported 

Competency  testing: 

Not  reported 

EDR  ID  Number 
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Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  changes  by  mgmt:  Not 

Date  of  most  recent  review/update:  Not 

Date  of  pre-start  review:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Date  of  participation  plan  review:  Not 

Date  of  hot  work  permit  review:  Not 

Date  of  contractor  safety  review:  Not 

Date  of  contractor  safety  eval.  review:  Not 

Record  has  CBI  data:  Not 

Safety  review  date:  Not 

Federal  Regulation:  Not 

Federal  regulation  comment:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  hazard  review/update:  Not 

Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Expected  completion  of  review  changes:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Record  has  CBI  data:  Not 

Date  of  most  recent  changes:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


RMP: 

ER  plan: 

ER  plan  most  recent  review  date: 

ER  plan  most  recent  employee  training  date: 
Local  agency  coordinating  ER  plan: 
Telephone  of  the  coordinating  local  agency: 
Federal  regulation: 

OSHA  1910  120: 

SPCC: 

RCRA: 

OPA  90: 

EPCRA: 

Other  Regulations: 


Not  reported 

2004-02-27  00:00:00 

2004-04-20  00:00:00 

Chatham  Co.  Office  of  Emer.  Mgmt. 

9195422911 


True 

True 

True 

False 

False 

True 

Not  reported 


RMP: 

Facility  ID: 

LEPC  city: 

Facility  decimal  latitude: 


17020 

Chatham  County  LEPC 
37.75 


EDR  ID  Number 
EPA  ID  Number 


1011839848 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Facility  decimal  longitude: 

Is  facility  in  county  box: 

LatLong  method: 

LatLong  description: 

Home  page  web  address: 
Facility  telephone: 

Facility  email: 

Facility  DUNS  #: 

Parent’s  name: 

Partner’s  name: 

Parent’s  DUNS  #: 

Partner’s  DUNS  #: 

Operator’s  name: 

Operator’s  telephone: 
Operator’s  address: 

Operators  City, St, Zip: 

RMP  implementation  contact: 
RMP  contact  title: 

Emergency  contact: 

Emergency  contact  title: 
Emergency  contact  telephone: 
24  hour  emergency  telephone: 
Emergency  contact  ext/pin  #: 
Number  of  full  time  employees: 
EPA  ID: 


79.1875 

F 

13 

FC 

Not  reported 
Not  reported 
Not  reported 
6918676 
Not  reported 
Not  reported 
0 
0 

Townsends,  Inc. 
9196632050 
P.O.  Box  709 
Siler  City,  NC  27344 
Bill  Baker 
Complex  Engineer 
Fred  Judge 

Safety/Ergonomics  Manager 

9196634116 

9196632050 

Not  reported 

777 

Not  reported 


Facility  ID  provided  by  CEPPO: 

Is  facility  covered  by  OSHA  PSM: 

Is  facility  covered  by  EPCRA  302: 

Is  fac.  covered  by  CAA  Title  V  1 12(2): 
Clean  air  op.  permit/State  ID: 

Last  safety  insp.  dat: 

Inspected  by: 


100000056716 

T 

T 

F 

Not  reported 

1997-09-10  00:00:00 

State  occupational  safety  agency 


Is  it  OSHA  approved  with  star/merit  ranking:  False 


Will  RMP  involve  predictive  filing: 
Submission  type: 

RMP  description: 

Facility  has  no  accident  hist,  recs: 
Foreign  owner’s  address: 

Foreign  owner’s  zip: 

Foreign  owner’s  country: 

Claim  #  of  employees  as  CBI: 

Date  RMP  accepted  by  EPA: 

Date  of  error  Report: 

Date  RMP  received: 

Does  RMP  contain  graphics  files: 

Does  RMP  contain  attachments: 

Was  certification  letter  received: 

RMP  submission  method: 

Does  RMP  contain  CBI  substantiation: 
Does  RMP  contain  electronic  waiver: 
Date  RMP  postmarked: 

Is  RMP  complete: 

Date  of  de-registration: 

Date  de-registration  is  effective: 
Aniversary  date: 

Does  RMP  contain  CBI  data: 


False 
Correction 
Not  reported 
True 

Not  reported 
Not  reported 
Not  reported 
False 

1999-08-27  00:00:00 

Not  reported 

1999-06-22  00:00:00 

False 

False 

True 

RMP’Submit 

False 

False 

1999-06-21  00:00:00 
True 

2012-08-31  00:00:00 
2012-08-31  00:00:00 
2004-06-18  00:00:00 
False 


Does  RMP  contain  unsanitized  CBI  version:  False 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT 

RMP  version  #: 

FRS  latitude: 

FRS  longitude: 

FRS  Description: 

FRS  Method: 


(Continued) 

1.1.7 

35.731189999999998 
-79.449420000000003 
PLANT  ENTRANCE  (GENERAL) 
ADDRESS  MATCHING-HOUSE  NUMBER 


1011839848 


RMP: 

Process  ID: 

NA  &  Industry  Classification 
NAICS  code  description: 
Optional  facility  description: 
Program  level: 

Record  contains  CBI  data: 


23880 

Sys.code{s):  311615 

Poultry  Processing 
Ammonia  Refrigeration 
3 

False 


RMP: 

Chemical  name:  Ammonia  (anhydrous) 

Process  chemical  qty  in  1 00s  lbs:  1 2900 
Process  flammable  chemical  name:  Not  reported 


RMP: 

Percent  weight  of  chemical:  Not 

Physical  state:  Not 

Analytical  basic:  Not 

Scenario:  Not 

Quantity  released  in  pounds:  Not 

Release  duration  in  minutes:  Not 

Release  rate  in  pounds  per  second:  Not 
Wind  speed  in  meters/second:  Not 

Stability  class:  Not 

Topography:  Not 

Distance  to  endpoint  in  miles:  Not 

Residential  population:  Not 

Public  receptors:  Not 

Environmental  receptors:  Not 

Passive  mitigation:  Not 

Active  mitigation:  Not 

RMP: 

Percent  weight  of  chemical:  Not 

Physical  state:  Not 

Analytical  basic:  Not 

Scenario:  Not 

Quantity  released  in  pounds:  Not 

Release  duration  in  minutes:  Not 

Release  rate  in  pounds  per  second:  Not 
Wind  speed  in  meters/second:  Not 

Stability  class:  Not 

Topography:  Not 

Distance  to  endpoint  in  miles:  Not 

Residential  population:  Not 

Public  receptors:  Not 

Environmental  receptors:  Not 

Passive  mitigation:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


RMP: 

Endpoint  used: 
LFL  value: 
Analytical  basic: 
Scenario: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


Site 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Quantity  released  in  pounds: 
Distance  to  endpoint  in  miles: 
Residential  population: 

Public  receptors: 
Environmental  receptors: 
Passive  mitigation: 

Active  mitigation: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


RMP: 

Analytical  basic:  Not  reported 

Quantity  released  in  pounds:  Not  reported 
Distance  to  endpoint  in  miles:  Not  reported 
Residential  population:  Not  reported 

Public  receptors:  Not  reported 

Environmental  receptors:  Not  reported 

Passive  mitigation:  Not  reported 

Safety  review  date:  Not 

Most  recent  PFIA  date:  Not 

Process  Flazard  Analysis:  Not 

Expected  PFIA  changes  completion  date:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  changes  by  mgmt:  Not 

Date  of  most  recent  review/update:  Not 

Date  of  pre-start  review:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Date  of  participation  plan  review:  Not 

Date  of  hot  work  permit  review:  Not 

Date  of  contractor  safety  review:  Not 

Date  of  contractor  safety  eval.  review:  Not 

Record  has  CBI  data:  Not 

Safety  review  date:  Not 

Federal  Regulation:  Not 

Federal  regulation  comment:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  hazard  review/update:  Not 

Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Expected  completion  of  review  changes:  Not 

Training:  Not 

Competency  testing:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


EDR  ID  Number 
ERA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Most  recent  maintenance  review  date:  Not  reported 

Most  recent  equipment  inspection  date:  Not  reported 

Equipment  tested: 

Not  reported 

Most  recent  compliance  audit  date: 

Not  reported 

Expected  date  of  audit  completion: 

Not  reported 

Most  recent  incident  investigation: 

Not  reported 

Expected  date  of  investigation  changes:  Not  reported 

Record  has  CBI  data: 

Not  reported 

Date  of  most  recent  changes: 

Not  reported 

Chemical  name: 

Public  QCA  Chemical 

Process  chemical  qty  in  100s  lbs: 

0 

Process  flammable  chemical  name: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

Not  reported 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

Active  mitigation: 

Not  reported 

RMP: 

Percent  weight  of  chemical: 

Not  reported 

Physical  state: 

b 

Analytical  basic: 

EPA’s  RMP*Comp(TM) 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Release  duration  in  minutes: 

10 

Release  rate  in  pounds  per  second: 

Not  reported 

Wind  speed  in  meters/second: 

1.5 

Stability  class: 

F 

Topography: 

a 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Drains 

RMP: 

Endpoint  used: 

Not  reported 

LFL  value: 

Not  reported 

Analytical  basic: 

Not  reported 

Scenario: 

Not  reported 

Quantity  released  in  pounds: 

Not  reported 

Distance  to  endpoint  in  miles: 

Not  reported 

Residential  population: 

Not  reported 

Public  receptors: 

Not  reported 

Environmental  receptors: 

Not  reported 

Passive  mitigation: 

Not  reported 

EDR  ID  Number 
EPA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


Site 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Active  mitigation: 


Not  reported 


BMP: 

Analytical  basic:  Not  reported 

Quantity  released  in  pounds:  Not  reported 
Distance  to  endpoint  in  miles:  Not  reported 
Residential  population:  Not  reported 

Public  receptors:  Not  reported 

Environmental  receptors:  Not  reported 

Passive  mitigation:  Not  reported 

Safety  review  date:  Not 

Most  recent  PFIA  date:  Not 

Process  Flazard  Analysis:  Not 

Expected  PFIA  changes  completion  date:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  changes  by  mgmt:  Not 

Date  of  most  recent  review/update:  Not 

Date  of  pre-start  review:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 

Expected  date  of  investigation  changes:  Not 

Date  of  participation  plan  review:  Not 

Date  of  hot  work  permit  review:  Not 

Date  of  contractor  safety  review:  Not 

Date  of  contractor  safety  eval.  review:  Not 

Record  has  CBI  data:  Not 

Safety  review  date:  Not 

Federal  Regulation:  Not 

Federal  regulation  comment:  Not 

Major  Flazard:  Not 

Process  Control:  Not 

Mitigation  Systems:  Not 

Monitoring/Detection:  Not 

Changes  since  the  last  process  hazard  analysis:  Not 
Most  recent  hazard  review/update:  Not 

Most  recent  review  of  op.  procedures:  Not 

Most  recent  training  progs  review/update:  Not 

Expected  completion  of  review  changes:  Not 

Training:  Not 

Competency  testing:  Not 

Most  recent  maintenance  review  date:  Not 

Most  recent  equipment  inspection  date:  Not 

Equipment  tested:  Not 

Most  recent  compliance  audit  date:  Not 

Expected  date  of  audit  completion:  Not 

Most  recent  incident  investigation:  Not 


reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 

reported 


EDR  ID  Number 
ERA  ID  Number 


1011839848 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS,  INC.  -  SILER  CITY  PLANT  (Continued) 


Expected  date  of  investigation  changes: 
Record  has  CBI  data: 

Date  of  most  recent  changes: 

RMP: 

ER  plan: 

ER  plan  most  recent  review  date: 

ER  plan  most  recent  employee  training  date: 
Local  agency  coordinating  ER  plan: 
Telephone  of  the  coordinating  local  agency: 
Federal  regulation: 

OSHA  1910  120: 

SPCC: 

RCRA: 

OPA  90: 

EPCRA: 

Other  Regulations: 


Not  reported 
Not  reported 
Not  reported 


Not  reported 
1999-02-01  00:00:00 
1998-06-01  00:00:00 


Chatham  Co.  Office  of  Emer.  Mgmt. 

9195422911 

True 

True 

True 

False 

False 

True 

Not  reported 


A3  TOWNSENDS  UST 

Target  1101  E.  THIRD  ST 

Property  SILER  CITY,  NC  27344 


Actual: 
603  ft. 


Site  3  of  5  in  cluster  A 


LUST: 

Facility  ID:  Not  reported 

UST  Number:  RA-7744 

Incident  Number:  39846 

Contamination  Type:  SL 

Source  Type:  Leak-underground 

Product  Type:  P 

Date  Reported:  09/25/2015 

Date  Occur:  08/12/2015 

Cleanup:  Not  reported 

Closure  Request:  Not  reported 

Close  Out:  Not  reported 

Level  Of  Soil  Cleanup  Achieved:  Not  reported 

Tank  Regulated  Status:  R 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site:  COMMERCIAL 
Risk  Classification:  Not  reported 

Risk  Class  Based  On  Review:  Not  reported 

Corrective  Action  Plan  Type:  Not  reported 


NOV  Issue  Date: 
NORR  Issue  Date: 
Site  Priority: 

Phase  Of  LSA  Req: 
Site  Risk  Reason: 
Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 
PETOPT: 


Not  reported 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

Industrial/commercial 

No 

Unknown 

Yes 

No 

Not  reported 
0 

File  Located  in  Flouse 
Not  reported 
3 


LUST 


EDR  ID  Number 
EPA  ID  Number 


1011839848 


SI 183621 15 
N/A 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS  UST  (Continued) 


RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 
Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 


5  Min  Quad: 


False 

0 

0 

False 

False 

0 

N 

False 

35.7320  -79.4507 
Not  reported 

ccw 
RAL 

townsends  inc.  property 
david  welch 
7042199944 
po  box  99 

pfafftown,  NC  27040 
Not  reported 

Send  lAR  1/16/15  after  I  received  the  Quick  way  mart  report  (39615) 
that  showed  no  vapor  intrusion  is  a  issue  at  the  adjacent  property 
that  started  the  EPA  inquiry. 

Not  reported 


PIRF: 

Facility  Id: 

Date  Qccurred: 

Date  Reported: 
Description  Qf  Incident: 
Qwner/Qperator: 
Qwnership: 

Qperation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 


39846 

2015-08-12  00:00:00 
2015-09-25  00:00:00 
Not  reported 
Not  reported 
4 
6 
3 
1 

Not  reported 
Not  reported 
N 

Not  reported 
Y 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
2 
7 
A 
P 


Last  Modified: 

Incident  Phase: 

NQV  Issued: 

NQRR  Issued: 

45  Day  Report: 

Public  Meeting  Field: 
Corrective  Action  Planned: 
SQC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 


Not  reported 
Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


EDR  ID  Number 
EPA  ID  Number 


S11 83621 15 


TC04611581.2r  Page  31 


Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TOWNSENDS  UST  (Continued) 

Close-out  Report:  Not  reported 


A4  SOUTHEAST  LAND  HOLDINGS,  LLC 

Target  1101  E.  THIRD  STREET 

Property  SILER  CITY,  NC  27344 


Actual: 
603  ft. 


Site  4  of  5  in  cluster  A 


Not  reported 

RA-7735 

39838 

SL 

Leak-underground 

P 

09/25/2015 
08/17/2015 
08/14/2015 
Not  reported 
Not  reported 


LUST: 

Facility  ID: 

UST  Number: 

Incident  Number: 

Contamination  Type 
Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type: 

NOV  Issue  Date: 

NORR  Issue  Date: 

Site  Priority: 

Phase  Of  LSA  Reg: 

Site  Risk  Reason: 

Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 

Current  Status: 

RBCA  GW: 

PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 

Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 


Not  reported 
R 


COMMERCIAL 
Not  reported 
L 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

Industrial/commercial 

No 

Unknown 

No 

No 

Not  reported 
0 

File  Located  in  House 
Not  reported 
3 

False 

0 

0 

False 

False 

0 

N 

False 

35.7316-79.4507 
Not  reported 

ccw 
RAL 

southeast  land  holdings 
david  welch 
7042199444 
po  box  99 


LUST 


EDR  ID  Number 
EPA  ID  Number 


SI 183621 15 


SI 183621 07 
N/A 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


SOUTHEAST  LAND  HOLDINGS,  LLC  (Continued) 


RP  City, St, Zip: 
RP  County: 
Comments: 

5  Min  Quad: 


pfafftown,  NC  27040 
Not  reported 

Not  reported 
Not  reported 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 
Owner/Operator: 
Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 


39838 

2015-08-17  00:00:00 
2015-09-25  00:00:00 
Not  reported 
Not  reported 
4 
6 

3 
1 

Not  reported 
Not  reported 
N 

Not  reported 
Y 

Not  reported 
Not  reported 
Not  reported 
Not  reported 

4 
7 
A 
P 


Last  Modified: 

Incident  Phase: 

NOV  Issued: 

NORR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


S11 83621 07 


A5 

Target 

Property 

SOUTHEAST  LAND  HOLDINGS,  LLC 

1101  EAST  THIRD  STREET 

SILER  CITY,  NC  27344 

UST  U001 206344 
N/A 

Site  5  of  5  in  cluster  A 

Actual: 
603  ft. 

UST: 

Facility  Id: 

Contact: 

Contact  Addressi : 

Contact  Address2: 

Contact  City/State/Zip: 
FIPS  County  Desc: 
Latitude: 

Longitude: 

00-0-0000032430 

SOUTHEAST  LAND  HOLDINGS  LLC 

721  ANCHORS  BEND  COVE 

Not  reported 

LAKE  WYLIE,  SC  29710 

Chatham 

35.73162 

-79.45071 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

SOUTHEAST  LAND  HOLDINGS,  LLC  (Continued)  U001 206344 


Tank  Id: 

1 

Tank  Status: 

Current 

Installed  Date: 

02/20/1961 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

3 

Overfill  Protection  Name: 

Auto  Shutoff  Device 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

2 

Tank  Status: 

Current 

Installed  Date: 

02/20/1961 

Perm  Close  Date: 

Not  reported 

Product  Key: 

1 

Product  Name: 

Diesel 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

3 

Overfill  Protection  Name: 

Auto  Shutoff  Device 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 
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Database(s) 


HSDS  HARRELSON  RUBBER  COMPANY 

Region 

SW  ,  NC 

1/2-1 
5033  ft. 

HSDS: 

Site  Type: 

Superfund  ID: 

Lat/Long: 

Total  area  in  coverage  units: 

Total  perimeter  in  coverage  units: 

X-value  coordinate  in  feet: 

Y-value  coordinate  in  feet: 

Sites  designated  as  superfund  cleanup  sites: 
Length  of  feature  in  internal  units: 

Area  of  feature  in  internal  units  squared: 


NC  HSDS 


Federal 
071  581  128 

35  43  6.759245  79  27  42.485357 

17396.9492188 

513.29235839 

1862920.375 

716746.375 
369 

513.292375517 

17396.949975 


B6  TANK  AND  TUMMY  #3  (QUICK  WAY  MART) 

1 322  E  1 1 TH  ST  (US  64  AT  3RD) 

<1/8  SILER  CITY,  NC  27344 
1  ft. 

Site  1  of  2  in  cluster  B 


Relative: 

Higher 

Actual: 
605  ft. 


LUST: 

Facility  ID: 

UST  Number: 

Incident  Number: 

Contamination  Type 
Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type: 


00-0-000 

RA-2626 

16359 

GW 

Leak-underground 

P 

02/20/1 995 
01/17/1 995 
Not  reported 
Not  reported 
08/11/2010 


NOV  Issue  Date: 
NORR  Issue  Date: 
Site  Priority: 


Not  reported 
Not  reported 
20E 


Residential 

R 

COMMERCIAL 

L 

L 

Not  reported 


Phase  Of  LSA  Reg: 
Site  Risk  Reason: 
Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 
PETOPT: 


Not  reported 
Not  reported 
Residential 
No 

Unknown 

No 

No 

Not  reported 
0 

File  Located  in  Archives 
Cleanups  to  alternate  standards 
3 


RPL:  False 

CD  Num:  482 


LUST 


EDR  ID  Number 
EPA  ID  Number 


SI  02442456 
N/A 


S1 10051 994 
N/A 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


TANK  AND  TUMMY  #3  (QUICK  WAY  MART)  (Continued) 


Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 
Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 


Not  reported 
False 
False 
0 
N 

False 

35.7322  -79.4472 
Not  reported 

ccw 
RAL 

PUGH  OIL  COMPANY,  INC. 

RONALD  K.  PUGH  (OLD  RELEASE) 

3366292061 
PO  BOX  4006 
ASHEBORO,  NC  27204 
Not  reported 

MAJOR  SOIL  CONTAM..  NORR  SENT  9/16/96.  1/30/07  -  LSA  NORR  ISSUED. 


CED  ////Pamela  Harrelson  of  PIBS  inspected  facility  9/1 5/09  finding 
numerous  deficiencies  (see  email  in  file)  and  issued  NOV 
today-DMD,9/24/09////As  there  are  possible  industrial  wells  within 
1500’  per  ISC  Report  (Environmental  Answers,  10/10/96),  changing  risk 
from  U  to  H.DMD,9/29/09///LSA  NORR  issued  to  Pugh  Oil  for  former  USTs 
located  east  of  existing  tanks  owned  by  Mr.  Desai-DMD,10/7/09///LSA 
receptor  survey  provides  basis  for  re-ranking  site  from  High  to  Low 
and  issuing  stop-funding  NORR.  Groundwater  contaminants  exceed  2L  for 
naphthalene  and  several  EPH/VPH  groups,  but  are  less  than 
GCLs.DMD////following  compliance  inspection  by  Pamela  Harrelson  (PIB) 
in  9/24/09  NOV  for  3  areas:  diesel  pump;  diesel  dispenser  #7/8  sump; 
and  T1  reg  gasoline  fuel  line.  Analysis  indicated  TPH  GRO  ganging 
from  11  to  82  ppm  in  3  of  23  soil  sample  locations,  and  risk-based 
Naph  level  >stg  but  <res  msec  in  one  location.  Recent  LSA  findings 
for  old  tank  pit  (see  LSA,  Griffith  Ent,  Inc.,  dated  2/3/10)  indicate 
site  is  low  risk  with  gw  contam  >2L  but  <GCL.  Sending  NRP  NOR  for  gw 
only  and  soil  pub  notice-DMD,6/1 6/10////Pulblic  notice  verification 
received  by  email. dmd, 9-2-10///  site  visit  conducted  by  CCW  on  8-4-14 
in  response  to  petro  vapor  in  a  nearby  building.  Petro  odor  seems  to 
be  present.  Due  to  the  vapor  intusions,  and  will  send  a  site  check 
NORR  to  potential  RP.-CCW 
5  Min  Ouad;  Not  reported 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 
Owner/Operator: 
Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 


16359 

1995- 01-17  00:00:00 

1996- 10-10  00:00:00 

SOIL  CONTAM.  WAS  CONFIRMED  AT  1210  PPM. 
MR.  RICHARD  PUGH 
4 
6 
3 
1 

20E 

1998-04-16  00:00:00 
N 
0 
3 
2 

Not  reported 
L49I 


EDR  ID  Number 
EPA  ID  Number 


S1 10051 994 


TC04611581.2r  Page  36 


Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


TANK  AND  TUMMY  #3  (QUICK  WAY  MART)  (Continued)  S110051994 


Source  Code: 

Pirf 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

Not  reported 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

B7 

FIVE  STAR 

IMD  SI  05765300 

NW 

1212E.  11TH  ST. 

N/A 

<  1/8 

SILER  CITY,  NC 

0.003  mi. 

16ft. 

Site  2  of  2  in  cluster  B 

Relative: 

IMD: 

Higher 

Region: 

RAL 

Facility  ID: 

22508 

Actual: 

Date  Occurred: 

1/21/1 998 

622  ft. 

Submit  Date: 

11/7/2000 

GW  Contam: 

Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam: 

No 

Incident  Desc: 

SOIL  CONTAMINATION  DISCOVERED  DURING  UST  REMOVAL 

Operator: 

BILLY  SILER,  SR. 

Contact  Phone: 

9197425570 

Owner  Company:  Not  reported 

Operator  Address:1 21 5  MLK  BLVD. 

Operator  City: 

SILER  CITY 

Oper  City, St, Zip: 

SILER  CITY,  NC  27344- 

Ownership: 

Private 

Operation: 

Commercial 

Material: 

Not  reported 

Oty  Lost  1 : 

Not  reported 

Oty  Recovered  1 : 

Not  reported 

Source: 

Leak-underground 

Type: 

Gasoline/diesel 

Location: 

Facility 

Setting: 

Urban 

Risk  Site: 

L 

Site  Priority: 

U 

Priority  Code: 

Not  reported 

Priority  Update: 

11/7/2000 

Dem  Contact: 

JFM 

Wells  Affected: 

No 

Num  Affected: 

Not  reported 

Wells  Contam: 

Not  reported 

Sampled  By: 

Not  reported 

Samples  Include: 

Not  reported 
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Map  ID 
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Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


FIVE  STAR  (Continued)  S1 05765300 


7.5  Min  Quad: 

Not  reported 

5  Min  Quad: 

Not  reported 

Latitude: 

35.7325 

Longitude: 

-79.45305555 

Latitude  Number: 

354357 

Longitude  Number: 

79271 1 

Latitude  Decimal: 

35.7325 

Longitude  Decimal: 

79.4530555555556 

GPS: 

4 

Agency: 

DWM 

Facility  ID: 

22508 

Last  Modified: 

11/6/2000 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

8 

GLENDALE  HOSIERY  CO. 

LUST 

U001 192983 

East 

1200  EAST  THIRD  STREET 

UST 

N/A 

<  1/8 

SILER  CITY,  NC  27344 

IMD 

0.007  mi. 

37  ft. 

Relative: 

LUST: 

Lower 

Facility  ID: 

Not  reported 

UST  Number: 

R  A- 1728 

Actual: 

Incident  Number: 

10572 

589  ft. 

Contamination  Type: 

GW 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

01/03/1 992 

Date  Occur: 

01/27/1 992 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Not  reported 

Tank  Regulated  Status: 

R 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

30E 

Phase  Of  LSA  Reg: 

Not  reported 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Residential 

MTBE: 

No 

MTBE1: 

Unknown 
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Site  Database(s)  EPA  ID  Number 


GLENDALE  HOSIERY  CO.  (Continued) 


U001 192983 


Flag: 

Flagt: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 
PETOPT: 


No 

No 

Not  reported 


0 


File  Located  in  Flouse 
Not  reported 
3 


RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 
Testlat: 

Regional  Officer  Project 
Region: 

Company: 

Contact  Person: 
Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 

5  Min  Quad: 


False 

Not  reported 
Not  reported 
False 
False 
0 
N 

False 

35.7318-79.4480 
Not  reported 
Mgr:  ccw 

RAL 

GLENDALE  HOSIERY  CO 

GLENN  FLOYD 

919-663-2200 

P.O.  BOX  686 

SILER  CITY,  NC  27344- 

Not  reported 

10/25/2002  -  Quickie  file  review  to  Conf  Risk  -  L;  GW  samples  < 
GCL’s;  30E;  No  apparent  receptors;  -MAZ 
Not  reported 


PIRF: 


Facility  Id: 

10572 

Date  Occurred: 

1992-01-03  00:00:00 

Date  Reported: 

1993-07-22  00:00:00 

Description  Of  Incident: 

SOIL  CONTAMINATI 

Owner/Operator: 

GLENN  FLOYD 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 

Site  Priority: 

30E 

Priority  Update: 

1998-04-16  00:00:00 

Wells  Affected  Y/N: 

Not  reported 

Samples  Include: 

0 

7#5  Minute  Quad: 

Not  reported 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Min_Soil 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

Not  reported 

Incident  Phase: 

Response 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 
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GLENDALE  HOSIERY  CO.  (Continued) 


Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

UST: 

Facility  Id: 

00-0-0000011069 

Contact: 

GLENDALE  HOSIERY  COMPANY 

Contact  Addressi : 

P.O.  BOX  686 

Contact  Address2: 

Not  reported 

Contact  City/State/Zip: 

SILER  CITY,  NC  27344 

FIPS  County  Desc: 

Chatham 

Latitude: 

0 

Longitude: 

0 

Tank  Id: 

1 

Tank  Status: 

Removed 

Installed  Date: 

03/09/1961 

Perm  Close  Date: 

06/04/1991 

Product  Key: 

1 

Product  Name: 

Diesel 

Tank  Capacity: 

15000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

Tank  Status: 
Installed  Date: 

Perm  Close  Date: 
Product  Key: 
Product  Name: 
Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 
Compartment  Tank: 
Manifold  Tank: 


2 

Removed 

03/09/1961 

06/04/1991 

2 

Fuel  Oil 
15000 

Not  reported 

No 

No 

Not  reported 


EDR  ID  Number 
EPA  ID  Number 


U001 192983 
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GLENDALE  HOSIERY  CO.  (Continued)  U001192983 


Commercial: 

Yes 

Regulated: 

No 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

3 

Tank  Status: 

Removed 

Installed  Date: 

03/05/1976 

Perm  Close  Date: 

10/01/1979 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

1000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

4 

Tank  Status: 

Removed 

Installed  Date: 

03/09/1961 

Perm  Close  Date: 

05/01/1969 

Product  Key: 

2 

Product  Name: 

Fuel  Oil 

Tank  Capacity: 

500 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

No 
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GLENDALE  HOSIERY  CO.  (Continued) 


Regulated: 

No 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spili  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

IMD: 

Region:  RAL 

Facility  ID:  10572 

Date  Occurred:  1/27/1992 
Submit  Date:  7/22/1993 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  SOIL  CONTAMINATION  DISCOVERED  UPON  REMOVAL  OF  TANKS. 
Operator:  GLENN  FLOYD 

Contact  Phone:  919-663-2200 
Owner  Company:  GLENDALE  HOSIERY  CO 
Operator  Address:P.O.  BOX  686 
Operator  City:  SILER  CITY 

Oper  City, St, Zip:  SILER  CITY,  NC  27344- 
Private 
Commercial 
DIESEL 
Not  reported 
Not  reported 
Leak-underground 
Gasoline/diesel 
Facility 
Industrial 
L 

30E 
L 

4/16/1 998 
MAF 

Not  reported 
0 

Not  reported 
Not  reported 
Not  reported 

Not  reported 
Not  reported 
35.7315 
-79.4486 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
NOD 


Ownership: 
Operation: 

Material: 

Oty  Lost  1 : 

Oty  Recovered  1 : 
Source: 

Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 

Priority  Code: 
Priority  Update: 
Dem  Contact: 

Wells  Affected: 
Num  Affected: 
Wells  Contam: 
Sampled  By: 
Samples  Include: 
7.5  Min  Quad: 

5  Min  Quad: 
Latitude: 

Longitude: 

Latitude  Number: 
Longitude  Number: 
Latitude  Decimal: 
Longitude  Decimal: 
GPS: 


EDR  ID  Number 
EPA  ID  Number 


U001 192983 
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EDR  ID  Number 
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GLENDALE  HOSIERY  CO.  (Continued)  U001192983 


Agency: 

DWM 

Facility  ID: 

10572 

Last  Modified: 

Not  reported 

Incident  Phase: 

RE 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

9 

SILER  CITY  CHEVROLET 

LAST  S1 1062881 6 

East 

1402  EST11TH  STREET 

N/A 

<  1/8 

SILER  CITY,  NC 

0.018  mi. 

94  ft. 

Relative: 

LAST: 

Lower 

Facility  ID: 

Not  reported 

UST  Number: 

RA-87978 

Actual: 

Incident  Number: 

87978 

600  ft. 

Contamination  Type: 

NO 

Source  Type: 

1 

Product  Type: 

N 

Date  Reported: 

12/29/2004 

Date  Occur: 

12/29/2004 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Not  reported 

Tank  Regulated  Status: 

Not  reported 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

Not  reported 

Risk  Classification: 

Not  reported 

Risk  Class  Based  On  Review: 

U 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

120 

Phase  Of  LSA  Reg: 

Not  reported 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Not  reported 

MTBE: 

No 

MTBE1: 

Unknown 

Flag: 

No 

Flagi: 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

C 

RBCA  GW: 

Not  reported 

PETOPT: 

Not  reported 

RPL: 

False 

CD  Num: 

0 
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SILER  CITY  CHEVROLET  (Continued) 

Reel  Num:  0 

RPOW:  False 

RPOP:  False 

Error  Flag:  0 

Error  Code:  Not  reported 

Valid:  False 

Lat/Long:  35.73138-79.44638 

Lat/Long  Decimal:  35.73138-79.44638 

Testlat:  Not  reported 

Regional  Officer  Project  Mgr: 

Not  reported 

Region: 

RAL 

Company: 

UNK 

Contact  Person: 

Not  reported 

Telephone: 

Not  reported 

RP  Address: 

Not  reported 

RP  City, St, Zip: 

NC 

RP  County: 

Not  reported 

Comments:  Not  reported 

5  Min  Quad:  Not  reported 

PIRF: 

Facility  Id: 

87978 

Date  Occurred: 

Not  reported 

Date  Reported: 

Not  reported 

Description  Of  Incident: 

Not  reported 

Owner/Operator: 

Not  reported 

Ownership: 

0 

Operation  Type: 

0 

Type: 

Not  reported 

Location: 

Not  reported 

Site  Priority: 

120B 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

Not  reported 

Wells  Affected  Number: 

Not  reported 

Samples  Taken  By: 

Not  reported 

Samples  Include: 

Not  reported 

7#5  Min  Quad: 

Not  reported 

5  Min  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Source  Type: 

0 

Last  Modified: 

1/4/2007 

Incident  Phase: 

AS 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

S1 1062881 6 
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Database(s)  EPA  ID  Number 


C10  EDR  Hist  Auto  1015143318 


ssw 

1066  E  3RD  ST 

<  1/8 

SILER  CITY,  NC  27344 

0.027  mi. 
145  ft. 

Site  1  of  4  in  cluster  C 

Relative: 

EDR  Historical  Auto  Stations: 

Higher 

Name: 

FIELDS  BODY  SHOP 

Year: 

2006 

Actual: 

Address: 

1066  E  3RD  ST 

609  ft. 

Name: 

FIELDS  BODY  SHOP 

Year: 

2007 

Address: 

1066  E  3RD  ST 

C11 

FIELDS  BODY  SHOP 

RCRA  NonGen  /  NLR  1 000889096 

sw 

1006  E  3RD  ST 

NC0000202465 

<  1/8 

SILER  CITY,  NC  27344 

0.035  mi. 

187  ft. 

Site  2  of  4  in  cluster  C 

Relative: 

RCRA  NonGen/NLR: 

Higher 

Date  form  received  by  agency: 07/09/201 3 

Facility  name: 

FIELDS  BODY  SHOP 

Actual: 

Facility  address: 

1 006  E  3RD  ST 

613  ft. 

SILER  CITY,  NC  27344 

EPA  ID: 

NC0000202465 

Mailing  address: 

PO  BOX  73 

SILER  CITY,  NC  27344 

Contact: 

ATHONY  OLDHAM 

Contact  address: 

PO  BOX  73 

SILER  CITY,  NC  27344 

Contact  country: 

US 

Contact  telephone: 

(919)  742-2423 

Contact  email: 

Not  reported 

EPA  Region: 

04 

Land  type: 

Private 

Classification: 

Non-Generator 

Description: 

Handler:  Non-Generators  do  not  presently  generate  hazardous  waste 

Owner/Operator  Summary: 
Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


FIELDS  BODY  SHOP 

1 006  E  3RD  ST 

SILER  CITY,  NO  27344 

Not  reported 

(919)  742-2423 

Private 

Owner 

Not  reported 

Not  reported 


Handler  Activities  Summary: 

U.S.  importer  of  hazardous  waste:  No 
Mixed  waste  (haz.  and  radioactive):  No 


Recycler  of  hazardous  waste:  No 

Transporter  of  hazardous  waste:  No 

Treater,  storer  or  disposer  of  HW:  No 

Underground  injection  activity:  No 

On-site  burner  exemption:  No 
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FIELDS  BODY  SHOP  (Continued)  1000889096 


Furnace  exemption: 

No 

Used  oil  fuel  burner: 

No 

Used  oil  processor: 

No 

User  oil  refiner: 

No 

Used  oil  fuel  marketer  to  burner: 

No 

Used  oil  Specification  marketer: 

No 

Used  oil  transfer  facility: 

No 

Used  oil  transporter: 

No 

Historical  Generators: 

Date  form  received  by  agency: 04/1 2/1 994 

Site  name:  FIELDS  BODY  SHOP 

Classification:  Conditionally  Exempt  Small  Ouantity  Generator 


Waste  code:  D001 

Waste  name:  IGNITABLE  WASTE 


Waste  code:  F001 

Waste  name:  THE  FOLLOWING  SPENT  HALOGENATED  SOLVENTS  USED  IN  DEGREASING: 

TETRACHLOROETHYLENE,  TRICHLORETHYLENE,  METHYLENE  CHLORIDE, 
1,1,1-TRICHLOROETHANE,  CARBON  TETRACHLORIDE  AND  CHLORINATED 
FLUOROCARBONS;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS  USED  IN  DEGREASING 
CONTAINING,  BEFORE  USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF 
ONE  OR  MORE  OF  THE  ABOVE  HALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS  LISTED 
IN  F002,  F004,  AND  F005;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF  THESE 
SPENT  SOLVENTS  AND  SPENT  SOLVENT  MIXTURES. 

Waste  code:  F002 

Waste  name:  THE  FOLLOWING  SPENT  HALOGENATED  SOLVENTS:  TETRACHLOROETHYLENE, 

METHYLENE  CHLORIDE,  TRICHLOROETHYLENE,  1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE,  1 ,1 ,2-TRICHLORO-1 ,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE,  TRICHLOROFLUOROMETHANE,  AND  1,1,2, 
TRICHLOROETHANE;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS  CONTAINING,  BEFORE 
USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR  MORE  OF  THE 
ABOVE  HALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS  LISTED  IN  F001 ,  F004,  AND 
F005;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND 
SPENT  SOLVENT  MIXTURES. 


Waste  code:  F003 

Waste  name:  THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  XYLENE,  ACETONE,  ETHYL 

ACETATE,  ETHYL  BENZENE,  ETHYL  ETHER,  METHYL  ISOBUTYL  KETONE,  N-BUTYL 
ALCOHOL,  CYCLOHEXANONE,  AND  METHANOL;  ALL  SPENT  SOLVENT 
MIXTURES/BLENDS  CONTAINING,  BEFORE  USE,  ONLY  THE  ABOVE  SPENT 
NONHALOGENATED  SOLVENTS;  AND  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED 
SOLVENTS,  AND  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR 
MORE  OF  THOSE  SOLVENTS  LISTED  IN  F001 ,  F002,  F004,  AND  F005;  AND  STILL 
BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT 
MIXTURES. 


Waste  code:  F005 

Waste  name:  THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  TOLUENE,  METHYL  ETHYL 

KETONE,  CARBON  DISULFIDE,  ISOBUTANOL,  PYRIDINE,  BENZENE, 

2-ETHOXYETHANOL,  AND  2-NITROPROPANE;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF 
ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS 
LISTED  IN  F001 ,  F002,  OR  F004;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF 
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FIELDS  BODY  SHOP  (Continued) 

THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT  MIXTURES. 
Violation  Status:  No  violations  found 


1000889096 


Evaluation  Action  Summary: 
Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


07/03/2013 

FOCUSED  COMPLIANCE  INSPECTION 
Not  reported 
Not  reported 
State 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


09/26/1997 

COMPLIANCE  ASSISTANCE  VISIT 
Not  reported 
Not  reported 
State 


Cl  2 

EDR  Hist  Auto  1 01 51 22972 

SW 

1006  E  3RD  ST 

N/A 

<  1/8 

0.035  mi. 

SILER  CITY,  NC  27344 

187  ft. 

Site  3  of  4  in  cluster  C 

Relative: 

EDR  Historical  Auto  Stations: 

Higher 

Name: 

FIELDS  BODY  SHOP 

Year: 

1999 

Actual: 

Address: 

1006  E  3RD  ST 

613  ft. 

Name: 

FIELDS  BODY  SHOP 

Year: 

2000 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2001 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2002 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2003 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2004 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2005 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2008 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2010 
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Cl  3 
SW 
<  1/8 
0.053  mi. 
282  ft. 

Relative: 

Higher 

Actual: 
611  ft. 


D14 
East 
<  1/8 
0.061  mi. 
323  ft. 

Relative: 

Lower 

Actual: 
590  ft. 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


(Continued) 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2011 

Address: 

1006  E  3RD  ST 

Name: 

FIELDS  BODY  SHOP 

Year: 

2012 

Address: 

1006  E  3RD  ST 

1015122972 


HOMETOWN  CLEANERS  DRYCLEANERS  S117666621 

901  E  3RD  ST  N/A 

SILER  CITY,  NC 


Site  4  of  4  in  cluster  C 

DRYCLEANERS: 
Facility  Name: 
Facility  ID: 
Inspection  Date: 
Service  Type: 
Solvent  1 : 
solvent  2: 


HOMETOWN  CLEANERS 

190002C 

12/12/2014 

Full  Service  (Active) 

Perchloroethylene 

Not  reported 


NC  DOT  -  SILER  CITY  (DIV  EIGHT) 
1404  EAST  RALEIGH  STREET 
SILER  CITY,  NC  27344 


Site  1  of  4  in  cluster  D 


LUST: 

Facility  ID: 

UST  Number: 

Incident  Number: 

Contamination  Type 
Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type: 


Not  reported 

RA-2327 

14972 

GW 

Leak-underground 

P 

07/01/1 992 
11/20/1 992 
09/25/1 992 
Not  reported 
Not  reported 


NOV  Issue  Date: 
NORR  Issue  Date: 
Site  Priority: 


Not  reported 
Not  reported 
60E 


Not  reported 
R 

COMMERCIAL 

L 

L 

monitoring  only 


Phase  Of  LSA  Reg: 
Site  Risk  Reason: 
Land  Use: 

MTBE: 


Not  reported 
Not  reported 
Not  reported 
No 


LUST  U0031 37905 
UST  N/A 
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)OT  -  SILER  CITY  (DIV  EIGHT)  (Continued) 

MTBE1: 

No 

Flag: 

No 

Flagt: 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

File  Located  in  Flouse 

RBCA  GW: 

Not  reported 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

Not  reported 

Reel  Num: 

Not  reported 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7313-79.4433 

Testlat: 

Not  reported 

Regional  Officer  Project 

Mgr:  CED 

Region: 

RAL 

Company: 

NCDOT 

Contact  Person: 

ERIC  MOTZNO 

Telephone: 

919-733-2220 

RP  Address: 

4809  BERYL  DRIVE 

RP  City, St, Zip: 

RALEIGH,  NC  27606- 

RP  County: 

Not  reported 

Comments: 

A  2ND  CSA  REC.  1/10/96.  HEATING 
IN  CAP.  10/25 

5  Min  Quad: 

Not  reported 

RF: 

Facility  Id: 

14972 

Date  Occurred: 

1992-11-20  00:00:00 

Date  Reported: 

1998-06-18  00:00:00 

Description  Of  Incident: 

SOIL  CONTAM.  CON 

Owner/Operator: 

ERIC  MOTZNO 

Ownership: 

7 

Operation  Type: 

1 

Type: 

3 

Location: 

1 

Site  Priority: 

60E 

Priority  Update: 

1998-07-09  00:00:00 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

3 

5  Minute  Quad: 

2 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

L49I 

Source  Code: 

Pirf 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

Not  reported 

Incident  Phase: 

Response 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

U0031 37905 
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NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued) 


45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


Facility  ID:  00-0-000 

UST  Number:  RA-5485 

Incident  Number:  33027 

Contamination  Type: 

Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type: 

NOV  Issue  Date: 

NORR  Issue  Date: 

Site  Priority: 

Phase  Of  LSA  Reg: 

Site  Risk  Reason: 

Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagt: 

LUR  Filed: 

Release  Detection: 

Current  Status: 

RBCA  GW: 

PETOPT: 


GW 

Leak-underground 

P 

03/10/2006 
02/02/2006 
02/02/2006 
Not  reported 
06/26/2006 

Soil  to  Groundwater 
R 

COMMERCIAL 
L 
L 

Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
No 

Unknown 

No 

No 

Not  reported 
0 

File  Located  in  Archives 
Cleanups  to  2L.0202  standards 
5 


RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 
Testlat: 

Regional  Officer  Project 
Region: 

Company: 

Contact  Person: 
Telephone: 


False 

347 

309 

False 

False 

0 

N 

False 

35.7276  -79.4450 
Not  reported 
Mgr:  JFM 

RAL 
NCDOT 
ERIC  MOTZNO 
9198358007 


U0031 37905 
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4809  BERYL  ROAD 
RALEIGH,  NC  27606- 
Not  reported 

One  (01)  2K-gallon  Waste  oil  UST.  03/14/2006,  JFM/// 
Not  reported 


NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued) 

RP  Address: 

RP  City,St,Zip: 

RP  County: 

Comments: 

5  Min  Quad: 

PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 

Description  Of  Incident: 

Owner/Operator: 

Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 

Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 


33027 

2006-02-02  00:00:00 
2006-03-10  00:00:00 

One  (01)  2K-gallon  Waste  oil  UST.  03/14/2006,  JFM/// 
Not  reported 
7 
1 
5 
1 

Not  reported 
Not  reported 
N 

Not  reported 
Y 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
2 

Not  reported 
Not  reported 
P 


Last  Modified: 

Incident  Phase: 

NOV  Issued: 

NORR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


2006-06-26  00:00:00 
Closed  Out 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


Facility  ID: 

UST  Number: 

Incident  Number: 

Contamination  Type 
Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 


Not  reported 

RA-1173 

8014 

GW 

Leak-underground 

P 

01/28/1 992 
01/28/1 992 
01/28/1 992 
Not  reported 
05/22/1 992 


Not  reported 
N 

NON  COMMERCIAL 


EDR  ID  Number 
EPA  ID  Number 


U0031 37905 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued) 


U0031 37905 


Risk  Classification:  L 

Risk  Class  Based  On  Review:  L 

Corrective  Action  Plan  Type:  Not  reported 

NOV  Issue  Date:  Not  reported 

NORR  Issue  Date:  Not  reported 

Site  Priority:  E 


Phase  Of  LSA  Req: 
Site  Risk  Reason: 
Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 
PETOPT: 


Not  reported 

Not  reported 

Not  reported 

No 

Yes 

No 

No 

Not  reported 
0 

File  Located  in  Archives 
Not  reported 
4 


RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 
Testlat: 

Regional  Officer  Project 
Region: 

Company: 

Contact  Person: 
Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 


False 

84 

233 

False 

False 

0 

N 

False 

35.7313-79.4433 
Not  reported 
Mgr:  MAF 

RAL 

DOT-DIVISION  OF  HIGHWAYS 

JOHN  BURNS 

9197332220 

Not  reported 

RALEIGH,  NC  27606- 

Not  reported 

RELEASE  ASSOCIATED  WITH  550  gal  HEATING  OIL  UST.  SEPARATE  RELEASE 
#14972. 


5  Min  Quad: 


Not  reported 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 
Owner/Operator: 
Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 


8014 

1992-01-28  00:00:00 
1992-06-03  00:00:00 

CONTAMINATION  FOUND  DURING  UST  REMOVAL 
JOHN  BURNS 
7 

Not  reported 
4 
1 

Not  reported 
Not  reported 
Not  reported 
0 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued)  U0031 37905 


Source  Code: 

Min_Soil 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

Not  reported 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

UST: 

Facility  Id: 

00-0-0000025558 

Contact: 

NC  DOT  -  EQUIPMENT  UNIT 

Contact  Addressi : 

4809  BERYL  ROAD 

Contact  Address2: 

Not  reported 

Contact  City/State/Zip: 

RALEIGH,  NC  27606-1406 

FIPS  County  Desc: 

Chatham 

Latitude: 

35.72974 

Longitude: 

-79.4445 

Tank  Id: 

806-1 

Tank  Status: 

Removed 

Installed  Date: 

09/26/1971 

Perm  Close  Date: 

12/31/1992 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued)  U0031 37905 


Tank  Id: 

806-103 

Tank  Status: 

Removed 

Installed  Date: 

08/21/1992 

Perm  Close  Date: 

02/02/2006 

Product  Key: 

14 

Product  Name: 

Oil,  New/Used/Mix 

Tank  Capacity: 

2000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel/FRP 

Piping  Construction: 

Single  Wall  FRP 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

2 

Overfill  Protection  Name: 

None 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel/FRP 

Decode  for  PCONS_KEY: 

Single  Wall  FRP 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

806-2 

Tank  Status: 

Removed 

Installed  Date: 

09/26/1971 

Perm  Close  Date: 

12/31/1992 

Product  Key: 

1 

Product  Name: 

Diesel 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

806-3 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued)  U0031 37905 


Tank  Status: 

Removed 

Installed  Date: 

09/27/1965 

Perm  Close  Date: 

12/01/1973 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

6500 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

C. 0806101 

Tank  Status: 

Current 

Installed  Date: 

08/19/1992 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

15000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel/FRP 

Piping  Construction: 

Single  Wall  FRP 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

5 

Overfill  Protection  Name: 

Ball  Float  Valve 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

3 

Leak  Detection  Name: 

MLLD 

Decode  for  TCONS_KEY: 

Single  Wall  Steel/FRP 

Decode  for  PCONS_KEY: 

Single  Wall  FRP 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

C. 08061 02 

Tank  Status: 

Current 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued)  U0031 37905 


Installed  Date: 

08/19/1992 

Perm  Close  Date: 

Not  reported 

Product  Key: 

1 

Product  Name: 

Diesel 

Tank  Capacity: 

15000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel/FRP 

Piping  Construction: 

Single  Wall  FRP 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

5 

Overfill  Protection  Name: 

Ball  Float  Valve 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

3 

Leak  Detection  Name: 

MLLD 

Decode  for  TCONS_KEY: 

Single  Wall  Steel/FRP 

Decode  for  PCONS_KEY: 

Single  Wall  FRP 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

U  ST- 133 

Tank  Status: 

Removed 

Installed  Date: 

09/26/1969 

Perm  Close  Date: 

12/01/1973 

Product  Key: 

8 

Product  Name: 

Kerosene,  Kero  Mix 

Tank  Capacity: 

1000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

UST-208 

Tank  Status: 

Removed 

Installed  Date: 

09/25/197 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

NC  DOT  -  SILER  CITY  (DIV  EIGHT)  (Continued)  U0031 37905 


Perm  Close  Date: 

12/31/1992 

Product  Key: 

14 

Product  Name: 

Oil,  New/Used/Mix 

Tank  Capacity: 

5000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

UST-405 

Tank  Status: 

Removed 

Installed  Date: 

09/25/1975 

Perm  Close  Date: 

07/21/1992 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  Steel 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Single  Wall  Steel 

Decode  for  PSYS_KEY: 

Unknown 

TC04611581.2r  Page  57 


Map  ID 

Direction 

Distance 


MAP  FINDINGS 


Elevation 

Site 

D15 

NC  DOT-CHATHAM  CO.MAINT. 

East 

1404  EAST  RALEIGH  ST. 

<  1/8 

SILER  CITY,  NC 

0.061  mi. 

323  ft. 

Site  2  of  4  in  cluster  D 

Relative: 

IMD: 

Lower 

Region: 

RAL 

Facility  ID: 

14972 

Actual: 

Date  Occurred: 

11/20/1992 

590  ft. 

Submit  Date: 

6/18/1 998 

GW  Contam: 

Yes,  Groundwater  Contamination  has 

Database(s) 


IMD 


Soil  Contam: 
Incident  Desc: 
Operator: 
Contact  Phone 


No 


SOIL  CONTAM.  CONFIRMED  UPON  REMOVAL  OF  USTS. 
ERIC  MOTZNO 
919-733-2220 
Owner  Company:  NCDOT 
Operator  Address:4809  BERYL  DRIVE 
Operator  City:  RALEIGFI 

Oper  City, St, Zip:  RALEIGH,  NC  27606- 
Ownership:  State 

Operation:  Public  Service 

Material:  GASOLINE 

Oty  Lost  1 :  Not  reported 

Oty  Recovered  1 :  Not  reported 
Material:  DIESEL 

Oty  Lost:  Not  reported 

Oty  Recovered:  Not  reported 

Material:  WASTE  OIL 

Oty  Lost:  Not  reported 

Oty  Recovered  3:  Not  reported 
Source:  Leak-underground 


Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 

Priority  Code: 
Priority  Update: 
Dem  Contact: 

Wells  Affected: 
Num  Affected: 
Wells  Contam: 
Sampled  By: 
Samples  Include 
7.5  Min  Quad: 

5  Min  Quad: 
Latitude: 

Longitude: 

Latitude  Number: 
Longitude  Number: 
Latitude  Decimal: 
Longitude  Decimal: 
GPS: 

Agency: 

Facility  ID: 

Last  Modified: 
Incident  Phase: 
NOV  Issued: 


Gasoline/diesel 

Facility 

Urban 

L 

60E 

L 

7/9/1998 

MAF 

No 

Not  reported 
Not  reported 
Responsible  Parties 
Soil  Samples 

Not  reported 
L49I 

35.73138888 
-79.44333333 
354353 
792636 

35.7313888888889 
79.4433333333333 
NOD 
DWM 
14972 

Not  reported 
RE 

Not  reported 


EDR  ID  Number 
EPA  ID  Number 


S1 057651 15 
N/A 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


NC  DOT-CHATHAM  CO.MAINT.  (Continued) 


NORR  Issued: 

45  Day  Report: 

Public  Meeting  Field: 
Corrective  Action  Planned: 
SOC  Sighned: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


D1 6  NC  DOT-SILER  CITY  (1992) 

East  1 404  EAST  RALEIGH  STREET 

<1/8  SILER  CITY,  NC 

0.061  mi. 

323  ft.  Site  3  of  4  in  cluster  D 


Relative: 

Lower 

Actual: 
590  ft. 


IMD: 

Region:  RAL 

Facility  ID:  8014 

Date  Occurred:  1/28/1992 
Submit  Date:  6/3/1992 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  CONTAMINATION  FOUND  DURING  UST  REMOVAL 
Operator:  JOHN  BURNS 

Contact  Phone:  9197332220 
Owner  Company:  DOT-DIVISION  OF  HIGHWAYS 
Operator  Address:Not  reported 
Operator  City:  RALEIGH 

Oper  City, St, Zip:  RALEIGH,  NC  27606- 
State 

Not  reported 
HEATING  OIL 
Not  reported 
Not  reported 
Leak-underground 
Gasoline/diesel 
Facility 
Rural 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
MAF 

Not  reported 
0 

Not  reported 
Not  reported 
Not  reported 

Not  reported 
Not  reported 
35.73138888 
-79.44333333 
354353 
792636 

35.7313888888889 
79.4433333333333 


Ownership: 
Operation: 

Material: 

Oty  Lost  1 : 

Oty  Recovered  1 : 
Source: 

Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 

Priority  Code: 
Priority  Update: 
Dem  Contact: 

Wells  Affected: 
Num  Affected: 
Wells  Contam: 
Sampled  By: 
Samples  Include: 
7.5  Min  Quad: 

5  Min  Quad: 
Latitude: 

Longitude: 

Latitude  Number: 
Longitude  Number: 
Latitude  Decimal: 
Longitude  Decimal: 


IMD 


EDR  ID  Number 
EPA  ID  Number 


SI  057651 15 


SI  05764963 
N/A 


TC04611581.2r  Page  59 


Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


DOT-SILER  CITY  (1992) 

(Continued) 

GPS: 

4 

Agency: 

DWM 

Facility  ID: 

8014 

Last  Modified: 

3/3/1999 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned:  Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

5/22/1 992 

D17 

NCDOT-SILER  CITY 

East 

1404  EAST  RALEIGH  ST 

<  1/8 

SILER  CITY,  NC 

0.061  mi. 
323  ft. 

Site  4  of  4  in  cluster  D 

Relative: 

LUST  TRUST: 

Lower 

Facility  ID: 

Not  reported 

Site  ID: 

14972 

Actual: 

Site  Note: 

Not  reported 

590  ft. 

Site  Eligible?: 

True 

Commercial  Find: 

100%  Commercial 

Priority  Rank: 

Not  reported 

Deductable  Amount: 

20000 

3rd  Party  Deductable  Amt:  0 
Sum  3rd  Party  Amt  Applied:  0 


LUST  TRUST 
IMD 


Click  this  hyperlink  while  viewing  on  your  computer  to  access 
additional  NC  LUST  TRUST :  detail  in  the  EDR  Site  Report. 


IMD: 

Region:  Not  reported 

Facility  ID:  33027 

Date  Occurred:  2/2/2006 
Submit  Date:  3/10/2006 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  One  (01 )  2K-gallon  Waste  oil  UST.  03/1 4/2006,  JFM/// 

Operator:  ERIC  MOTZNO 

Contact  Phone:  9198358007 

Owner  Company:  NCDOT 

Operator  Address:4809  BERYL  ROAD 

Operator  City:  RALEIGFI 

Oper  City,St,Zip:  RALEIGH,  NC  27606- 

Ownership:  State 

Operation:  Public  Service 

Material:  Not  reported 

Oty  Lost  1 :  Not  reported 

Oty  Recovered  1 :  Not  reported 

Source:  Leak-underground 


EDR  ID  Number 
EPA  ID  Number 


S1 05764963 


S1 07671 989 
N/A 


TC04611581.2r  Page  60 


Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


NCDOT-SILER  CITY  (Continued) 


Type:  Gasoline/diesel 

Location:  Facility 

Setting:  Not  reported 

Risk  Site:  L 

Site  Priority:  Not  reported 

Priority  Code:  Not  reported 

Priority  Update:  Not  reported 

Dem  Contact:  JFM 

Wells  Affected:  No 

Num  Affected:  Not  reported 

Wells  Contam:  Not  reported 

Sampled  By:  Y 

Samples  Include:  Not  reported 

7.5  Min  Quad: 

Not  reported 

5  Min  Quad: 

Not  reported 

Latitude: 

35.7275 

Longitude: 

-79.445 

Latitude  Number: 

354339 

Longitude  Number: 

792642 

Latitude  Decimal: 

35.7275 

Longitude  Decimal: 

79.445 

GPS: 

7 

Agency: 

DWM 

Facility  ID: 

33027 

Last  Modified: 

6/26/2006 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

18  TANK  AND  TUMMY  #3 

ENE  HWY  64  AND  3RD  STREET 

<1/8  SILER  CITY,  NC 

0.087  mi. 

462  ft. 


Relative: 

Lower 

Actual: 
591  ft. 


IMD: 

Region:  RAL 

Facility  ID:  16359 

Date  Occurred:  1  /1 7/1 995 
Submit  Date:  1 0/1 0/1 996 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  SOIL  CONTAM.  WAS  CONFIRMED  AT  1210  PPM. 

Operator:  MR.  RICHARD  PUGH 

Contact  Phone:  910-629-2061 

Owner  Company:  PUGH  OIL  COMPANY 

Operator  Address:PO  BOX  4006 

Operator  City:  ASHEBORO 

Oper  City, St, Zip:  ASHEBORO,  NC  27204- 


IMD 


EDR  ID  Number 
EPA  ID  Number 


SI  07671 989 


SI  02443201 
N/A 
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EDR  ID  Number 
Database(s)  EPA  ID  Number 


TANK  AND  TUMMY  #3  (Continued) 


Ownership: 
Operation: 
Material: 
Qty  Lost  1 : 


Private 
Commercial 
GASOLINE 
Not  reported 


Qty  Recovered  1 :  Not  reported 


Material: 

Qty  Lost: 

Qty  Recovered: 
Source: 

Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 

Priority  Code: 
Priority  Update: 

Dem  Contact: 

Wells  Affected: 

Num  Affected: 

Wells  Contam: 
Sampled  By: 
Samples  Include 
7.5  Min  Quad: 

5  Min  Quad: 
Latitude: 

Longitude: 

Latitude  Number: 
Longitude  Number: 
Latitude  Decimal: 
Longitude  Decimal: 
GPS: 

Agency: 

Facility  ID: 

Last  Modified: 
Incident  Phase: 
NOV  Issued: 

NORR  Issued: 

45  Day  Report: 
Public  Meeting  Field 


DIESEL 

Not  reported 

Not  reported 

Leak-underground 

Gasoline/diesel 

Facility 

Urban 

L 

20E 

L 

4/16/1998 

MAF 

No 

0 

Not  reported 
Responsible  Parties 
Soil  Samples 

Not  reported 
L49I 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
NOD 
DWM 
16359 

Not  reported 
RE 

Not  reported 
Not  reported 
Not  reported 
Not  reported 


Corrective  Action  Planned:  Not  reported 


SOC  Sighned: 
Reclassification  Report: 
RS  Designation: 
Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


S1 02443201 


El  9 

QUALITY  MOLDED  PRODUCTS,  INC.. 

UST  U0031 43572 

South 

920  E.  RALEIGH  ST. 

N/A 

<  1/8 

SILER  CITY,  NC  27344 

0.102  mi. 

538  ft. 

Site  1  of  2  in  cluster  E 

Relative: 

UST: 

Lower 

Facility  Id: 

00-0-0000007997 

Contact: 

QUALITY  MQLDED  PRQDUCTS,  INC. 

Actual: 

Contact  Addressi : 

920  E.  RALEIGH  ST. 

599  ft. 

Contact  Address2: 

Not  reported 
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MAP  FINDINGS 


Database(s) 


QUALITY  MOLDED  PRODUCTS,  INC..  (Continued) 


Contact  City/State/Zip: 
FIPS  County  Desc: 
Latitude: 

Longitude: 


SILER  CITY,  NC  27344 
Chatham 
0 
0 


Tank  Id: 

Tank  Status: 

Installed  Date: 

Perm  Close  Date: 

Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spili  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 


1 

Removed 

03/02/1961 

12/31/1988 

3 

Gasoline,  Gas  Mix 
500 

Not  reported 

No 

No 

Not  reported 

Yes 

Yes 

Single  Wall  Steel 
Single  Wall  Steel 
Unknown 
Not  reported 
1 

Unknown 

1 

Unknown 

-1 

Unknown 
Single  Wall  Steel 
Single  Wall  Steel 
Unknown 


E20  ENGINEERED  PLASTIC  COMPONENTS  INC  RCRA-SQG 

South  920  E  RALEIGH  ST 

<1/8  SILER  CITY,  NC  27344 

0.102  mi. 

538  ft.  Site  2  of  2  in  cluster  E 


Relative: 

Lower 

Actual: 
599  ft. 


RCRA-SQG: 


Date  form  received  by  agency: 08/1 3/201 2 


Facility  name: 
Facility  address: 

EPA  ID: 

Mailing  address: 
Contact: 

Contact  address: 

Contact  country: 
Contact  telephone: 
Contact  email: 

EPA  Region: 

Land  type: 


ENGINEERED  PLASTIC  COMPONENTS  INC 

920  E  RALEIGH  ST 

SILER  CITY,  NC  273440725 

NCR000008474 

E  RALEIGH  ST 

SILER  CITY,  NC  273440725 

CALVIN  HICKS 

E  RALEIGH  ST 

SILER  CITY,  NC  27344 

US 

919-633-3141 

CHICKS@EPCMFG.COM 

04 

Private 


Classification: 

Description: 


Small  Small  Quantity  Generator 

Handler:  generates  more  than  100  and  less  than  1000  kg  of  hazardous 
waste  during  any  calendar  month  and  accumulates  less  than  6000  kg  of 
hazardous  waste  at  any  time;  or  generates  100  kg  or  less  of  hazardous 


EDR  ID  Number 
EPA  ID  Number 


U0031 43572 


1001221079 

NCR000008474 


TC04611581.2r  Page  63 


Map  ID 
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MAP  FINDINGS 


Database(s) 


ENGINEERED  PLASTIC  COMPONENTS  INC  (Continued) 

waste  during  any  calendar  month,  and  accumulates  more  than  1000  kg  of 
hazardous  waste  at  any  time 


Owner/Operator  Summary: 
Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


ENGINEERED  PLASTIC  COMPONENTS  INC 
EAST  RALEIGH  ST 
SILER  CITY,  NC  27344 
US 

919-663-3141 
Private 
Operator 
04/06/2012 
Not  reported 


Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


REZA  KARGARZADEH 
ZIMMERMAN  DR.  SOUTH 
GRINNELL,  lA  50112 
US 

641-236-3100 
Private 
Owner 
04/09/2012 
Not  reported 


Handler  Activities  Summary: 

U.S.  importer  of  hazardous  waste:  No 
Mixed  waste  (haz.  and  radioactive):  No 


Recycler  of  hazardous  waste:  No 

Transporter  of  hazardous  waste:  No 

Treater,  storer  or  disposer  of  HW:  No 

Underground  injection  activity:  No 

On-site  burner  exemption:  No 

Furnace  exemption:  No 

Used  oil  fuel  burner:  No 

Used  oil  processor:  No 

User  oil  refiner:  No 

Used  oil  fuel  marketer  to  burner:  No 

Used  oil  Specification  marketer:  No 

Used  oil  transfer  facility:  No 

Used  oil  transporter:  No 


Waste  code: 

D001 

Waste  name: 

IGNITABLE  WASTE 

Waste  code: 

D018 

Waste  name: 

BENZENE 

Waste  code: 

D035 

Waste  name: 

METHYL  ETHYL  KETONE 

Waste  code: 

D039 

Waste  name: 

TETRACHLOROETHYLENE 

Waste  code: 

D040 

Waste  name: 

TRICHLORETHYLENE 

EDR  ID  Number 
EPA  ID  Number 


1001221079 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


ENGINEERED  PLASTIC  COMPONENTS  INC  (Continued)  1001221079 


.  Waste  code: 

F003 

.  Waste  name: 

THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  XYLENE,  ACETONE,  ETHYL 
ACETATE,  ETHYL  BENZENE,  ETHYL  ETHER,  METHYL  ISOBUTYL  KETONE,  N-BUTYL 
ALCOHOL,  CYCLOHEXANONE,  AND  METHANOL;  ALL  SPENT  SOLVENT 
MIXTURES/BLENDS  CONTAINING,  BEFORE  USE,  ONLY  THE  ABOVE  SPENT 
NONHALOGENATED  SOLVENTS;  AND  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED 
SOLVENTS,  AND  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR 

MORE  OF  THOSE  SOLVENTS  LISTED  IN  F001 ,  F002,  F004,  AND  F005;  AND  STILL 
BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT 
MIXTURES. 

.  Waste  code: 

F005 

.  Waste  name: 

THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  TOLUENE,  METHYL  ETHYL 
KETONE,  CARBON  DISULFIDE,  ISOBUTANOL,  PYRIDINE,  BENZENE, 

2-ETHOXYETHANOL,  AND  2-NITROPROPANE;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF 
ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS 
LISTED  IN  F001 ,  F002,  OR  F004;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF 

THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT  MIXTURES. 

Historical  Generators: 

Date  form  received  by  agency: 07/28/2005 

Site  name: 

ORC  PLASTICS 

Classification: 

Small  Quantity  Generator 

.  Waste  code: 

D001 

.  Waste  name: 

IGNITABLE  WASTE 

.  Waste  code: 

D006 

.  Waste  name: 

CADMIUM 

.  Waste  code: 

D008 

.  Waste  name: 

LEAD 

.  Waste  code: 

D018 

.  Waste  name: 

BENZENE 

.  Waste  code: 

D027 

.  Waste  name: 

1,4-DICHLOROBENZENE 

.  Waste  code: 

D035 

.  Waste  name: 

METHYL  ETHYL  KETONE 

.  Waste  code: 

D039 

.  Waste  name: 

TETRACHLOROETHYLENE 

.  Waste  code: 

D040 

.  Waste  name: 

TRICHLORETHYLENE 

.  Waste  code: 

F003 

.  Waste  name: 

THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  XYLENE,  ACETONE,  ETHYL 
ACETATE,  ETHYL  BENZENE,  ETHYL  ETHER,  METHYL  ISOBUTYL  KETONE,  N-BUTYL 
ALCOHOL,  CYCLOHEXANONE,  AND  METHANOL;  ALL  SPENT  SOLVENT 
MIXTURES/BLENDS  CONTAINING,  BEFORE  USE,  ONLY  THE  ABOVE  SPENT 
NONHALOGENATED  SOLVENTS;  AND  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

ENGINEERED  PLASTIC  COMPONENTS  INC  (Continued)  1001221079 

SOLVENTS,  AND  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR 
MORE  OF  THOSE  SOLVENTS  LISTED  IN  F001 ,  F002,  F004,  AND  F005;  AND  STILL 
BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT 
MIXTURES. 

.  Waste  code:  F005 

.  Waste  name:  THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  TOLUENE,  METHYL  ETHYL 

KETONE,  CARBON  DISULFIDE,  ISOBUTANOL,  PYRIDINE,  BENZENE, 

2-ETHOXYETHANOL,  AND  2-NITROPROPANE;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF 
ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS 
LISTED  IN  Foot ,  F002,  OR  F004;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF 
THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT  MIXTURES. 


Date  form  received  by  agency:  1 2/1 9/2002 
Site  name:  ORC  PLASTICS 

Classification:  Small  Quantity  Generator 


Date  form  received  by  agency: 02/03/1 998 

Site  name:  ONEIDA  MOLDED  PLASTICS 

Classification:  Small  Quantity  Generator 


Waste  code: 

D001 

Waste  name: 

IGNITABLE  WASTE 

Waste  code: 

D006 

Waste  name: 

CADMIUM 

Waste  code: 

D008 

Waste  name: 

LEAD 

Waste  code: 

D018 

Waste  name: 

BENZENE 

Waste  code: 

D027 

Waste  name: 

1,4-DICHLOROBENZENE 

Waste  code: 

D035 

Waste  name: 

METHYL  ETHYL  KETONE 

Waste  code: 

D039 

Waste  name: 

TETRACHLOROETHYLENE 

Waste  code: 

D040 

Waste  name: 

TRICHLORETHYLENE 

Waste  code: 

F003 

Waste  name: 

THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  XYLENE,  ACETONE,  ETHYL 
ACETATE,  ETHYL  BENZENE,  ETHYL  ETHER,  METHYL  ISOBUTYL  KETONE,  N-BUTYL 
ALCOHOL,  CYCLOHEXANONE,  AND  METHANOL;  ALL  SPENT  SOLVENT 
MIXTURES/BLENDS  CONTAINING,  BEFORE  USE,  ONLY  THE  ABOVE  SPENT 
NONHALOGENATED  SOLVENTS;  AND  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED 
SOLVENTS,  AND  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR 
MORE  OF  THOSE  SOLVENTS  LISTED  IN  F001 ,  F002,  F004,  AND  F005;  AND  STILL 
BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT 
MIXTURES. 
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ENGINEERED  PLASTIC  COMPONENTS  INC  (Continued)  1001221079 

.  Waste  code:  F005 

.  Waste  name:  THE  FOLLOWING  SPENT  NONHALOGENATED  SOLVENTS:  TOLUENE,  METHYL  ETHYL 

KETONE,  CARBON  DISULFIDE,  ISOBUTANOL,  PYRIDINE,  BENZENE, 

2-ETHOXYETHANOL,  AND  2-NITROPROPANE;  ALL  SPENT  SOLVENT  MIXTURES/BLENDS 
CONTAINING,  BEFORE  USE,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF 
ONE  OR  MORE  OF  THE  ABOVE  NONHALOGENATED  SOLVENTS  OR  THOSE  SOLVENTS 
LISTED  IN  F001 ,  F002,  OR  F004;  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF 
THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT  MIXTURES. 


Facility  Has  Received  Notices  of 
Regulation  violated: 

Area  of  violation: 

Date  violation  determined: 
Date  achieved  compliance: 
Violation  lead  agency: 
Enforcement  action: 
Enforcement  action  date: 
Enf.  disposition  status: 

Enf.  disp.  status  date: 
Enforcement  lead  agency: 
Proposed  penalty  amount: 
Final  penalty  amount: 

Paid  penalty  amount: 


Violations: 

Not  reported 
Generators  -  General 
01/10/2006 
02/13/2006 
Sfafe 

WRITTEN  INFORMAL 

01/24/2006 

Not  reported 

Not  reported 

State 

Not  reported 
Not  reported 
Not  reported 


Regulation  violated: 

Area  of  violation: 

Date  violation  determined: 
Date  achieved  compliance: 
Violation  lead  agency: 
Enforcement  action: 
Enforcement  action  date: 
Enf.  disposition  status: 

Enf.  disp.  status  date: 
Enforcement  lead  agency: 
Proposed  penalty  amount: 
Final  penalty  amount: 

Paid  penalty  amount: 


Not  reported 

Generators  -  Pre-transport 

07/10/2003 

09/03/2003 

State 

WRITTEN  INFORMAL 

07/14/2003 

Not  reported 

Not  reported 

State 

Not  reported 
Not  reported 
Not  reported 


Evaluation  Action  Summary: 
Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


02/13/2006 

COMPLIANCE  SCHEDULE  EVALUATION 
Not  reported 
Not  reported 
State 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


01/10/2006 

COMPLIANCE  EVALUATION  INSPECTION  ON-SITE 

Generators  -  General 

02/13/2006 

State 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


09/03/2003 

COMPLIANCE  SCHEDULE  EVALUATION 
Not  reported 
Not  reported 
State 
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ENGINEERED  PLASTIC  COMPONENTS  INC  (Continued) 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


07/10/2003 

COMPLIANCE  EVALUATION  INSPECTION  ON-SITE 

Generators  -  Pre-transport 

09/03/2003 

State 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


08/11/1999 

COMPLIANCE  EVALUATION  INSPECTION  ON-SITE 
Not  reported 
Not  reported 
State 


Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


01/13/1999 

COMPLIANCE  EVALUATION  INSPECTION  ON-SITE 
Not  reported 
Not  reported 
State 


21 

SW 

819  E  3RD  ST 

<  1/8 

SILER  CITY,  NC  27344 

0.118  mi. 

625  ft. 

Relative: 

EDR  Historical  Auto  Stations: 

Lower 

Name: 

DIXON  MOTORS 

Year: 

2002 

Actual: 

Address: 

819  E  3RD  ST 

592  ft. 

Name: 

DIXON  MOTORS 

Year: 

2003 

Address: 

819  E  3RD  ST 

Name: 

DIXON  MOTORS 

Year: 

2008 

Address: 

819  E  3RD  ST 

F22 

GREENVIEWINC. 

LUST 

East 

1516  EAST  THIRD  STREET 

IMD 

1/8-1 /4 

SILER  CITY,  NC  27344 

0.211  mi. 

1114  ft. 

Site  1  of  3  in  cluster  F 

Relative: 

LUST: 

Lower 

Facility  ID: 

Not  reported 

UST  Number: 

RA-341 7 

Actual: 

Incident  Number: 

21903 

588  ft. 

Contamination  Type: 

GW 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

08/28/1 995 

Date  Occur: 

06/27/1 995 

Cleanup: 

06/15/1 995 

Closure  Request: 

2000-08-09  00:00:00 

Close  Out: 

09/17/2000 

Level  Of  Soil  Cleanup  Achieved:  Not  reported 

Tank  Regulated  Status: 

R 

EDR  ID  Number 
EPA  ID  Number 


1001221079 


1015646646 

N/A 


SI  04547358 
N/A 
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GREENVIEW  INC.  (Continued) 


#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

07/20/2000 

Site  Priority: 

Not  reported 

Phase  Of  LSA  Req: 

Not  reported 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Not  reported 

MTBE: 

No 

MTBE1: 

Unknown 

Flag: 

No 

Flagi: 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

File  Located  in  Archives 

RBCA  GW: 

Not  reported 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

84 

Reel  Num: 

232 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7323  -79.4467 

Testlat: 

Not  reported 

Regional  Officer  Project 

Mgr: 

MRP 

Region: 

RAL 

Company: 

GREENVIEW,  INC. 

Contact  Person: 

HELEN  MANESS 

Telephone: 

9197424879 

RP  Address: 

210  INGLE  STREET 

RP  City, St, Zip: 

SILER  CITY,  NC  27344- 

RP  County: 

Chatham 

Comments: 

File  reviewed  by  WSRO.  Database  entry 

5  Min  Quad: 

Not  reported 

S1 04547358 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 

Owner/Operator: 

Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 


21903 

1996-06-27  00:00:00 
2000-06-10  00:00:00 

(1)  7000  GAL  GAS  UST  REMOVED.  GROUND  WATER  SAMP  FROM  THE  TANK  PIT 
SHOWED  LOW  LEVELS  OF  BTEX. 

HELEN  MANESS 
4 
6 
3 
1 

Not  reported 
2000-07-20  00:00:00 
N 

Not  reported 

3 

3 
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Map  ID 

Direction 

MAP  FINDINGS 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

GREENVIEW  INC.  (Continued)  S1 04547358 


Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

PIRF 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

2000-10-18  00:00:00 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

2000-09-18  00:00:00 

IMD: 

Region:  RAL 

Facility  ID:  21903 

Date  Occurred:  6/27/1995 

Submit  Date:  6/10/2000 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  (1 )  7000  GAL  GAS  UST  REMOVED.  GROUND  WATER  SAMP  FROM  THE  TANK  PIT 
SHOWED  LOW  LEVELS  OF  BTEX. 

Operator:  HELEN  MANESS 

Contact  Phone:  9197424879 

Owner  Company:  GREENVIEW,  INC. 

Operator  Address:210  INGLE  STREET 

Operator  City:  SILER  CITY 

Oper  City,St,Zip:  SILER  CITY,  NC  27344- 

Ownership:  Private 

Operation:  Commercial 

Material:  Not  reported 

Oty  Lost  1 :  Not  reported 

Oty  Recovered  1 :  Not  reported 

Source:  Leak-underground 

Type:  Gasoline/diesel 

Location:  Facility 

Setting:  Urban 

Risk  Site:  L 

Site  Priority:  Not  reported 

Priority  Code:  Not  reported 

Priority  Update:  7/20/2000 

Dem  Contact:  MRP 

Wells  Affected:  No 

Num  Affected:  Not  reported 

Wells  Contam:  Not  reported 

Sampled  By:  Responsible  Parties 

Samples  Include:  3 

7.5  Min  Quad:  Not  reported 

5  Min  Quad:  Not  reported 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


GREENVIEW  INC.  (Continued) 


Latitude: 

35.72472222 

Longitude: 

-79.4625 

Latitude  Number: 

354329 

Longitude  Number: 

792745 

Latitude  Decimal: 

35.7247222222222 

Longitude  Decimal: 

79.4625 

GPS: 

7 

Agency: 

DWM 

Facility  ID: 

21903 

Last  Modified: 

10/18/2000 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

9/18/2000 

F23  CVS  PHARMACY  #4297  RCRA-LQG 

ENE  1506  EAST  11TH  STREET  (HIGHWAY  64) 

1/8-1/4  MOUNT  AIRY,  NC  27030 

0.214  ml. 

1131ft.  Site  2  of  3  in  cluster  F 


Relative: 

Lower 

Actual: 
585  ft. 


RCRA-LQG: 


Date  form  received  by  agency: 03/1 0/201 4 


Facility  name: 
Facility  address: 

EPA  ID: 

Mailing  address: 
Contact: 

Contact  address: 

Contact  country: 
Contact  telephone: 
Contact  email: 

EPA  Region: 

Land  type: 


CVS  PHARMACY  #4297 

1506  EAST  1 1TH  STREET  (HIGHWAY  64) 

MOUNT  AIRY,  NC  27030 

NCR0001 55366 

CVS  DR,  23062-A 

WOONSOCKET,  Rl  02895 

WENDY  L  BRANT 

CVS  DR,  23062-A 

WOONSOCKET,  Rl  02895 

US 

(401)  765-1500 

WENDY.BRANT@CVSCARMARK.COM 

04 

Private 


Classification:  Large  Quantity  Generator 

Description:  Handler:  generates  1 ,000  kg  or  more  of  hazardous  waste  during  any 

calendar  month;  or  generates  more  than  1  kg  of  acutely  hazardous  waste 
during  any  calendar  month;  or  generates  more  than  1 00  kg  of  any 
residue  or  contaminated  soil,  waste  or  other  debris  resulting  from  the 
cleanup  of  a  spill,  into  or  on  any  land  or  water,  of  acutely  hazardous 
waste  during  any  calendar  month;  or  generates  1  kg  or  less  of  acutely 
hazardous  waste  during  any  calendar  month,  and  accumulates  more  than 
kg  of  acutely  hazardous  waste  at  any  time;  or  generates  100  kg  or  less 
of  any  residue  or  contaminated  soil,  waste  or  other  debris  resulting 
from  the  cleanup  of  a  spill,  into  or  on  any  land  or  water,  of  acutely 
hazardous  waste  during  any  calendar  month,  and  accumulates  more  than 
1 00  kg  of  that  material  at  any  time 


EDR  ID  Number 
EPA  ID  Number 


SI  04547358 


1014956244 
NCR0001 55366 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


CVS  PHARMACY  #4297  (Continued) 


Owner/Operator  Summary: 
Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


NORTH  CAROLINA  CVS  PHARMACY  LLC 
CVS  DR 

WOONSOCKET,  Rl  02895 
US 

401-765-1500 
Private 
Operator 
11/19/2003 
Not  reported 


Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


NORTH  CAROLINA  CVS  PHARMACY,  L.L.C. 

Not  reported 

Not  reported 

Not  reported 

Not  reported 

Private 

Operator 

11/09/2003 

Not  reported 


Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


NORTH  CAROLINA  CVS  PHARMACY,  L.L.C. 
CVS  DR 

WOONSOCKET,  Rl  02895 
US 

(401)  765-1500 
Private 
Owner 
12/19/2003 
Not  reported 


Owner/operator  name: 
Owner/operator  address: 

Owner/operator  country: 
Owner/operator  telephone: 
Legal  status: 
Owner/Operator  Type: 
Owner/Op  start  date: 
Owner/Op  end  date: 


NORTH  CAROLINA  CVS  PHARMACY  LLC 
CVS  DR 

WOONSOCKET,  Rl  02895 
US 

401-765-1500 
Private 
Owner 
12/19/2003 
Not  reported 


Handler  Activities  Summary: 

U.S.  importer  of  hazardous  waste:  No 
Mixed  waste  (haz.  and  radioactive):  No 


Recycler  of  hazardous  waste:  No 

T ransporter  of  hazardous  waste:  No 

Treater,  storer  or  disposer  of  HW:  No 

Underground  injection  activity:  No 

On-site  burner  exemption:  No 

Furnace  exemption:  No 

Used  oil  fuel  burner:  No 

Used  oil  processor:  No 

User  oil  refiner:  No 

Used  oil  fuel  marketer  to  burner:  No 

Used  oil  Specification  marketer:  No 

Used  oil  transfer  facility:  No 


EDR  ID  Number 
EPA  ID  Number 


1014956244 
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Map  ID  [ 

MAP  FINDINGS 

Direction 

Distance 

EDR  ID  Number 

Elevation  Site 

Database(s)  EPA  ID  Number 

CVS  PHARMACY  #4297  (Continued) 

Used  oil  transporter:  No 


1014956244 


Waste  code: 

D001 

Waste  name: 

IGNITABLE  WASTE 

Waste  code: 

D002 

Waste  name: 

CORROSIVE  WASTE 

Waste  code: 

D004 

Waste  name: 

ARSENIC 

Waste  code: 

D005 

Waste  name: 

BARIUM 

Waste  code: 

D006 

Waste  name: 

CADMIUM 

Waste  code: 

D007 

Waste  name: 

CHROMIUM 

Waste  code: 

D008 

Waste  name: 

LEAD 

Waste  code: 

D009 

Waste  name: 

MERCURY 

Waste  code: 

D010 

Waste  name: 

SELENIUM 

Waste  code: 

D011 

Waste  name: 

SILVER 

Waste  code: 

D016 

Waste  name: 

2,4-D  (2, 4-DICHLOROPHENOXY ACETIC  ACID) 

Waste  code: 

D018 

Waste  name: 

BENZENE 

Waste  code: 

D024 

Waste  name: 

M-CRESOL 

Waste  code: 

D026 

Waste  name: 

CRESOL 

Waste  code: 

D027 

Waste  name: 

1,4-DICHLOROBENZENE 

Waste  code: 

D035 

Waste  name: 

METHYL  ETHYL  KETONE 

Waste  code: 

D039 

Waste  name: 

TETRACHLOROETHYLENE 

Waste  code: 

pool 

Waste  name: 

2H-1-BENZOPYRAN-2-ONE,  4-HYDROXY-3-(3-OXO-1-PHENYLBUTYL)-,  &  SALTS, 
WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3%  (OR)  WARFARIN 
SALTS,  WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3% 

TC04611581.2r  Page  73 


Map  ID 
Direction 
Distance 
Elevation 


CVS  PHARMACY  #4297  (Continued)  1014956244 

.  Waste  code:  P012 

.  Waste  name:  ARSENIC  OXIDE  AS203  (OR)  ARSENIC  TRIOXIDE 

.  Waste  code:  P075 

.  Waste  name:  NICOTINE,  &  SALTS  (OR)  PYRIDINE,  3-{1-METHYL-2-PYRROLIDINYL)-,(S)-,  & 

SALTS 

.  Waste  code:  P081 

.  Waste  name:  1 ,2,3-PROPANETRIOL,  TRINITRATE  (R)  (OR)  NITROGLYCERINE  (R) 

.  Waste  code:  PI  88 

.  Waste  name:  BENZOIC  ACID,  2-HYDROXY-,  COMPD.  WITH 

(3AS-CIS)-1,2,3,3A,8,8A-HEXAHYDRO-1,3A,8-TRIMETHYLPYRROLO[2,3-B]INDOL- 
-YL  METHYLCARBAMATE  ESTER  (1 :1)  (OR)  PHYSOSTIGMINE  SALICYLATE 

.  Waste  code:  U002 

.  Waste  name:  2-PROPANONE  (I)  (OR)  ACETONE  (I) 

.  Waste  code:  U010 

.  Waste  name:  AZIRINO  [2’,3’:3,4]PYRROLO[1 ,2-A]INDOLE-4,7-DIONE, 

6-AMINO-8-[[{AMINOCARBONYL)OXY]METHYL]-1,1A,2,8,8A,8B-HEXAHYDRO-8A-MET 
OXY-5-M ETHYL-,  [1  AS-{1  AALPHA,  8BETA,  8AALPHA,  8BALPHA)]-  (OR) 

MITOMYCIN  C 

.  Waste  code:  U031 

.  Waste  name:  1  -BUTANOL  (I)  (OR)  N-BUTYL  ALCOHOL  (I) 

.  Waste  code:  U034 

.  Waste  name:  ACETALDEHYDE,  TRICHLORO-  (OR)  CHLORAL 

.  Waste  code:  U035 

.  Waste  name:  BENZENEBUTANOIC  ACID,  4-[BIS(2-CHLOROETHYL)AMINO]-  (OR)  CHLORAMBUCIL 

.  Waste  code:  U044 

.  Waste  name:  CHLOROFORM  (OR)  METHANE,  TRICHLORO- 

.  Waste  code:  U058 

.  Waste  name:  2H-1 ,3,2-OXAZAPHOSPHORIN-2-AMINE,  N,N-BIS{2-CHLOROETHYL)TETRAHYDRO-, 

2-OXIDE  (OR)  CYCLOPHOSPHAMIDE 

.  Waste  code:  U059 

.  Waste  name:  5,12-NAPHTHACENEDIONE, 

8-ACETYL-10-[(3-AMINO-2,3,6-TRIDEOXY)-ALPHA-L-LYXO-HEXOPYRANOSYL)OXY]- 
,8,9,10-TETRAHYDRO-6,8,11-TRIHYDROXY-1-METHOXY-,  {8S-CIS)-  (OR) 
DAUNOMYCIN 

.  Waste  code:  U070 

.  Waste  name:  BENZENE,  1 ,2-DICHLORO-  (OR)  O-DICHLOROBENZENE 

.  Waste  code:  U072 

.  Waste  name:  BENZENE,  1 ,4-DICHLORO-  (OR)  P-DICHLOROBENZENE 

.  Waste  code:  U089 

.  Waste  name:  DIETHYLSTILBESTEROL  (OR)  PHENOL,  4,4’-(1 ,2-DIETHYL-1 ,2-ETHENEDIYL)BIS, 

(E)- 

.  Waste  code:  U122 
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Site  Database(s)  EPA  ID  Number 


CVS  PHARMACY  #4297  (Continued)  1014956244 


.  Waste  name: 

FORMALDEHYDE 

.  Waste  code: 

U129 

.  Waste  name: 

CYCLOHEXANE,  1 ,2,3,4,5,6-HEXACHLORO-,  (1  ALPHA,  2ALPHA,  3BETA,  4ALPHA 
5ALPHA,  6BETA)-  (OR)  LINDANE 

.  Waste  code: 

U132 

.  Waste  name: 

HEXACHLOROPHENE  (OR)  PHENOL,  2,2’-METHYLENEBIS[3,4,6-TRICHLORO- 

.  Waste  code: 

U150 

.  Waste  name: 

L-PHENYLALANINE,  4-[BIS(2-CHLOROETHYL)AMINO]-  (OR)  MELPHALAN 

.  Waste  code: 

U151 

.  Waste  name: 

MERCURY 

.  Waste  code: 

U154 

.  Waste  name: 

METHANOL  (1)  (OR)  METHYL  ALCOHOL  (1) 

.  Waste  code: 

U165 

.  Waste  name: 

NAPHTHALENE 

.  Waste  code: 

U188 

.  Waste  name: 

PHENOL 

.  Waste  code: 

U200 

.  Waste  name: 

RESERPINE  (OR)  YOHIMBAN-16-CARBOXYLIC  ACID, 

11,17-DIMETHOXY-18-[{3,4,5-TRIMETHOXYBENZOYL)OXY]-,  METHYL  ESTER, 
(3BETA,  16BETA,  17ALPHA,  18BETA,  20ALPHA)- 

.  Waste  code: 

U201 

.  Waste  name: 

1 ,3-BENZENEDIOL  (OR)  RESORCINOL 

.  Waste  code: 

U204 

.  Waste  name: 

SELENIOUS  ACID  (OR)  SELENIUM  DIOXIDE 

.  Waste  code: 

U205 

.  Waste  name: 

SELENIUM  SULFIDE  (OR)  SELENIUM  SULFIDE  SES2  {R,T) 

.  Waste  code: 

U206 

.  Waste  name: 

D-GLUCOSE,  2-DEOXY-2-[[{METHYLNITROSOAMINO)-CARBONYL]AMINO]-  (OR) 
GLUCOPYRANOSE,  2-DEOXY-2-{3-METHYL-3-NITROSOUREIDO)-,D-  (OR) 
STREPTOZOTOCIN 

.  Waste  code: 

U210 

.  Waste  name: 

ETHENE,  TETRACHLORO-  (OR)  TETRACHLOROETHYLENE 

.  Waste  code: 

U279 

.  Waste  name: 

CARBARYL  (OR)  1-NAPHTHALENOL,  METHYLCARBAMATE 

.  Waste  code: 

U411 

.  Waste  name: 

PHENOL,  2-{1-METHYLETHOXY)-,  METHYLCARBAMATE  (OR)  PROPOXUR 

Flistorical  Generators: 

Date  form  received  by  agency: 07/01/201 3 

Site  name: 

CVS  PHARMACY  #4297 

Classification: 

Large  Ouantity  Generator 
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CVS  PHARMACY  #4297  (Continued) 


1014956244 


Waste  code:  D001 

Waste  name:  IGNITABLE  WASTE 


Waste  code:  D002 

Waste  name:  CORROSIVE  WASTE 


Waste  code:  D009 

Waste  name:  MERCURY 


Waste  code:  D01 1 

Waste  name:  SILVER 


Waste  code:  P001 

Waste  name:  2H-1-BENZOPYRAN-2-ONE,  4-HYDROXY-3-(3-OXO-1-PHENYLBUTYL)-,  &  SALTS, 

WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3%  (OR)  WARFARIN,  & 
SALTS,  WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3% 


Waste  code:  P042 

Waste  name:  1 ,2-BENZENEDIOL,  4-[1-HYDROXY-2-{METHYLAMINO)ETHYL]-,  (R)-  (OR) 

EPINEPHRINE 


Waste  code:  P075 

Waste  name:  NICOTINE,  &  SALTS  (OR)  PYRIDINE,  3-(1-METHYL-2-PYRROLIDINYL)-,(S)-,  & 

SALTS 


Waste  code:  P081 

Waste  name:  1 ,2,3-PROPANETRIOL,  TRINITRATE  (R)  (OR)  NITROGLYCERINE  (R) 


Date  form  received  by  agency: 04/05/201 2 

Site  name:  CVS  PHARMACY  #4297 

Classification:  Conditionally  Exempt  Small  Ouantity  Generator 


Waste  code: 
Waste  name: 

Waste  code: 
Waste  name: 

Waste  code: 
Waste  name: 


Waste  code: 
Waste  name: 


D001 

IGNITABLE  WASTE 
D002 

CORROSIVE  WASTE 

pool 

2H-1-BENZOPYRAN-2-ONE,  4-HYDROXY-3-(3-OXO-1-PHENYLBUTYL)-,  &  SALTS, 
WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3%  (OR)  WARFARIN,  & 
SALTS,  WHEN  PRESENT  AT  CONCENTRATIONS  GREATER  THAN  0.3% 

P042 

1,2-BENZENEDIOL,  4-[1-HYDROXY-2-{METHYLAMINO)ETHYL]-,  (R)-  (OR) 
EPINEPHRINE 


Waste  code:  P075 

Waste  name:  NICOTINE,  &  SALTS  (OR)  PYRIDINE,  3-(1-METHYL-2-PYRROLIDINYL)-,(S)-,  & 

SALTS 


Waste  code:  P081 

Waste  name:  1 ,2,3-PROPANETRIOL,  TRINITRATE  (R)  (OR)  NITROGLYCERINE  (R) 


Violation  Status: 


No  violations  found 
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CVS  PHARMACY  #4297  (Continued) 


Evaluation  Action  Summary: 
Evaluation  date: 

Evaluation: 

Area  of  violation: 

Date  achieved  compliance: 
Evaluation  lead  agency: 


04/01/2015 

COMPLIANCE  EVALUATION  INSPECTION  ON-SITE 
Not  reported 
Not  reported 
State 


F24 

CIRCLE  K  2724660 

UST 

ENE 

1513  EAST  11TH  STREET,  HWY  64  Financial  Assurance 

1/8-1 /4 

SILER  CITY,  NC  27344 

0.219  mi. 

1154  ft. 

Site  3  of  3  in  cluster  F 

Relative: 

UST: 

Lower 

Facility  Id: 

00-0-0000035689 

Contact: 

CIRCLE  K  STORES  INC. 

Actual: 

Contact  Addressi : 

2440  WHITEHALL  PARK  DR  STE  800 

584  ft. 

Contact  Address2: 

Not  reported 

Contact  City/State/Zip: 

CHARLOTTE,  NC  28273-3553 

FIPS  County  Desc: 

Chatham 

Latitude: 

35.73340 

Longitude: 

-79.44261 

Tank  Id: 

1 

Tank  Status: 

Current 

Installed  Date: 

02/28/1998 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

15000 

Root  Tank  Id: 

208443 

Main  Tank: 

Yes 

Compartment  Tank: 

Yes 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  FRP 

Piping  Construction: 

Double  Wall  FRP 

Piping  System  Key: 

Pressurized  System 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

3 

Overfill  Protection  Name: 

Auto  Shutoff  Device 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS_KEY: 

Single  Wall  FRP 

Decode  for  PCONS_KEY: 

Double  Wall  FRP 

Decode  for  PSYS_KEY: 

Pressurized  System 

Tank  Id: 

IB 

Tank  Status: 

Current 

Installed  Date: 

02/28/1998 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

8000 

EDR  ID  Number 
EPA  ID  Number 


1014956244 


U003295387 

N/A 
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CIRCLE  K  2724660  (Continued)  U003295387 


Root  Tank  Id: 

208443 

Main  Tank: 

No 

Compartment  Tank: 

Yes 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  FRP 

Piping  Construction: 

Double  Wall  FRP 

Piping  System  Key: 

Pressurized  System 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

3 

Overfill  Protection  Name: 

Auto  Shutoff  Device 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS_KEY: 

Single  Wall  FRP 

Decode  for  PCONS_KEY: 

Double  Wall  FRP 

Decode  for  PSYS_KEY: 

Pressurized  System 

NC  Financial  Assurance  1 : 

Facility  ID:  00-0-0000035689 

Region:  1 

Financial  Responsibility  Desc:  Letter  of  Credit 
Financial  Responsibility  Name:Wells  Fargo  Bank,  N.A> 
Started  Date:  03/10/2013 

Ended  Date:  03/10/2014 


25 

BAKER  LIMESTONE,  INC. 

LUST 

U003562241 

WNW 

HIGHWAY  64 

UST 

N/A 

1/4-1 /2 

SILER  CITY,  NC  27344 

IMD 

0.252  mi. 

1332  ft. 

Relative: 

LUST: 

Higher 

Facility  ID: 

Not  reported 

UST  Number: 

RA-2600 

Actual: 

Incident  Number: 

16161 

618  ft. 

Contamination  Type: 

SL 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

01/21/1 993 

Date  Occur: 

01/04/1 993 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

04/24/2010 

Level  Of  Soil  Cleanup  Achieved: 

Soil  to  Groundwater 

Tank  Regulated  Status: 

R 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

COMMERCIAL 

Risk  Classification: 

H 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

10/12/2000 

Site  Priority: 

0 

Phase  Of  LSA  Req: 

Not  reported 

TC04611581.2r  Page  78 


Map  ID 
Direction 
Distance 
Elevation 


BAKER  LIMESTONE,  INC.  (Continued)  U003562241 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Industrial/commercial 

MTBE: 

No 

MTBE1: 

Unknown 

Flag: 

No 

Flagi: 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

File  Located  in  Archives 

RBCA  GW: 

Cleanups  to  2L.0202  standards 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

482 

Reel  Num: 

Not  reported 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

True 

Lat/Long  Decimal: 

35.7334  -79.4558 

Testlat: 

Not  reported 

Regional  Officer  Project  Mgr:  DMD 

Region: 

RAL 

Company: 

BAKER  LIMESTONE  COMPANY,  INC. 

Contact  Person: 

CHARLIE  W.  LEMONS,  JR. 

Telephone: 

919/742-4881 

RP  Address: 

P.O.  BOX  486 

RP  City,St,Zip: 

SILER  CITY,  NC  27344- 

RP  County: 

Not  reported 

Comments: 

IMPROPER  CLOSURE  OF  TWO  550  GAL  GAS  UST’S  11/30/07  -  LSA  NORR  Issued. 

-  CED  ////Site  visit  1 0/1/09  indicated  site  lies  in  area  served  by 
city/county  water  system  with  some  possibility  of  interspersed  supply 
wells  within  1000’;  therefore,  potential  risk  is  High.  File  review 
indicates  "suspected”  release  based  on  petroleum  odor;  no  samples 
collected;  sending  ISA  NORR.  -DMD,10/8/09////Mailed  file  documents  to 
Ms.  Key  at  her  request-dmd,1 1-5-09////ATC  - 18’  soil  boring/no  water 
sample  (send  report  fail  NOV  -  complete  ISA  due  in  30  days)--DMD, 

3/1 0/1 0////This  revised  report  includes  groundwater  data.  No  soil  or 
groundwater  violations;  therefore,  NFA.-DMD, 4/23/10//// 

5  Min  Quad:  Not  reported 

PIRF: 


Facility  Id: 

16161 

Date  Occurred: 

1993-01-04  00:00:00 

Date  Reported: 

1996-08-14  00:00:00 

Description  Of  Incident: 

2  550  GAL.  USTS  WERE  REMOVED. 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 

Site  Priority: 

20E 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

Not  reported 

Samples  Include: 

0 

7#5  Minute  Quad: 

Not  reported 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 
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BAKER  LIMESTONE,  INC.  (Continued)  U003562241 


Release  Code: 

Not  reported 

Source  Code: 

Min_Soil 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

2010-04-24  00:00:00 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

UST: 

Facility  Id: 

00-0-0000007479 

Contact: 

BAKER  LIMESTONE,  INC. 

Contact  Addressi : 

HIGHWAY  64 

Contact  Address2: 

Not  reported 

Contact  City/State/Zip: 

SILER  CITY,  NC  27344 

FIPS  County  Desc: 

Chatham 

Latitude: 

0 

Longitude: 

0 

Tank  Id: 

1 

Tank  Status: 

Removed 

Installed  Date: 

02/28/1976 

Perm  Close  Date: 

01/04/1993 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

500 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Unknown 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spill  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Unknown 

Decode  for  PSYS_KEY: 

Unknown 
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BAKER  LIMESTONE,  INC.  (Continued)  U003562241 


Tank  Id: 

2 

Tank  Status: 

Removed 

Installed  Date: 

03/02/1966 

Perm  Close  Date: 

01/04/1993 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

500 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

Not  reported 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Unknown 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

1 

Overfill  Protection  Name: 

Unknown 

Spill  Protection  Key: 

1 

Spili  Protection  Name: 

Unknown 

Leak  Detection  Key: 

-1 

Leak  Detection  Name: 

Unknown 

Decode  for  TCONS_KEY: 

Single  Wall  Steel 

Decode  for  PCONS_KEY: 

Unknown 

Decode  for  PSYS_KEY: 

Unknown 

IMD: 

Region:  RAL 

Facility  ID:  16161 

Date  Occurred:  1/4/1993 

Submit  Date:  8/14/1996 

GW  Contam:  No  Groundwater  Contamination  detected 

Soil  Contam:  Yes 

Incident  Desc:  2  550  GAL.  USTS  WERE  REMOVED. 

Operator:  BUDDY  LEMONS 

Contact  Phone:  919/742-4881 

Owner  Company:  BAKER  LIMESTONE 

Operator  Address:P.O.  BOX  486 

Operator  City:  SILER  CITY 

Oper  City, St, Zip:  SILER  CITY,  NC  27344- 

Ownership:  Private 

Operation:  Commercial 

Material:  GASOLINE 

Oty  Lost  1 :  Not  reported 

Oty  Recovered  1 :  Not  reported 

Source:  Leak-underground 

Type:  Gasoline/diesel 

Location:  Facility 

Setting:  Urban 

Risk  Site:  Not  reported 

Site  Priority:  20E 

Priority  Code:  E 

Priority  Update:  Not  reported 

Dem  Contact:  MAF 

Wells  Affected:  Not  reported 

Num  Affected:  0 
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BAKER  LIMESTONE,  INC.  (Continued)  U003562241 


Wells  Contam:  Not  reported 

Sampled  By:  Not  reported 

Samples  Include:  Not  reported 

7.5  Min  Quad: 

Not  reported 

5  Min  Quad: 

Not  reported 

Latitude: 

Not  reported 

Longitude: 

Not  reported 

Latitude  Number: 

Not  reported 

Longitude  Number: 

Not  reported 

Latitude  Decimal: 

Not  reported 

Longitude  Decimal: 

Not  reported 

GPS: 

NQD 

Agency: 

DWM 

Facility  ID: 

16161 

Last  Modified: 

Not  reported 

Incident  Phase: 

RE 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

26 

FIELDS,  RUTH  RENTAL  PROP. 

LAST 

SI  057651 10 

WSW 

618  E.  4TH  STREET 

LUST 

N/A 

1/4-1 /2 

SILER  CITY,  NC  27344 

IMD 

0.275  mi. 

1453  ft. 

Relative: 

LAST: 

Higher 

Facility  ID: 

N/A 

LIST  Number: 

RA- 14424 

Actual: 

Incident  Number: 

14424 

625  ft. 

Contamination  Type: 

NO 

Source  Type: 

19 

Product  Type: 

N 

Date  Reported: 

03/31/1 995 

Date  Qccur: 

03/31/1 995 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Qut: 

Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Not  reported 

Tank  Regulated  Status: 

Not  reported 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  LIST  Site: 

Not  reported 

Risk  Classification: 

Not  reported 

Risk  Class  Based  On  Review: 

U 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

10 

Phase  Of  LSA  Reg: 

Not  reported 

Site  Risk  Reason: 

Not  reported 
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FIELDS,  RUTH  RENTAL  PROP.  (Continued) 


S1 057651 10 


Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 

Current  Status: 

RBCA  GW: 

PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 
Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 


5  Min  Quad: 


Not  reported 
No 

Unknown 

No 

No 

Not  reported 
0 
C 

Not  reported 
Not  reported 
False 
0 
0 

False 

False 

0 

Not  reported 
False 

35  43  47.64  79  27  19.5 
35.72990  -79.45542 
Not  reported 

CED 
RAL 

STATE  LEAD 
Not  reported 
Not  reported 
Not  reported 
NC 

Not  reported 

ANON.CALL-MARK  GAINES(RENTER)SAID  TANK  HAD  OVERFLOW  ACROSS  YARD  AFTER 
RAIN  -  3/7/08  -  NO  FILE. 

Not  reported 


PIRF: 


Facility  Id: 

14424 

Date  Occurred: 

Not  reported 

Date  Reported: 

Not  reported 

Description  Of  Incident: 

Not  reported 

Owner/Operator: 

Not  reported 

Ownership: 

5 

Operation  Type: 

5 

Type: 

Not  reported 

Location: 

Not  reported 

Site  Priority: 

10E 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Wells  Affected  Number: 

0 

Samples  Taken  By: 

Not  reported 

Samples  Include: 

Not  reported 

7#5  Min  Quad: 

Not  reported 

5  Min  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Source  Type: 

0 

Last  Modified: 

7/14/2003 
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FIELDS,  RUTH  RENTAL  PROP.  (Continued)  S1 057651 10 


Incident  Phase: 

FU 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

LUST: 

Facility  ID: 

Not  reported 

UST  Number: 

RA-2261 

Incident  Number: 

14424 

Contamination  Type: 

SL 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

03/31/1 995 

Date  Occur: 

05/01/1 995 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Not  reported 

Tank  Regulated  Status: 

N 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

NON  COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

10E 

Phase  Of  LSA  Reg: 

Not  reported 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Not  reported 

MTBE: 

No 

MTBEf: 

Unknown 

Flag: 

No 

Flagf: 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

File  Located  in  Flouse 

RBCA  GW: 

Not  reported 

PETOPT: 

4 

RPL: 

False 

CD  Num: 

Not  reported 

Reel  Num: 

Not  reported 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7288  -79.4527 

Testlat: 

Not  reported 

Regional  Officer  Project  Mgr: 

STF 
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FIELDS,  RUTH  RENTAL  PROP.  (Continued) 


S1 057651 10 


Region: 
Company: 
Contact  Person: 
Telephone: 

RP  Address: 

RP  City, St, Zip: 
RP  County: 
Comments: 


5  Min  Quad: 


RAL 

STATE  LEAD 
Not  reported 
733-8486 
Not  reported 
Not  reported 
Not  reported 

anon.call-mark  gaines{renter)said  tank  had  overflow  across  yard  after 
rain  //  Heating  oil  displaced  from  HHO  LIST  causing  surface  staining 
and  grass  to  die.  Anonymous  complaint  called  in,  RRO  investigated.  RP 
is  deceased.  Accepted  as  State  lead  site  per  letter  dated  10/02/95, 
RKD.///Sent  to  CO  on  07-26-2006.. tw.. 

Not  reported 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 
Owner/Operator: 
Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 

Priority  Update: 

Wells  Affected  Y/N: 
Samples  Include: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 


14424 

1995-03-31  00:00:00 
1995-08-14  00:00:00 

MINOR  SOIL  CONTAMINATION  CONFIRMED  FROM  HEATING  OIL  UST  SPILL. 
RUTH  FIELDS 
4 

3 

4 
7 

10E 

Not  reported 
Not  reported 
0 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Min_Soil 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


Last  Modified: 

Incident  Phase: 

NOV  Issued: 

NORR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Response 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


IMD: 

Region: 

Facility  ID: 

Date  Occurred: 
Submit  Date: 
GW  Contam: 


RAL 
14424 
3/31/1 995 
3/31/1 995 

No  Groundwater  Contamination  detected 
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FIELDS,  RUTH  RENTAL  PROP.  (Continued)  S1 057651 10 

Soil  Contam:  Yes 

Incident  Desc:  ANON. CALL-MARK  GAINES{RENTER)SAID  TANK  HAD  OVERFLOW  ACROSS  YARD  AFTER 

RAIN 

Operator: 

Contact  Phone:  733-8486 

Owner  Company:  STATE  LEAD 

Operator  Address:Not  reported 

Operator  City:  Not  reported 

Oper  City, St, Zip:  733-8486 

Ownership:  Federal 

Operation:  Industrial 

Material:  #2  FUEL  OIL 

Oty  Lost  1 :  Not  reported 

Oty  Recovered  1 :  Not  reported 

Source:  Spill-surface 

Type:  Heating  Oil 

Location:  Residence 

Setting:  Residential 

Risk  Site:  L 

Site  Priority:  Not  reported 

Priority  Code:  E 

Priority  Update:  Not  reported 

Dem  Contact:  ERIC  RICE 

Wells  Affected:  No 

Num  Affected:  0 

Wells  Contam:  Not  reported 

Sampled  By:  Not  reported 

Samples  Include:  Not  reported 

7.5  Min  Quad:  Not  reported 

5  Min  Quad:  Not  reported 

Latitude:  Not  reported 

Longitude:  Not  reported 

Latitude  Number:  354344 

Longitude  Number:  792710 

Latitude  Decimal:  35.7288888888889 

Longitude  Decimal:  79.4527777777778 

GPS:  GPS 

Agency:  DWQ 

Facility  ID:  14424 

Last  Modified:  7/14/2003 

Incident  Phase:  Follow  Up 

NOV  Issued:  Not  reported 

NORR  Issued:  Not  reported 

45  Day  Report:  Not  reported 

Public  Meeting  Held:  Not  reported 

Corrective  Action  Planned:  Not  reported 

SOC  Sighned:  Not  reported 

Reclassification  Report:  Not  reported 

RS  Designation:  Not  reported 

Closure  Request  Date:  Not  reported 

Close-out  Report:  Not  reported 
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27 

FEDERMAN  PROPERTY,  KAREN 

LUST 

SSW 

721  E.  RALEIGH  STREET 

LUST  TRUST 

1/4-1 /2 

SILER  CITY,  NC  27344 

0.325  mi. 

1717  ft. 

Relative: 

LUST: 

Higher 

Facility  ID: 

Not  reported 

UST  Number: 

RA-7341 

Actual: 

Incident  Number: 

39467 

627  ft. 

Contamination  Type: 

GW 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

11/26/2013 

Date  Occur: 

11/25/2013 

Cleanup: 

11/21/2013 

Closure  Request: 

Not  reported 

Close  Out: 

03/25/2014 

Level  Of  Soil  Cleanup  Achieved:  Industrial/Commercial 

Tank  Regulated  Status: 

N 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  LIST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type: 

NOV  Issue  Date: 


NORR  Issue  Date: 
Site  Priority: 

Phase  Of  LSA  Req: 
Site  Risk  Reason: 
Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 


PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 
Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 


NON  COMMERCIAL 
L 
L 

Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Residential 
No 

Unknown 

No 

No 

04/04/2014 

0 

File  Located  in  Flouse 
Cleanups  to  alternate  standards 
4 

False 

0 

0 

False 

False 

0 

N 

False 

35.7264  -79.4541 
Not  reported 

ccw 
RAL 

Not  reported 
Karen  Federman 
9196355215 
4712  American  Drive 
durham,  NC  27707 
Not  reported 


Comments: 


received  original  copy  of  NRP  filing.  -CCW 


EDR  ID  Number 
EPA  ID  Number 


S11 5705352 
N/A 
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FEDERMAN  PROPERTY,  KAREN  (Continued) 

5  Min  Quad:  Not  reported 

PIRF: 

Facility  Id: 

39467 

Date  Occurred: 

2013-11-25  00:00:00 

Date  Reported: 

2013-11-26  00:00:00 

Description  Of  Incident: 

Not  reported 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

3 

Type: 

4 

Location: 

7 

Site  Priority: 

Not  reported 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

Y 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Not  reported 

Err  Type: 

2 

Cause: 

3 

Source: 

A 

Ust  Number: 

P 

Last  Modified: 

2014-03-25  00:00:00 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

LUST  TRUST: 

Facility  ID: 

Not  reported 

Site  ID: 

39467 

Site  Note: 

Noncommercial;  first  apply  a  $1 ,000  deductible  then  reimburse  90‘ 
subsequent  approved  costs  until  a  maximum  deductible  of  $2,000 
reached.  Then  reimburse  at  100%.  [CGS  7/16/14] 

Site  Eligible?: 

True 

Commercial  Find: 

100%  Non-Commercial 

Priority  Rank: 

Not  reported 

Deductable  Amount: 

2000 

3rd  Party  Deductable  Amt: 

0 

Sum  3rd  Party  Amt  Applied: 

0 

Clink  this  hyperlink  while  viewing  on  your  computer  to  access 
additional  NC  LUST  TRUST :  detail  in  the  EDR  Site  Report. 


EDR  ID  Number 
EPA  ID  Number 


S1 15705352 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


28 

STOVALL’S  MINI  MART 

LUST 

SI  063491 87 

WNW 

801  E.  11TH  STREET 

IMD 

N/A 

1/4-1 /2 

SILER  CITY,  NC  27344 

0.338  mi. 

1785  ft. 

Relative: 

LUST: 

Higher 

Facility  ID: 

Not  reported 

UST  Number: 

RA-4067 

Actual: 

Incident  Number: 

24266 

621  ft. 

Contamination  Type: 

GW 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

05/20/1 997 

Date  Occur: 

11/26/1 996 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

03/06/2012 

Level  Of  Soil  Cleanup  Achieved:  Residential 

Tank  Regulated  Status: 

R 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site:  COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review:  L 

Corrective  Action  Plan  Type:  Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

Not  reported 

Phase  Of  LSA  Reg: 

1 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Not  reported 

MTBE: 

No 

MTBE1: 

Unknown 

Flag: 

No 

Flagi: 

No 

LUR  Filed: 

02/08/2012 

Release  Detection: 

0 

Current  Status: 

File  Located  in  Flouse 

RBCA  GW: 

Cleanups  to  alternate  standards 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

Not  reported 

Reel  Num: 

Not  reported 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7334  -79.4569 

Testlat: 

Not  reported 

Regional  Officer  Project  Mgr:  STF 

Region: 

RAL 

Company: 

Lee  Oil  Company 

Contact  Person: 

Not  reported 

Telephone: 

Not  reported 

RP  Address: 

Not  reported 

RP  City, St, Zip: 

NC 

RP  County: 

Not  reported 

Comments: 

THIS  REPORT  WAS  REVIEWED  BY  KCG-WSRO  (ZMB)///  Site  visit,  no  WSW 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


STOVALL’S  MINI  MART  (Continued) 

S1 063491 87 

seen.  08/25/2005,  JFM/// 

5  Min  Quad:  Not  reported 

PIRF: 

Facility  Id: 

24266 

Date  Occurred: 

1996-11-26  00:00:00 

Date  Reported: 

2002-05-16  00:00:00 

Description  Of  Incident: 

TWO  10K  GALLON  UST’S  REMOVED.  SOIL  CONTAMINATION  DETECTED  IN  SAMPLES 
COLLECTED  AT  CLOSURE 

Owner/Operator: 

BOBBY  STOVALL 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 

Site  Priority: 

U 

Priority  Update: 

2002-05-16  00:00:00 

Wells  Affected  Y/N: 

Not  reported 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

Not  reported 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Not  reported 

Err  Type: 

2 

Cause: 

Not  reported 

Source: 

C 

Ust  Number: 

C 

Last  Modified: 

2012-03-06  00:00:00 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

IMD: 

Region:  RAL 

Facility  ID:  24266 

Date  Occurred:  11/26/1996 

Submit  Date:  5/16/2002 

Not  reported 

GW  Contam:  Yes,  Groundwater  Contamination  has  been  detected 

Soil  Contam:  No 

Incident  Desc:  TWO  10K  GALLON  UST’S  REMOVED.  SOIL  CONTAMINATION  DETECTED  IN  SAMPLES 

COLLECTED  AT  CLOSURE 

Operator:  Not  reported 

Contact  Phone:  Not  reported 

Owner  Company:  UNKNOWN 

Operator  Address:Not  reported 

Operator  City:  Not  reported 

Oper  City, St, Zip:  NC 

Ownership:  Private 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


STOVALL’S  MINI  MART  (Continued) 

Operation:  Commercial 

Material:  Not  reported 

Qty  Lost  1 :  Not  reported 

Qty  Recovered  1 :  Not  reported 


Source: 

Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 

Priority  Code: 
Priority  Update: 

Dem  Contact: 

Wells  Affected: 

Num  Affected: 

Wells  Contam: 
Sampled  By: 
Samples  Include 
7.5  Min  Quad: 

5  Min  Quad: 
Latitude: 

Longitude: 

Latitude  Number: 
Longitude  Number: 
Latitude  Decimal: 
Longitude  Decimal: 
GPS: 

Agency: 

Facility  ID: 

Last  Modified: 
Incident  Phase: 
NOV  Issued: 

NORR  Issued: 

45  Day  Report: 
Public  Meeting  Field 


Leak-underground 

Gasoline/diesel 

Facility 

Residential 

Not  reported 

U 

Not  reported 

5/16/2002 

JFM 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
2 

DWM 
24266 
5/16/2002 
RE 

Not  reported 
Not  reported 
Not  reported 
Not  reported 


Corrective  Action  Planned:  Not  reported 


SQC  Sighned: 
Reclassification  Report: 
RS  Designation: 
Closure  Request  Date: 
Close-out  Report: 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


S1 063491 87 


29 

CHATHAM  COUNTY  HEALTH  DEPT. 

LUST 

SI  0491 41 98 

South 

1105  E.  CARDINAL  STREET 

IMD 

N/A 

1/4-1 /2 

SILER  CITY,  NC  27344 

0.339  mi. 

1791  ft. 

Relative: 

LUST: 

Lower 

Facility  ID: 

00-0-000 

UST  Number: 

RA-3447 

Actual: 

Incident  Number: 

22008 

570  ft. 

Contamination  Type: 

SL 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

02/06/1 998 

Date  Qccur: 

12/11/1 997 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


CHATHAM  COUNTY  HEALTH  DEPT.  (Continued) 


S1 0491 41 98 


Cleanup:  12/11/1997 

Closure  Request:  1998-02-16  00:00:00 

Close  Out:  07/21/2000 

Level  Of  Soil  Cleanup  Achieved:  Not  reported 

Tank  Regulated  Status:  R 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  LIST  Site:  COMMERCIAL 
Risk  Classification:  L 

Risk  Class  Based  On  Review:  L 

Corrective  Action  Plan  Type:  Not  reported 


NOV  Issue  Date: 

NORR  Issue  Date: 

Site  Priority: 

Phase  Of  LSA  Req: 

Site  Risk  Reason: 

Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi: 

LUR  Filed: 

Release  Detection: 

Current  Status: 

RBCA  GW: 

PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 

Region: 

Company: 

Contact  Person: 

Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments:  Not  reported 

5  Min  Quad:  Not  reported 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
No 

Unknown 

No 

No 

Not  reported 
0 

File  Located  in  Archives 
Not  reported 
3 

False 

84 

232 

False 

False 

0 

N 

False 

35.7243  -79.4491 
Not  reported 


MRP 

RAL 

COUNTY  OF  CHATHAM 
JAMES  WATSON 
9195428254 
P.  O.  BOX  87 
PITTSBORO,  NC  27312- 
CHATHAM 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 

Owner/Operator: 

Ownership: 

Operation  Type: 

Type: 

Location: 

Site  Priority: 


22008 

1997-12-11  00:00:00 
2000-07-18  00:00:00 

(1)1 0000  GAL  GAS  TANK  WAS  REMOVED.  SOIL  REMOVED  TO  REMOVE  TANK  WAS 
SAMP  &  STOCKPILE  SAMP  REVEALED  14PPM,  ALL  BOTTOM  SAMP  WAS  BDL 
CONTACT:  JAMES  WATSON 
6 
1 
3 
1 
L 
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Map  ID 
Direction 
Distance 
Elevation 


MAP  FINDINGS 


EDR  ID  Number 

Site  Database(s)  EPA  ID  Number 


CHATHAM  COUNTY  HEALTH  DEPT.  (Continued)  S1 0491 41 98 


Priority  Update: 

2000-08-03  00:00:00 

Wells  Affected  Y/N: 

Not  reported 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

3 

5  Minute  Quad: 

2 

Pirf/Min  Soil: 

SILERCI 

Release  Code: 

Not  reported 

Source  Code: 

MIN_SOIL 

Err  Type: 

Not  reported 

Cause: 

Not  reported 

Source: 

Not  reported 

Ust  Number: 

Not  reported 

Last  Modified: 

2000-09-28  00:00:00 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

2000-07-21  00:00:00 

IMD: 

Region:  RAL 

Facility  ID:  22008 

Date  Occurred:  12/11/1997 

Submit  Date:  7/18/2000 

GW  Contam:  No  Groundwater  Contamination  detected 

Soil  Contam:  Yes 

Incident  Desc:  (1)1 0000  GAL  GAS  TANK  WAS  REMOVED.  SOIL  REMOVED  TO  REMOVE  TANK  WAS 
SAMP  &  STOCKPILE  SAMP  REVEALED  14PPM,  ALL  BOTTOM  SAMP  WAS  BDL. 
JAMES  WATSON 
9195428254 

Owner  Company:  COUNTY  OF  CHATHAM 
Operator  Address:P.  O.  BOX  87 
Operator  City:  PITTSBORO 

Oper  City, St, Zip:  PITTSBORO,  NC  27312- 
County 
Public  Service 
GASOLINE 
Not  reported 
Not  reported 
Leak-underground 
Gasoline/diesel 
Facility 
Urban 
L 
L 
L 

8/3/2000 
MRP 

Not  reported 
Not  reported 


Operator: 
Contact  Phone: 


Ownership: 

Operation: 

Material: 

Oty  Lost  1 : 

Oty  Recovered  1 : 
Source: 

Type: 

Location: 

Setting: 

Risk  Site: 

Site  Priority: 
Priority  Code: 
Priority  Update: 
Dem  Contact: 
Wells  Affected: 
Num  Affected: 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


EDR  ID  Number 
Database(s)  EPA  ID  Number 


CHATHAM  COUNTY  HEALTH  DEPT.  (Continued)  S1 0491 41 98 


Wells  Contam:  Not  reported 

Sampled  By:  Responsible  Parties 

Samples  Include:  Soil  Samples 

7.5  Min  Quad: 

SILERCI 

5  Min  Quad: 

Not  reported 

Latitude: 

35.72361 1 1 1 

Longitude: 

-79.45111111 

Latitude  Number: 

354325 

Longitude  Number: 

792704 

Latitude  Decimal: 

35.72361 11111111 

Longitude  Decimal: 

79.4511111111111 

GPS: 

NOD 

Agency: 

DWM 

Facility  ID: 

22008 

Last  Modified: 

9/28/2000 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Sighned: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

7/21/2000 

30 

HIGDON  RESIDENTIAL  UST 

LUST 

SI 10303248 

SW 

604  E  RALEIGH  ST 

LUST  TRUST 

N/A 

1/4-1 /2 

SILER  CITY,  NC  27355 

0.481  mi. 

2542  ft. 

Relative: 

LUST: 

Higher 

Facility  ID: 

Not  reported 

UST  Number: 

RA-6630 

Actual: 

Incident  Number: 

33792 

662  ft. 

Contamination  Type: 

SL 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

01/15/2010 

Date  Occur: 

01/12/2010 

Cleanup: 

Not  reported 

Closure  Request: 

Not  reported 

Close  Out: 

02/26/2010 

Level  Of  Soil  Cleanup  Achieved: 

Soil  to  Groundwater 

Tank  Regulated  Status: 

N 

#  Of  Supply  Wells: 

0 

Commercial/NonCommercial  UST  Site: 

NON  COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

Not  reported 

Phase  Of  LSA  Reg: 

Not  reported 

Site  Risk  Reason: 

Not  reported 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


HIGDON  RESIDENTIAL  UST  (Continued) 


Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagt: 

LUR  Filed: 

Release  Detection: 
Current  Status: 
RBCA  GW: 
PETOPT: 


Residential 

No 

Unknown 

No 

No 

Not  reported 
0 


File  Located  in  Archives 
Cleanups  to  2L.0202  standards 
4 


RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 
Testlat: 

Regional  Officer  Project 
Region: 

Company: 

Contact  Person: 
Telephone: 

RP  Address: 

RP  City, St, Zip: 

RP  County: 

Comments: 


5  Min  Quad: 


False 

482 

0 

False 

False 

0 

N 

False 

35.7249  -79.4567 
Not  reported 
Mgr:  DMD 

RAL 

Not  reported 

DAN  HIGDON 

2316202058 

1766  STOCKYARD  RD 

STALEY,  NC  27355 

Not  reported 

On  1/20/10,  following  prior  removal  of  550  gal  UST,  28.10  tons  of 
contaminated  soil  were  excavated.  Soil  samples  indicated  no 
exceedance  of  MSCCs-dmd/2/26/1 0//// 

Not  reported 


PIRF: 


Facility  Id: 

33792 

Date  Occurred: 

2010-01-12  01 

Date  Reported: 

2010-01-15  01 

Description  Of  Incident: 

On  1/20/10,  fc 
contaminated 
exceedance  c 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

3 

Type: 

4 

Location: 

7 

Site  Priority: 

Not  reported 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

Y 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Not  reported 

Err  Type: 

2 

Cause: 

3 

Source: 

A 

Ust  Number: 

P 

of  550  gal  UST,  28.10  tons  of 
Soil  samples  indicated  no 


EDR  ID  Number 
EPA  ID  Number 


S11 0303248 
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Map  ID 
Direction 
Distance 
Elevation  Site 


MAP  FINDINGS 


Database(s) 


HIGDON  RESIDENTIAL  UST  (Continued) 


Last  Modified: 

Not  reported 

Incident  Phase: 

Closed  Out 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Field: 

Not  reported 

Corrective  Action  Planned: 

Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 

LUST  TRUST: 


Facility  ID: 
Site  ID: 
Site  Note: 


Not  reported 
33792 

Noncommercial;  100%  eligible;  $0  deductible.  Track  this  as  a  site  that 
would  have  been  5K  +  10%  as  this  is  receiving  100%  because  of  Session 
Law  2010-1 54.  [CGS  1 2/1 5/1 0] 


Site  Eligible?: 

Commercial  Find: 

Priority  Rank: 

Deductable  Amount: 

3rd  Party  Deductable  Amt: 


True 

100%  Non-Commercial 
Not  reported 
0 
0 


Sum  3rd  Party  Amt  Applied:  0 


Clink  this  hyperlink  while  viewing  on  your  computer  to  access 
additional  NC  LUST  TRUST :  detail  in  the  EDR  Site  Report. 


EDR  ID  Number 
EPA  ID  Number 


S11 0303248 
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Count:  8  records. 


ORPHAN  SUMMARY 


City 

EDR  ID 

Site  Name 

Site  Address 

Zip 

Database(s) 

SILER  CITY 

U0031 45606 

THE  PANTRY  4658  DBA  PARK  N  SHOP  14 

1516  EAST  11 TH  STREET 

27344 

LUST,  LUST  TRUST,  UST,  Financial 

Assurance 

SILER  CITY 

S1 17329820 

OUlCKIE  WAY  MART 

1322  EAST  11  TH  STREET 

27344 

LUST,  LUST  TRUST 

SILER  CITY 

U0031 43428 

FIVE-STAR 

1212  E  11TH  ST 

27344 

LUST,  UST 

SILER  CITY 

SI  0936731 2 

CHATHAM  CHEVROLET  BUICK  PONTIAC 

1402  EAST  11  TH  STREET 

27344 

LUST 

SILER  CITY 

SI  0521 9249 

TANK  &  TUMMY  #3 

HWY  64  AND  E.  3RD  STREET 

LUST  TRUST 

SILER  CITY 

1003868269 

HARRELSON  RUBBER  CO 

S  CHATHAM  AVE 

27344 

SEMS-ARCHIVE 

SILER  CITY 

S1 17845923 

CHATHAM  CREATIVE  ARTS  PROPERTY 

1380&  144  N.  CHATHAM  AVE. 

LAST 

SILER  CITY 

SI  05765406 

SERVCO-SILER  CITY 

408  NORTH  SECOND  ST. 

27344 

LUST,  IMD 
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GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


To  maintain  currency  of  the  following  federal  and  state  databases,  EDR  contacts  the  appropriate  governmental  agency 
on  a  monthly  or  quarterly  basis,  as  required. 

Number  of  Days  to  Update:  Provides  confirmation  that  EDR  is  reporting  records  that  have  been  updated  within  90  days 
from  the  date  the  government  agency  made  the  information  available  to  the  public. 

STANDARD  ENVIRONMENTAL  RECORDS 

Federal  NPL  site  list 

NPL:  National  Priority  List 

National  Priorities  List  (Superfund).  The  NPL  is  a  subset  of  CERCLIS  and  identifies  over  1 ,200  sites  for  priority 
cleanup  under  the  Superfund  Program.  NPL  sites  may  encompass  relatively  large  areas.  As  such,  EDR  provides  polygon 
coverage  for  over  1 ,000  NPL  site  boundaries  produced  by  EPA’s  Environmental  Photographic  Interpretation  Center 
(EPIC)  and  regional  EPA  offices. 

Date  of  Government  Version:  03/07/2016 
Date  Data  Arrived  at  EDR:  04/05/2016 
Date  Made  Active  in  Reports:  04/15/2016 
Number  of  Days  to  Update:  1 0 


NPL  Site  Boundaries 
Sources: 

EPA’s  Environmental  Photographic  Interpretation  Center  (EPIC) 

Telephone:  202-564-7333 

EPA  Region  1  EPA  Region  6 

Telephone  61 7-91 8-1143  Telephone:  21 4-655-6659 

EPA  Region  3  EPA  Region  7 

Telephone  21 5-81 4-541 8  Telephone:  91 3-551  -7247 

EPA  Region  4  EPA  Region  8 

Telephone  404-562-8033  Telephone:  303-31 2-6774 

EPA  Region  5  EPA  Region  9 

Telephone  31 2-886-6686  Telephone:  41 5-947-4246 

EPA  Region  10 
Telephone  206-553-8665 

Proposed  NPL:  Proposed  National  Priority  List  Sites 

A  site  that  has  been  proposed  for  listing  on  the  National  Priorities  List  through  the  issuance  of  a  proposed  rule 
in  the  Federal  Register.  EPA  then  accepts  public  comments  on  the  site,  responds  to  the  comments,  and  places  on 
the  NPL  those  sites  that  continue  to  meet  the  requirements  for  listing. 

Date  of  Government  Version:  03/07/2016  Source:  EPA 

Date  Data  Arrived  at  EDR:  04/05/2016  Telephone:  N/A 

Date  Made  Active  in  Reports:  04/15/2016  Last  EDR  Contact:  04/05/2016 

Number  of  Days  to  Update:  1 0  Next  Scheduled  EDR  Contact:  04/1 8/201 6 

Data  Release  Frequency:  Quarterly 

NPL  LIENS:  Federal  Superfund  Liens 

Federal  Superfund  Liens.  Under  the  authority  granted  the  USEPA  by  CERCLA  of  1980,  the  USEPA  has  the  authority 
to  file  liens  against  real  property  in  order  to  recover  remedial  action  expenditures  or  when  the  property  owner 
received  notification  of  potential  liability.  USEPA  compiles  a  listing  of  filed  notices  of  Superfund  Liens. 

Date  of  Government  Version:  10/15/1991  Source:  EPA 

Date  Data  Arrived  at  EDR:  02/02/1994  Telephone:  202-564-4267 

Date  Made  Active  in  Reports:  03/30/1 994  Last  EDR  Contact:  08/1 5/201 1 

Number  of  Days  to  Update:  56  Next  Scheduled  EDR  Contact:  1 1/28/201 1 

Data  Release  Frequency:  No  Update  Planned 


Source:  EPA 

Telephone:  N/A 

Last  EDR  Contact:  04/05/2016 

Next  Scheduled  EDR  Contact:  04/18/2016 

Data  Release  Frequency:  Quarterly 
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Federal  Delisted  NPL  site  list 

Delisted  NPL:  National  Priority  List  Deletions 

The  National  Oil  and  Hazardous  Substances  Pollution  Contingency  Plan  (NCP)  establishes  the  criteria  that  the 
EPA  uses  to  delete  sites  from  the  NPL.  In  accordance  with  40  CFR  300. 425. (e),  sites  may  be  deleted  from  the 
NPL  where  no  further  response  is  appropriate. 

Date  of  Government  Version:  03/07/2016  Source:  EPA 

Date  Data  Arrived  at  EDR:  04/05/2016  Telephone:  N/A 

Date  Made  Active  in  Reports:  04/15/2016  Last  EDR  Contact:  04/05/2016 

Number  of  Days  to  Update:  1 0  Next  Scheduled  EDR  Contact:  04/1 8/201 6 

Data  Release  Frequency:  Quarterly 

Federal  CERCLIS  list 

FEDERAL  FACILITY:  Federal  Facility  Site  Information  listing 

A  listing  of  National  Priority  List  (NPL)  and  Base  Realignment  and  Closure  (BRAC)  sites  found  in  the  Comprehensive 
Environmental  Response,  Compensation  and  Liability  Information  System  (CERCLIS)  Database  where  EPA  Federal  Facilities 
Restoration  and  Reuse  Office  is  involved  in  cleanup  activities. 

Date  of  Government  Version:  03/26/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  04/08/2015  Telephone:  703-603-8704 

Date  Made  Active  in  Reports:  06/1 1/2015  Last  EDR  Contact:  04/08/2016 

Number  of  Days  to  Update:  64  Next  Scheduled  EDR  Contact:  07/18/2016 

Data  Release  Frequency:  Varies 

SEMS:  Superfund  Enterprise  Management  System 

SEMS  (Superfund  Enterprise  Management  System)  tracks  hazardous  waste  sites,  potentially  hazardous  waste  sites, 
and  remedial  activities  performed  in  support  of  EPA’s  Superfund  Program  across  the  United  States.  The  list  was 
formerly  know  as  CERCLIS,  renamed  to  SEMS  by  the  EPA  in  201 5.  The  list  contains  data  on  potentially  hazardous 
waste  sites  that  have  been  reported  to  the  USEPA  by  states,  municipalities,  private  companies  and  private  persons, 
pursuant  to  Section  103  of  the  Comprehensive  Environmental  Response,  Compensation,  and  Liability  Act  (CERCLA). 

This  dataset  also  contains  sites  which  are  either  proposed  to  or  on  the  National  Priorities  List  (NPL)  and  the 
sites  which  are  in  the  screening  and  assessment  phase  for  possible  inclusion  on  the  NPL. 

Date  of  Government  Version:  03/07/2016  Source:  EPA 

Date  Data  Arrived  at  EDR:  04/05/2016  Telephone:  800-424-9346 

Date  Made  Active  in  Reports:  04/15/2016  Last  EDR  Contact:  04/05/2016 

Number  of  Days  to  Update:  10  Next  Scheduled  EDR  Contact:  08/01/2016 

Data  Release  Frequency:  Quarterly 

Federal  CERCLIS  NFRAP  site  list 

SEMS-ARCHIVE:  Superfund  Enterprise  Management  System  Archive 
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SEMS-ARCHIVE  (Superfund  Enterprise  Management  System  Archive)  tracks  sites  that  have  no  further  interest  under 
the  Federai  Superfund  Program  based  on  avaiiabie  information.  The  iist  was  formeriy  known  as  the  CERCLiS-NFRAP, 
renamed  to  SEMS  ARCFliVE  by  the  EPA  in  2015.  EPA  may  perform  a  minimai  ievei  of  assessment  work  at  a  site  whiie 
it  is  archived  if  site  conditions  change  and/or  new  information  becomes  avaiiabie.  Archived  sites  have  been  removed 
and  archived  from  the  inventory  of  SEMS  sites.  Archived  status  indicates  that,  to  the  best  of  EPA’s  knowiedge, 
assessment  at  a  site  has  been  compieted  and  that  EPA  has  determined  no  further  steps  wiii  be  taken  to  iist  the 
site  on  the  Nationai  Priorities  List  (NPL),  uniess  information  indicates  this  decision  was  not  appropriate  or 
other  considerations  require  a  recommendation  for  iisting  at  a  iater  time.  The  decision  does  not  necessariiy  mean 
that  there  is  no  hazard  associated  with  a  given  site;  it  oniy  means  that,  based  upon  avaiiabie  information,  the 
iocation  is  not  judged  to  be  potentiai  NPL  site. 

Date  of  Government  Version:  03/07/2016 
Date  Data  Arrived  at  EDR:  04/05/2016 
Date  Made  Active  in  Reports:  04/15/2016 
Number  of  Days  to  Update:  1 0 


Federal  RCRA  CORRACTS  facilities  list 

CORRACTS:  Corrective  Action  Report 

CORRACTS  identifies  hazardous  waste  handlers  with  RCRA  corrective  action  activity. 

Date  of  Government  Version:  12/09/2015  Source:  EPA 

Date  Data  Arrived  at  EDR:  03/02/2016  Telephone:  800-424-9346 

Date  Made  Active  in  Reports:  04/05/2016  Last  EDR  Contact:  03/30/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Quarterly 

Federal  RCRA  non-CORRACTS  TSD  facilities  list 

RCRA-TSDF:  RCRA  -  Treatment,  Storage  and  Disposal 

RCRAInfo  is  EPA’s  comprehensive  information  system,  providing  access  to  data  supporting  the  Resource  Conservation 
and  Recovery  Act  (RCRA)  of  1976  and  the  Flazardous  and  Solid  Waste  Amendments  (FISWA)  of  1984.  The  database 
includes  selective  information  on  sites  which  generate,  transport,  store,  treat  and/or  dispose  of  hazardous  waste 
as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Transporters  are  individuals  or  entities  that 
move  hazardous  waste  from  the  generator  offsite  to  a  facility  that  can  recycle,  treat,  store,  or  dispose  of  the 
waste.  TSDFs  treat,  store,  or  dispose  of  the  waste. 

Date  of  Government  Version:  12/09/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/02/2016  Telephone:  (404)  562-8651 

Date  Made  Active  in  Reports:  04/05/2016  Last  EDR  Contact:  03/30/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Quarterly 

Federal  RCRA  generators  list 

RCRA-LQG:  RCRA  -  Large  Quantity  Generators 

RCRAInfo  is  EPA’s  comprehensive  information  system,  providing  access  to  data  supporting  the  Resource  Conservation 
and  Recovery  Act  (RCRA)  of  1976  and  the  Flazardous  and  Solid  Waste  Amendments  (FISWA)  of  1984.  The  database 
includes  selective  information  on  sites  which  generate,  transport,  store,  treat  and/or  dispose  of  hazardous  waste 
as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Large  quantity  generators  (LQGs)  generate 
over  1 ,000  kilograms  (kg)  of  hazardous  waste,  or  over  1  kg  of  acutely  hazardous  waste  per  month. 

Date  of  Government  Version:  12/09/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/02/2016  Telephone:  (404)  562-8651 

Date  Made  Active  in  Reports:  04/05/2016  Last  EDR  Contact:  03/30/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Quarterly 


Source:  EPA 

Telephone:  800-424-9346 

Last  EDR  Contact:  04/05/2016 

Next  Scheduled  EDR  Contact:  08/01/2016 

Data  Release  Frequency:  Quarterly 
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RCRA-SQG:  RCRA  -  Small  Quantity  Generators 

RCRAInfo  Is  ERA’S  comprehensive  Information  system,  providing  access  to  data  supporting  the  Resource  Conservation 
and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Solid  Waste  Amendments  (HSWA)  of  1984.  The  database 
includes  selective  information  on  sites  which  generate,  transport,  store,  treat  and/or  dispose  of  hazardous  waste 
as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Small  quantity  generators  (SQGs)  generate 
between  100  kg  and  1 ,000  kg  of  hazardous  waste  per  month. 

Date  of  Government  Version:  12/09/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/02/2016  Telephone:  (404)  562-8651 

Date  Made  Active  in  Reports:  04/05/2016  Last  EDR  Contact:  03/30/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Quarterly 

RCRA-CESQG:  RCRA  -  Conditionally  Exempt  Small  Quantity  Generators 

RCRAInfo  is  ERA’S  comprehensive  information  system,  providing  access  to  data  supporting  the  Resource  Conservation 
and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Solid  Waste  Amendments  (HSWA)  of  1984.  The  database 
includes  selective  information  on  sites  which  generate,  transport,  store,  treat  and/or  dispose  of  hazardous  waste 
as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Conditionally  exempt  small  quantity  generators 
(CESQGs)  generate  less  than  1 00  kg  of  hazardous  waste,  or  less  than  1  kg  of  acutely  hazardous  waste  per  month. 

Date  of  Government  Version:  12/09/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/02/2016  Telephone:  (404)  562-8651 

Date  Made  Active  in  Reports:  04/05/2016  Last  EDR  Contact:  03/30/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Varies 

Federal  institutional  controls  /  engineering  controls  registries 

LUCIS:  Land  Use  Control  Information  System 

LUCIS  contains  records  of  land  use  control  information  pertaining  to  the  former  Navy  Base  Realignment  and  Closure 
properties. 

Date  of  Government  Version:  05/28/2015  Source:  Department  of  the  Navy 
Date  Data  Arrived  at  EDR:  05/29/2015  Telephone:  843-820-7326 

Date  Made  Active  in  Reports:  06/1 1/2015  Last  EDR  Contact:  02/16/2016 

Number  of  Days  to  Update:  1 3  Next  Scheduled  EDR  Contact:  05/30/201 6 

Data  Release  Frequency:  Varies 

US  ENG  CQNTROLS:  Engineering  Controls  Sites  List 

A  listing  of  sites  with  engineering  controls  in  place.  Engineering  controls  include  various  forms  of  caps,  building 
foundations,  liners,  and  treatment  methods  to  create  pathway  elimination  for  regulated  substances  to  enter  environmental 
media  or  effect  human  health. 

Date  of  Government  Version:  09/10/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  09/1 1/2015  Telephone:  703-603-0695 

Date  Made  Active  in  Reports:  11/03/2015  Last  EDR  Contact:  02/29/2016 

Number  of  Days  to  Update:  53  Next  Scheduled  EDR  Contact:  06/13/2016 

Data  Release  Frequency:  Varies 

US  INST  CQNTRQL:  Sites  with  Institutional  Controls 

A  listing  of  sites  with  institutional  controls  in  place.  Institutional  controls  include  administrative  measures, 
such  as  groundwater  use  restrictions,  construction  restrictions,  property  use  restrictions,  and  post  remediation 
care  requirements  intended  to  prevent  exposure  to  contaminants  remaining  on  site.  Deed  restrictions  are  generally 
required  as  part  of  the  institutional  controls. 

Date  of  Government  Version:  09/10/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  09/1 1/2015  Telephone:  703-603-0695 

Date  Made  Active  in  Reports:  11/03/2015  Last  EDR  Contact:  02/29/2016 

Number  of  Days  to  Update:  53  Next  Scheduled  EDR  Contact:  06/13/2016 

Data  Release  Frequency:  Varies 
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Federal  ERNS  list 


ERNS:  Emergency  Response  Notification  System 

Emergency  Response  Notification  System.  ERNS  records  and  stores  information  on  reported  reieases  of  oii  and  hazardous 
substances. 


Date  of  Government  Version:  06/22/2015 
Date  Data  Arrived  at  EDR:  06/26/2015 
Date  Made  Active  in  Reports:  09/16/2015 
Number  of  Days  to  Update:  82 


Source:  Nationai  Response  Center,  United  States  Coast  Guard 

Teiephone:  202-267-2180 

Last  EDR  Contact:  03/30/2016 

Next  Scheduied  EDR  Contact:  07/11/2016 

Data  Reiease  Frequency:  Annuaiiy 


State-  and  tribal  -  equivalent  NPL 


FISDS:  Flazardous  Substance  Disposai  Site 

Locations  of  uncontroiied  and  unreguiated  hazardous  waste  sites.  The  fiie  inciudes  sites  on  the  Nationai  Priority 
List  as  weii  as  those  on  the  state  priority  iist. 


Date  of  Government  Version:  08/09/201 1 
Date  Data  Arrived  at  EDR:  1 1/08/201 1 
Date  Made  Active  in  Reports:  12/05/201 1 
Number  of  Days  to  Update:  27 


Source:  North  Caroiina  Center  for  Geographic  information  and  Anaiysis 

Teiephone:  919-754-6580 

Last  EDR  Contact:  04/27/2016 

Next  Scheduied  EDR  Contact:  08/15/2016 

Data  Reiease  Frequency:  Bienniaiiy 


State-  and  tribal  -  equivalent  CERCLIS 


SFIWS:  inactive  Flazardous  Sites  Inventory 

State  Flazardous  Waste  Sites.  State  hazardous  waste  site  records  are  the  states’  equivalent  to  CERCLIS.  These  sites 
may  or  may  not  already  be  listed  on  the  federal  CERCLIS  list.  Priority  sites  planned  for  cleanup  using  state  funds 
(state  equivalent  of  Superfund)  are  identified  along  with  sites  where  cleanup  will  be  paid  for  by  potentially 
responsible  parties.  Available  information  varies  by  state. 


Date  of  Government  Version:  02/15/2016 
Date  Data  Arrived  at  EDR:  03/17/2016 
Date  Made  Active  in  Reports:  04/1 1/2016 
Number  of  Days  to  Update:  25 


Source:  Department  of  Environment,  Flealth  and  Natural  Resources 

Telephone:  919-508-8400 

Last  EDR  Contact:  03/17/2016 

Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Quarterly 


State  and  tribal  landfill  and/or  solid  waste  disposal  site  lists 


SWF/LF:  List  of  Solid  Waste  Facilities 

Solid  Waste  Facilities/Landfill  Sites.  SWF/LF  type  records  typically  contain  an  inventory  of  solid  waste  disposal 
facilities  or  landfills  in  a  particular  state.  Depending  on  the  state,  these  may  be  active  or  inactive  facilities 
or  open  dumps  that  failed  to  meet  RCRA  Subtitle  D  Section  4004  criteria  for  solid  waste  landfills  or  disposal 
sites. 


Date  of  Government  Version:  12/28/2015 
Date  Data  Arrived  at  EDR:  12/30/2015 
Date  Made  Active  in  Reports:  02/08/2016 
Number  of  Days  to  Update:  40 


Source:  Department  of  Environment  and  Natural  Resources 

Telephone:  919-733-0692 

Last  EDR  Contact:  03/31/2016 

Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Semi-Annually 


OLI:  Old  Landfill  Inventory 

Old  landfill  inventory  location  information.  (Does  not  include  no  further  action  sites  and  other  agency  lead 
sites). 


Date  of  Government  Version:  03/27/2015 
Date  Data  Arrived  at  EDR:  04/17/2015 
Date  Made  Active  in  Reports:  04/30/2015 
Number  of  Days  to  Update:  1 3 


Source:  Department  of  Environment  &  Natural  Resources 

Telephone:  919-733-4996 

Last  EDR  Contact:  04/1 5/2016 

Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Varies 
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State  and  tribal  leaking  storage  tank  lists 

LAST:  Leaking  Aboveground  Storage  Tanks 

A  listing  of  leaking  aboveground  storage  tank  site  locations. 

Date  of  Government  Version:  02/05/2016  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  02/1 1/2016  Telephone:  877-623-6748 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  02/1 1/2016 

Number  of  Days  to  Update:  60  Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Quarterly 

LUST:  Regional  UST  Database 

This  database  contains  information  obtained  from  the  Regional  Offices.  It  provides  a  more  detailed  explanation 
of  current  and  historic  activity  for  individual  sites,  as  well  as  what  was  previously  found  in  the  Incident  Management 
Database.  Sites  in  this  database  with  Incident  Numbers  are  considered  LUSTs. 

Date  of  Government  Version:  02/05/2016  Source:  Department  of  Environment  and  Natural  Resources 

Date  Data  Arrived  at  EDR:  02/1 1/2016  Telephone:  919-733-1308 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  02/1 1/2016 

Number  of  Days  to  Update:  60  Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  LUST  R5:  Leaking  Underground  Storage  Tanks  on  Indian  Land 

Leaking  underground  storage  tanks  located  on  Indian  Land  in  Michigan,  Minnesota  and  Wisconsin. 

Date  of  Government  Version:  1 1/04/2015  Source:  ERA,  Region  5 
Date  Data  Arrived  at  EDR:  1 1/13/2015  Telephone:  312-886-7439 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  52  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

INDIAN  LUST  R4:  Leaking  Underground  Storage  Tanks  on  Indian  Land 
LUSTs  on  Indian  land  in  Florida,  Mississippi  and  North  Carolina. 

Date  of  Government  Version:  1 1/24/2015  Source:  ERA  Region  4 
Date  Data  Arrived  at  EDR:  12/01/2015  Telephone:  404-562-8677 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/26/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Semi-Annually 

INDIAN  LUST  R6:  Leaking  Underground  Storage  Tanks  on  Indian  Land 
LUSTs  on  Indian  land  in  New  Mexico  and  Qklahoma. 

Date  of  Government  Version:  08/20/2015  Source:  ERA  Region  6 
Date  Data  Arrived  at  EDR:  10/30/2015  Telephone:  214-665-6597 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  1 1 1  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

INDIAN  LUST  RIO:  Leaking  Underground  Storage  Tanks  on  Indian  Land 
LUSTs  on  Indian  land  in  Alaska,  Idaho,  Qregon  and  Washington. 

Date  of  Government  Version:  01/07/2016  Source:  ERA  Region  10 
Date  Data  Arrived  at  EDR:  01/08/2016  Telephone:  206-553-2857 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  41  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  LUST  R9:  Leaking  Underground  Storage  Tanks  on  Indian  Land 
LUSTs  on  Indian  land  in  Arizona,  California,  New  Mexico  and  Nevada 
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Date  of  Government  Version:  01/08/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  01/08/2015  Telephone:  415-972-3372 

Date  Made  Active  in  Reports:  02/09/2015  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  32  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  LUST  R8:  Leaking  Underground  Storage  Tanks  on  Indian  Land 

LUSTs  on  Indian  land  in  Colorado,  Montana,  North  Dakota,  South  Dakota,  Utah  and  Wyoming. 

Date  of  Government  Version:  10/13/2015  Source:  EPA  Region  8 

Date  Data  Arrived  at  EDR:  10/23/2015  Telephone:  303-312-6271 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  118  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  LUST  R7:  Leaking  Underground  Storage  Tanks  on  Indian  Land 
LUSTs  on  Indian  land  in  Iowa,  Kansas,  and  Nebraska 

Date  of  Government  Version:  03/30/2015  Source:  EPA  Region  7 
Date  Data  Arrived  at  EDR:  04/28/2015  Telephone:  913-551-7003 

Date  Made  Active  in  Reports:  06/22/2015  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  55  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

INDIAN  LUST  R1 :  Leaking  Underground  Storage  Tanks  on  Indian  Land 
A  listing  of  leaking  underground  storage  tank  locations  on  Indian  Land. 

Date  of  Government  Version:  10/27/2015  Source:  EPA  Region  1 
Date  Data  Arrived  at  EDR:  10/29/2015  Telephone:  617-918-1313 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  67  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

LUST  TRUST :  State  Trust  Fund  Database 

This  database  contains  information  about  claims  against  the  State  Trust  Funds  for  reimbursements  for  expenses 
incurred  while  remediating  Leaking  USTs. 

Date  of  Government  Version:  01/08/2016 
Date  Data  Arrived  at  EDR:  01/13/2016 
Date  Made  Active  in  Reports:  02/08/2016 
Number  of  Days  to  Update:  26 


State  and  tribal  registered  storage  tank  lists 

FEMA  UST:  Underground  Storage  Tank  Listing 

A  listing  of  all  FEMA  owned  underground  storage  tanks. 

Date  of  Government  Version:  01/01/2010  Source:  FEMA 

Date  Data  Arrived  at  EDR:  02/16/2010  Telephone:  202-646-5797 

Date  Made  Active  in  Reports:  04/12/2010  Last  EDR  Contact:  04/1 1/2016 

Number  of  Days  to  Update:  55  Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Varies 

UST:  Petroleum  Underground  Storage  Tank  Database 

Registered  Underground  Storage  Tanks.  UST’s  are  regulated  under  Subtitle  I  of  the  Resource  Conservation  and  Recovery 
Act  (RCRA)  and  must  be  registered  with  the  state  department  responsible  for  administering  the  UST  program.  Available 
information  varies  by  state  program. 


Source:  Department  of  Environment  and  Natural  Resources 

Telephone:  919-733-1315 

Last  EDR  Contact:  04/13/2016 

Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Semi-Annually 
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Date  of  Government  Version:  02/05/2016  Source:  Department  of  Environment  and  Naturai  Resources 

Date  Data  Arrived  at  EDR:  02/1 1/2016  Teiephone:  919-733-1308 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  02/1 1/2016 

Number  of  Days  to  Update:  60  Next  Scheduied  EDR  Contact:  05/23/2016 

Data  Reiease  Frequency:  Quarteriy 

AST :  AST  Database 

Faciiities  with  aboveground  storage  tanks  that  have  a  capacity  greater  than  21 ,000  gaiions. 

Date  of  Government  Version:  04/14/2015  Source:  Department  of  Environment  and  Naturai  Resources 

Date  Data  Arrived  at  EDR:  06/23/2015  Teiephone:  919-715-6183 

Date  Made  Active  in  Reports:  07/17/2015  Last  EDR  Contact:  03/21/2016 

Number  of  Days  to  Update:  24  Next  Scheduied  EDR  Contact:  07/04/2016 

Data  Reiease  Frequency:  Semi-Annuaiiy 

iNDiAN  UST  R5:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  ERA  Region  5  (Michigan,  Minnesota  and  Wisconsin  and  Tribal  Nations). 

Date  of  Government  Version:  1 1/05/2015  Source:  ERA  Region  5 
Date  Data  Arrived  at  EDR:  1 1/13/2015  Telephone:  312-886-6136 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  52  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

INDIAN  UST  R6:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  ERA  Region  6  (Louisiana,  Arkansas,  Oklahoma,  New  Mexico,  Texas  and  65  Tribes). 

Date  of  Government  Version:  08/20/2015  Source:  ERA  Region  6 

Date  Data  Arrived  at  EDR:  10/30/2015  Telephone:  214-665-7591 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  1 1 1  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Semi-Annually 

INDIAN  UST  R7:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  ERA  Region  7  (Iowa,  Kansas,  Missouri,  Nebraska,  and  9  Tribal  Nations). 

Date  of  Government  Version:  09/23/2014  Source:  ERA  Region  7 
Date  Data  Arrived  at  EDR:  1 1/25/2014  Telephone:  913-551-7003 

Date  Made  Active  in  Reports:  01/29/2015  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  65  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

INDIAN  UST  R8:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  ERA  Region  8  (Colorado,  Montana,  North  Dakota,  South  Dakota,  Utah,  Wyoming  and  27  Tribal  Nations). 

Date  of  Government  Version:  10/13/2015  Source:  ERA  Region  8 
Date  Data  Arrived  at  EDR:  10/23/2015  Telephone:  303-312-6137 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  118  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  UST  R1 :  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  ERA  Region  1  (Connecticut,  Maine,  Massachusetts,  New  Flampshire,  Rhode  Island,  Vermont  and  ten  Tribal 
Nations). 
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Date  of  Government  Version:  10/20/2015  Source:  EPA,  Region  1 
Date  Data  Arrived  at  EDR:  10/29/2015  Teiephone:  617-918-1313 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  67  Next  Scheduied  EDR  Contact:  08/08/2016 

Data  Reiease  Frequency:  Varies 

iNDiAN  UST  RIO:  Underground  Storage  Tanks  on  indian  Land 

The  indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  indian 
iand  in  EPA  Region  10  (Aiaska,  Idaho,  Oregon,  Washington,  and  Tribal  Nations). 

Date  of  Government  Version:  01/07/2016  Source:  EPA  Region  10 
Date  Data  Arrived  at  EDR:  01/08/2016  Telephone:  206-553-2857 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  04/29/2016 

Number  of  Days  to  Update:  41  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

INDIAN  UST  R4:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  EPA  Region  4  (Alabama,  Florida,  Georgia,  Kentucky,  Mississippi,  North  Carolina,  South  Carolina,  Tennessee 
and  Tribal  Nations) 

Date  of  Government  Version:  1 1/24/2015  Source:  EPA  Region  4 
Date  Data  Arrived  at  EDR:  12/01/2015  Telephone:  404-562-9424 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  04/26/2016 

Number  of  Days  to  Update:  34  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Semi-Annually 

INDIAN  UST  R9:  Underground  Storage  Tanks  on  Indian  Land 

The  Indian  Underground  Storage  Tank  (UST)  database  provides  information  about  underground  storage  tanks  on  Indian 
land  in  EPA  Region  9  (Arizona,  California,  Flawaii,  Nevada,  the  Pacific  Islands,  and  Tribal  Nations). 

Date  of  Government  Version:  12/14/2014  Source:  EPA  Region  9 
Date  Data  Arrived  at  EDR:  02/13/2015  Telephone:  415-972-3368 

Date  Made  Active  in  Reports:  03/13/2015  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  28  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Quarterly 

State  and  tribal  institutional  control  /  engineering  control  registries 

INST  CONTRQL:  No  Further  Action  Sites  With  Land  Use  Restrictions  Monitoring 

A  land  use  restricted  site  is  a  property  where  there  are  limits  or  requirements  on  future  use  of  the  property 
due  to  varying  levels  of  cleanup  possible,  practical,  or  necessary  at  the  site. 

Date  of  Government  Version:  02/15/2016  Source:  Department  of  Environment,  Flealth  and  Natural  Resources 

Date  Data  Arrived  at  EDR:  03/17/2016  Telephone:  919-508-8400 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  03/17/2016 

Number  of  Days  to  Update:  25  Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Quarterly 

State  and  tribal  voluntary  cleanup  sites 

VCP:  Responsible  Party  Voluntary  Action  Sites 

Responsible  Party  Voluntary  Action  site  locations. 

Date  of  Government  Version:  02/15/2016  Source:  Department  of  Environment  and  Natural  Resources 

Date  Data  Arrived  at  EDR:  03/17/2016  Telephone:  919-508-8400 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  03/17/2016 

Number  of  Days  to  Update:  25  Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Semi-Annually 
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INDIAN  VCP  R1 :  Voluntary  Cleanup  Priority  Listing 

A  listing  of  voluntary  cleanup  priority  sites  located  on  Indian  Land  located  In  Region  1 . 

Date  of  Government  Version:  07/27/2015  Source:  EPA,  Region  1 
Date  Data  Arrived  at  EDR:  09/29/2015  Telephone:  617-918-1102 

Date  Made  Active  In  Reports:  02/18/2016  Last  EDR  Contact:  04/01/2016 

Number  of  Days  to  Update:  142  Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Varies 

INDIAN  VCP  R7:  Voluntary  Cleanup  Priority  LIsItng 

A  listing  of  voluntary  cleanup  priority  sites  located  on  Indian  Land  located  in  Region  7. 

Date  of  Government  Version:  03/20/2008  Source:  EPA,  Region  7 
Date  Data  Arrived  at  EDR:  04/22/2008  Telephone:  913-551-7365 

Date  Made  Active  in  Reports:  05/19/2008  Last  EDR  Contact:  04/20/2009 

Number  of  Days  to  Update:  27  Next  Scheduled  EDR  Contact:  07/20/2009 

Data  Release  Frequency:  Varies 

State  and  tribal  Brownfields  sites 

BROWNFIELDS:  Brownfields  Projects  Inventory 

A  brownfield  site  is  an  abandoned,  idled,  or  underused  property  where  the  threat  of  environmental  contamination 
has  hindered  its  redevelopment.  All  of  the  sites  in  the  inventory  are  working  toward  a  brownfield  agreement  for 
cleanup  and  liabitliy  control. 

Date  of  Government  Version:  01/04/2016 
Date  Data  Arrived  at  EDR:  01/07/2016 
Date  Made  Active  in  Reports:  02/08/2016 
Number  of  Days  to  Update:  32 

ADDITIONAL  ENVIRONMENTAL  RECORDS 

Local  Brownfield  lists 

US  BROWNFIELDS:  A  Listing  of  Brownfields  Sites 

Brownfields  are  real  property,  the  expansion,  redevelopment,  or  reuse  of  which  may  be  complicated  by  the  presence 
or  potential  presence  of  a  hazardous  substance,  pollutant,  or  contaminant.  Cleaning  up  and  reinvesting  in  these 
properties  takes  development  pressures  off  of  undeveloped,  open  land,  and  both  improves  and  protects  the  environment. 
Assessment,  Cleanup  and  Redevelopment  Exchange  System  (ACRES)  stores  information  reported  by  EPA  Brownfields 
grant  recipients  on  brownfields  properties  assessed  or  cleaned  up  with  grant  funding  as  well  as  information  on 
Targeted  Brownfields  Assessments  performed  by  EPA  Regions.  A  listing  of  ACRES  Brownfield  sites  is  obtained  from 
Cleanups  in  My  Community.  Cleanups  in  My  Community  provides  information  on  Brownfields  properties  for  which  information 
is  reported  back  to  EPA,  as  well  as  areas  served  by  Brownfields  grant  programs. 

Date  of  Government  Version:  12/22/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  12/23/2015  Telephone:  202-566-2777 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  03/22/2016 

Number  of  Days  to  Update:  57  Next  Scheduled  EDR  Contact:  07/04/2016 

Data  Release  Frequency:  Semi-Annually 

Local  Lists  of  Landfill  /  Solid  Waste  Disposal  Sites 

FUST  LF:  Solid  Waste  Facility  Listing 
A  listing  of  solid  waste  facilities. 

Date  of  Government  Version:  1 1/06/2006  Source:  Department  of  Environment  &  Natural  Resources 
Date  Data  Arrived  at  EDR:  02/13/2007  Telephone:  919-733-0692 

Date  Made  Active  in  Reports:  03/02/2007  Last  EDR  Contact:  01/19/2009 

Number  of  Days  to  Update:  1 7  Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  No  Update  Planned 


Source:  Department  of  Environment  and  Natural  Resources 

Telephone:  919-733-4996 

Last  EDR  Contact:  04/07/2016 

Next  Scheduled  EDR  Contact:  07/18/2016 

Data  Release  Frequency:  Varies 
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SWRCY:  Recycling  Center  Listing 

A  listing  of  recycling  center  locations. 

Source:  Department  of  Environment  &  Natural  Resources 
Telephone:  919-707-8137 
Last  EDR  Contact:  05/02/2016 
Next  Scheduled  EDR  Contact:  08/15/2016 
Data  Release  Frequency:  Varies 

INDIAN  ODI:  Report  on  the  Status  of  Open  Dumps  on  Indian  Lands 
Location  of  open  dumps  on  Indian  land. 

Date  of  Government  Version:  12/31/1998  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  12/03/2007  Telephone:  703-308-8245 

Date  Made  Active  in  Reports:  01/24/2008  Last  EDR  Contact:  04/27/2016 

Number  of  Days  to  Update:  52  Next  Scheduled  EDR  Contact:  08/1 5/201 6 

Data  Release  Frequency:  Varies 

DEBRIS  REGION  9:  Torres  Martinez  Reservation  Illegal  Dump  Site  Locations 

A  listing  of  illegal  dump  sites  location  on  the  Torres  Martinez  Indian  Reservation  located  in  eastern  Riverside 
County  and  northern  Imperial  County,  California. 

Date  of  Government  Version:  01/12/2009  Source:  EPA,  Region  9 
Date  Data  Arrived  at  EDR:  05/07/2009  Telephone:  41 5-947-421 9 

Date  Made  Active  in  Reports:  09/21/2009  Last  EDR  Contact:  04/21/2016 

Number  of  Days  to  Update:  1 37  Next  Scheduled  EDR  Contact:  08/08/201 6 

Data  Release  Frequency:  No  Update  Planned 

ODI:  Open  Dump  Inventory 

An  open  dump  is  defined  as  a  disposal  facility  that  does  not  comply  \with  one  or  more  of  the  Part  257  or  Part  258 
Subtitle  D  Criteria. 

Date  of  Government  Version:  06/30/1985  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  08/09/2004  Telephone:  800-424-9346 

Date  Made  Active  in  Reports:  09/1 7/2004  Last  EDR  Contact:  06/09/2004 

Number  of  Days  to  Update:  39  Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  No  Update  Planned 

Local  Lists  of  Hazardous  waste  /  Contaminated  Sites 

US  HIST  CDL:  National  Clandestine  Laboratory  Register 

A  listing  of  clandestine  drug  lab  locations  that  have  been  removed  from  the  DEAs  National  Clandestine  Laboratory 
Register. 

Date  of  Government  Version:  09/17/2015  Source:  Drug  Enforcement  Administration 
Date  Data  Arrived  at  EDR:  12/04/2015  Telephone:  202-307-1000 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  03/01/2016 

Number  of  Days  to  Update:  76  Next  Scheduled  EDR  Contact:  06/13/2016 

Data  Release  Frequency:  No  Update  Planned 

US  CDL:  Clandestine  Drug  Labs 

A  listing  of  clandestine  drug  lab  locations.  The  U.S.  Department  of  Justice  ("the  Department")  provides  this 
web  site  as  a  public  service.  It  contains  addresses  of  some  locations  where  law  enforcement  agencies  reported 
they  found  chemicals  or  other  items  that  indicated  the  presence  of  either  clandestine  drug  laboratories  or  dumpsites. 
In  most  cases,  the  source  of  the  entries  is  not  the  Department,  and  the  Department  has  not  verified  the  entry 
and  does  not  guarantee  its  accuracy.  Members  of  the  public  must  verify  the  accuracy  of  all  entries  by,  for  example, 
contacting  local  law  enforcement  and  local  health  departments. 

Date  of  Government  Version:  09/17/2015  Source:  Drug  Enforcement  Administration 
Date  Data  Arrived  at  EDR:  12/04/2015  Telephone:  202-307-1000 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  03/01/2016 

Number  of  Days  to  Update:  76  Next  Scheduled  EDR  Contact:  06/13/2016 

Data  Release  Frequency:  Quarterly 


Date  of  Government  Version:  02/23/2016 
Date  Data  Arrived  at  EDR:  02/25/2016 
Date  Made  Active  in  Reports:  04/1 1/2016 
Number  of  Days  to  Update:  46 


TC04611581.2r  PageGR-11 


GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


Local  Land  Records 


LIENS  2:  CERCLA  Lien  Information 

A  Federal  CERCLA  {’Superfund’)  lien  can  exist  by  operation  of  law  at  any  site  or  property  at  which  ERA  has  spent 
Superfund  monies.  These  monies  are  spent  to  investigate  and  address  releases  and  threatened  releases  of  contamination. 
CERCLIS  provides  information  as  to  the  identity  of  these  sites  and  properties. 


Date  of  Government  Version:  02/18/2014 
Date  Data  Arrived  at  EDR:  03/18/2014 
Date  Made  Active  in  Reports:  04/24/2014 
Number  of  Days  to  Update:  37 


Source:  Environmental  Protection  Agency 
Telephone:  202-564-6023 
Last  EDR  Contact:  04/26/2016 
Next  Scheduled  EDR  Contact:  08/08/2016 
Data  Release  Frequency:  Varies 


Records  of  Emergency  Release  Reports 


FIMIRS:  Flazardous  Materials  Information  Reporting  System 

Flazardous  Materials  Incident  Report  System.  FIMIRS  contains  hazardous  material  spill  incidents  reported  to  DOT. 


Date  of  Government  Version:  06/24/2015 
Date  Data  Arrived  at  EDR:  06/26/2015 
Date  Made  Active  in  Reports:  09/02/2015 
Number  of  Days  to  Update:  68 


Source:  U.S.  Department  of  Transportation 
Telephone:  202-366-4555 
Last  EDR  Contact:  03/30/2016 
Next  Scheduled  EDR  Contact:  07/11/2016 
Data  Release  Frequency:  Annually 


SPILLS:  Spills  Incident  Listing 

A  listing  spills,  hazardous  material  releases,  sanitary  sewer  overflows,  wastewater  treatment  plant  bypasses  and 
upsets,  citizen  complaints,  and  any  other  environmental  emergency  calls  reported  to  the  agency. 


Date  of  Government  Version:  03/15/2016 
Date  Data  Arrived  at  EDR:  03/18/2016 
Date  Made  Active  in  Reports:  04/1 1/2016 
Number  of  Days  to  Update:  24 


Source:  Department  of  Environment  &  Natural  Resources 

Telephone:  919-807-6308 

Last  EDR  Contact:  03/14/2016 

Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Varies 


IMD:  Incident  Management  Database 

Groundwater  and/or  soil  contamination  incidents 


Date  of  Government  Version:  07/21/2006 
Date  Data  Arrived  at  EDR:  08/01/2006 
Date  Made  Active  in  Reports:  08/23/2006 
Number  of  Days  to  Update:  22 


Source:  Department  of  Environment  and  Natural  Resources 

Telephone:  919-733-3221 

Last  EDR  Contact:  07/01/201 1 

Next  Scheduled  EDR  Contact:  1 0/1 7/201 1 

Data  Release  Frequency:  No  Update  Planned 


SPILLS  90:  SPILLS90  data  from  FirstSearch 

Spills  90  includes  those  spill  and  release  records  available  exclusively  from  FirstSearch  databases.  Typically, 
they  may  include  chemical,  oil  and/or  hazardous  substance  spills  recorded  after  1990.  Duplicate  records  that  are 
already  included  in  EDR  incident  and  release  records  are  not  included  in  Spills  90. 


Date  of  Government  Version:  09/27/2012 
Date  Data  Arrived  at  EDR:  01/03/2013 
Date  Made  Active  in  Reports:  03/06/2013 
Number  of  Days  to  Update:  62 


Source:  FirstSearch 

Telephone:  N/A 

Last  EDR  Contact:  01/03/2013 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  No  Update  Planned 


SPILLS  80:  SPILLS80  data  from  FirstSearch 

Spills  80  includes  those  spill  and  release  records  available  from  FirstSearch  databases  prior  to  1990.  Typically, 
they  may  include  chemical,  oil  and/or  hazardous  substance  spills  recorded  before  1990.  Duplicate  records  that 
are  already  included  in  EDR  incident  and  release  records  are  not  included  in  Spills  80. 
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Date  of  Government  Version:  06/14/2001 
Date  Data  Arrived  at  EDR:  01/03/2013 
Date  Made  Active  in  Reports:  03/06/2013 
Number  of  Days  to  Update:  62 


Source:  FirstSearch 

Teiephone:  N/A 

Last  EDR  Contact:  01/03/2013 

Next  Scheduied  EDR  Contact:  N/A 

Data  Reiease  Frequency:  No  Update  Pianned 


Other  Ascertainable  Records 


RCRA  NonGen  /  NLR:  RCRA  -  Non  Generators  /  No  Longer  Reguiated 

RCRAinfo  is  EPA’s  comprehensive  information  system,  providing  access  to  data  supporting  the  Resource  Conservation 
and  Recovery  Act  (RCRA)  of  1976  and  the  Hazardous  and  Soiid  Waste  Amendments  (HSWA)  of  1984.  The  database 
inciudes  seiective  information  on  sites  which  generate,  transport,  store,  treat  and/or  dispose  of  hazardous  waste 
as  defined  by  the  Resource  Conservation  and  Recovery  Act  (RCRA).  Non-Generators  do  not  presentiy  generate  hazardous 
waste. 


Date  of  Government  Version:  12/09/2015 
Date  Data  Arrived  at  EDR:  03/02/2016 
Date  Made  Active  in  Reports:  04/05/2016 
Number  of  Days  to  Update:  34 


Source:  Environmentai  Protection  Agency 
Teiephone:  (404)  562-8651 
Last  EDR  Contact:  03/30/2016 
Next  Scheduied  EDR  Contact:  07/11/2016 
Data  Reiease  Frequency:  Varies 


FUDS:  Formeriy  Used  Defense  Sites 

The  iisting  inciudes  iocations  of  Formeriy  Used  Defense  Sites  properties  where  the  US  Army  Corps  of  Engineers 
is  activeiy  working  or  wiii  take  necessary  cieanup  actions. 


Date  of  Government  Version:  01/31/2015 
Date  Data  Arrived  at  EDR:  07/08/2015 
Date  Made  Active  in  Reports:  10/13/2015 
Number  of  Days  to  Update:  97 


Source:  U.S.  Army  Corps  of  Engineers 
Teiephone:  202-528-4285 
Last  EDR  Contact:  03/1 1/2016 
Next  Scheduied  EDR  Contact:  06/20/2016 
Data  Reiease  Frequency:  Varies 


DOD:  Department  of  Defense  Sites 

This  data  set  consists  of  federaiiy  owned  or  administered  iands,  administered  by  the  Department  of  Defense,  that 
have  any  area  equai  to  or  greater  than  640  acres  of  the  United  States,  Puerto  Rico,  and  the  U.S.  Virgin  isiands. 


Date  of  Government  Version:  12/31/2005 
Date  Data  Arrived  at  EDR:  1 1/10/2006 
Date  Made  Active  in  Reports:  01/1 1/2007 
Number  of  Days  to  Update:  62 


Source:  USGS 

Teiephone:  888-275-8747 

Last  EDR  Contact:  04/1 5/2016 

Next  Scheduied  EDR  Contact:  07/25/2016 

Data  Reiease  Frequency:  Semi-Annuaiiy 


FEDLAND:  Federai  and  Indian  Lands 

Federally  and  Indian  administrated  lands  of  the  United  States.  Lands  included  are  administrated  by:  Army  Corps 
of  Engineers,  Bureau  of  Reclamation,  National  Wild  and  Scenic  River,  National  Wildlife  Refuge,  Public  Domain  Land, 
Wilderness,  Wilderness  Study  Area,  Wildlife  Management  Area,  Bureau  of  Indian  Affairs,  Bureau  of  Land  Management, 
Department  of  Justice,  Forest  Service,  Fish  and  Wildlife  Service,  National  Park  Service. 


Date  of  Government  Version:  12/31/2005 
Date  Data  Arrived  at  EDR:  02/06/2006 
Date  Made  Active  in  Reports:  01/1 1/2007 
Number  of  Days  to  Update:  339 


Source:  U.S.  Geological  Survey 
Telephone:  888-275-8747 
Last  EDR  Contact:  04/1 5/2016 
Next  Scheduled  EDR  Contact:  07/25/2016 
Data  Release  Frequency:  N/A 


SCRD  DRYCLEANERS:  State  Coalition  for  Remediation  of  Drycleaners  Listing 

The  State  Coalition  for  Remediation  of  Drycleaners  was  established  in  1 998,  with  support  from  the  U.S.  EPA  Office 
of  Superfund  Remediation  and  Technology  Innovation.  It  is  comprised  of  representatives  of  states  with  established 
drycleaner  remediation  programs.  Currently  the  member  states  are  Alabama,  Connecticut,  Florida,  Illinois,  Kansas, 
Minnesota,  Missouri,  North  Carolina,  Oregon,  South  Carolina,  Tennessee,  Texas,  and  Wisconsin. 
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Date  of  Government  Version:  03/07/201 1  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/09/2011  Telephone:  615-532-8599 

Date  Made  Active  in  Reports:  05/02/201 1  Last  EDR  Contact:  02/19/2016 

Number  of  Days  to  Update:  54  Next  Scheduled  EDR  Contact:  05/30/2016 

Data  Release  Frequency:  Varies 

US  FIN  ASSUR:  Financial  Assurance  Information 

All  owners  and  operators  of  facilities  that  treat,  store,  or  dispose  of  hazardous  waste  are  required  to  provide 
proof  that  they  will  have  sufficient  funds  to  pay  for  the  clean  up,  closure,  and  post-closure  care  of  their  facilities. 

Date  of  Government  Version:  09/01/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  09/03/2015  Telephone:  202-566-1917 

Date  Made  Active  in  Reports:  11/03/2015  Last  EDR  Contact:  02/16/2016 

Number  of  Days  to  Update:  61  Next  Scheduled  EDR  Contact:  05/30/2016 

Data  Release  Frequency:  Quarterly 


EPA  WATCH  LIST:  EPA  WATCH  LIST 

EPA  maintains  a  "Watch  List"  to  facilitate  dialogue  between  EPA,  state  and  local  environmental  agencies  on  enforcement 

matters  relating  to  facilities  with  alleged  violations  identified  as  either  significant  or  high  priority.  Being 

on  the  Watch  List  does  not  mean  that  the  facility  has  actually  violated  the  law  only  that  an  investigation  by 

EPA  or  a  state  or  local  environmental  agency  has  led  those  organizations  to  allege  that  an  unproven  violation 

has  in  fact  occurred.  Being  on  the  Watch  List  does  not  represent  a  higher  level  of  concern  regarding  the  alleged 

violations  that  were  detected,  but  instead  indicates  cases  requiring  additional  dialogue  between  EPA,  state  and 

local  agencies  -  primarily  because  of  the  length  of  time  the  alleged  violation  has  gone  unaddressed  or  unresolved. 


Date  of  Government  Version:  08/30/2013 
Date  Data  Arrived  at  EDR:  03/21/2014 
Date  Made  Active  in  Reports:  06/17/2014 
Number  of  Days  to  Update:  88 


Source:  Environmental  Protection  Agency 
Telephone:  617-520-3000 
Last  EDR  Contact:  02/09/2016 
Next  Scheduled  EDR  Contact:  05/23/2016 
Data  Release  Frequency:  Quarterly 


2020  COR  ACTION:  2020  Corrective  Action  Program  List 

The  EPA  has  set  ambitious  goals  for  the  RCRA  Corrective  Action  program  by  creating  the  2020  Corrective  Action 
Universe.  This  RCRA  cleanup  baseline  includes  facilities  expected  to  need  corrective  action.  The  2020  universe 
contains  a  wide  variety  of  sites.  Some  properties  are  heavily  contaminated  while  others  were  contaminated  but 
have  since  been  cleaned  up.  Still  others  have  not  been  fully  investigated  yet,  and  may  require  little  or  no  remediation. 
Inclusion  in  the  2020  Universe  does  not  necessarily  imply  failure  on  the  part  of  a  facility  to  meet  its  RCRA  obligations. 


Date  of  Government  Version:  04/22/2013 
Date  Data  Arrived  at  EDR:  03/03/2015 
Date  Made  Active  in  Reports:  03/09/2015 
Number  of  Days  to  Update:  6 


Source:  Environmental  Protection  Agency 
Telephone:  703-308-4044 
Last  EDR  Contact:  02/12/2016 
Next  Scheduled  EDR  Contact:  05/23/2016 
Data  Release  Frequency:  Varies 


TSCA:  Toxic  Substances  Control  Act 

Toxic  Substances  Control  Act.  TSCA  identifies  manufacturers  and  importers  of  chemical  substances  included  on  the 
TSCA  Chemical  Substance  Inventory  list.  It  includes  data  on  the  production  volume  of  these  substances  by  plant 
site. 


Date  of  Government  Version:  12/31/2012 
Date  Data  Arrived  at  EDR:  01/15/2015 
Date  Made  Active  in  Reports:  01/29/2015 
Number  of  Days  to  Update:  14 


Source:  EPA 

Telephone:  202-260-5521 

Last  EDR  Contact:  03/24/2016 

Next  Scheduled  EDR  Contact:  07/04/2016 

Data  Release  Frequency:  Every  4  Years 


TRIS:  Toxic  Chemical  Release  Inventory  System 

Toxic  Release  Inventory  System.  TRIS  identifies  facilities  which  release  toxic  chemicals  to  the  air,  water  and 
land  in  reportable  quantities  under  SARA  Title  III  Section  313. 
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Date  of  Government  Version:  12/31/2014 
Date  Data  Arrived  at  EDR:  1 1/24/2015 
Date  Made  Active  in  Reports:  04/05/2016 
Number  of  Days  to  Update:  1 33 


Source:  ERA 

Teiephone:  202-566-0250 

Last  EDR  Contact:  02/24/2016 

Next  Scheduied  EDR  Contact:  06/06/2016 

Data  Reiease  Frequency:  Annuaiiy 


SSTS:  Section  7  Tracking  Systems 

Section  7  of  the  Federai  Insecticide,  Fungicide  and  Rodenticide  Act,  as  amended  (92  Stat.  829)  requires  aii 
registered  pesticide-producing  estabiishments  to  submit  a  report  to  the  Environmentai  Protection  Agency  by  March 
1st  each  year.  Each  estabiishment  must  report  the  types  and  amounts  of  pesticides,  active  ingredients  and  devices 
being  produced,  and  those  having  been  produced  and  soid  or  distributed  in  the  past  year. 

Date  of  Government  Version:  12/31/2009  Source:  EPA 

Date  Data  Arrived  at  EDR:  12/10/2010  Teiephone:  202-564-4203 

Date  Made  Active  in  Reports:  02/25/201 1  Last  EDR  Contact:  04/25/2016 

Number  of  Days  to  Update:  77  Next  Scheduied  EDR  Contact:  08/08/2016 

Data  Reiease  Frequency:  Annuaiiy 

ROD:  Records  Of  Decision 

Record  of  Decision.  ROD  documents  mandate  a  permanent  remedy  at  an  NPL  (Superfund)  site  containing  technicai 
and  heaith  information  to  aid  in  the  cieanup. 

Date  of  Government  Version:  1 1/25/2013  Source:  EPA 

Date  Data  Arrived  at  EDR:  12/12/2013  Teiephone:  703-416-0223 

Date  Made  Active  in  Reports:  02/24/2014  Last  EDR  Contact:  03/08/2016 

Number  of  Days  to  Update:  74  Next  Scheduied  EDR  Contact:  06/20/2016 

Data  Reiease  Frequency:  Annuaiiy 


RMP:  Risk  Management  Pians 

When  Congress  passed  the  Ciean  Air  Act  Amendments  of  1 990,  it  required  EPA  to  pubiish  reguiations  and  guidance 
for  chemicai  accident  prevention  at  faciiities  using  extremeiy  hazardous  substances.  The  Risk  Management  Program 
Ruie  (RMP  Ruie)  was  written  to  impiement  Section  1 12(r)  of  these  amendments.  The  ruie,  which  buiit  upon  existing 
industry  codes  and  standards,  requires  companies  of  aii  sizes  that  use  certain  fiammabie  and  toxic  substances 
to  deveiop  a  Risk  Management  Program,  which  inciudes  a(n):  Flazard  assessment  that  detaiis  the  potentiai  effects 
of  an  accidentai  reiease,  an  accident  history  of  the  iast  five  years,  and  an  evaiuation  of  worst-case  and  aiternative 
accidentai  reieases;  Prevention  program  that  inciudes  safety  precautions  and  maintenance,  monitoring,  and  empioyee 
training  measures;  and  Emergency  response  program  that  speiis  out  emergency  heaith  care,  empioyee  training  measures 
and  procedures  for  informing  the  pubiic  and  response  agencies  (e.g  the  fire  department)  shouid  an  accident  occur. 


Date  of  Government  Version:  08/01/2015 
Date  Data  Arrived  at  EDR:  08/26/2015 
Date  Made  Active  in  Reports:  11/03/2015 
Number  of  Days  to  Update:  69 


Source:  Environmentai  Protection  Agency 
Teiephone:  202-564-8600 
Last  EDR  Contact:  04/25/2016 
Next  Scheduied  EDR  Contact:  08/08/2016 
Data  Reiease  Frequency:  Varies 


RAATS:  RCRA  Administrative  Action  Tracking  System 

RCRA  Administration  Action  Tracking  System.  RAATS  contains  records  based  on  enforcement  actions  issued  under  RCRA 
pertaining  to  major  vioiators  and  inciudes  administrative  and  civii  actions  brought  by  the  EPA.  For  administration 
actions  after  September  30,  1995,  data  entry  in  the  RAATS  database  was  discontinued.  EPA  wiii  retain  a  copy  of 
the  database  for  historicai  records,  it  was  necessary  to  terminate  RAATS  because  a  decrease  in  agency  resources 
made  it  impossibie  to  continue  to  update  the  information  contained  in  the  database. 


Date  of  Government  Version:  04/17/1995 
Date  Data  Arrived  at  EDR:  07/03/1995 
Date  Made  Active  in  Reports:  08/07/1995 
Number  of  Days  to  Update:  35 


Source:  EPA 

Teiephone:  202-564-4104 

Last  EDR  Contact:  06/02/2008 

Next  Scheduied  EDR  Contact:  09/01/2008 

Data  Reiease  Frequency:  No  Update  Pianned 
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PRP:  Potentially  Responsible  Parties 

A  listing  of  verified  Potentially  Responsible  Parties 

Date  of  Government  Version:  10/25/2013  Source:  EPA 

Date  Data  Arrived  at  EDR:  10/17/2014  Telephone:  202-564-6023 

Date  Made  Active  in  Reports:  10/20/2014  Last  EDR  Contact:  02/12/2016 

Number  of  Days  to  Update:  3  Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Quarterly 

PADS:  PCS  Activity  Database  System 

PCS  Activity  Database.  PADS  Identifies  generators,  transporters,  commercial  storers  and/or  brokers  and  disposers 
of  PCB’s  who  are  required  to  notify  the  EPA  of  such  activities. 

Date  of  Government  Version:  07/01/2014  Source:  EPA 

Date  Data  Arrived  at  EDR:  10/15/2014  Telephone:  202-566-0500 

Date  Made  Active  in  Reports:  11/17/2014  Last  EDR  Contact:  04/12/2016 

Number  of  Days  to  Update:  33  Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Annually 

ICIS:  Integrated  Compliance  Information  System 

The  Integrated  Compliance  Information  System  (ICIS)  supports  the  information  needs  of  the  national  enforcement 
and  compliance  program  as  well  as  the  unique  needs  of  the  National  Pollutant  Discharge  Elimination  System  (NPDES) 
program. 

Date  of  Government  Version:  01/23/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  02/06/2015  Telephone:  202-564-5088 

Date  Made  Active  in  Reports:  03/09/2015  Last  EDR  Contact:  04/08/2016 

Number  of  Days  to  Update:  31  Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Quarterly 

FTTS:  FIFRA/  TSCA  Tracking  System  -  FIFRA  (Federal  Insecticide,  Fungicide,  &  Rodenticide  Act)/TSCA  (Toxic  Substances  Control  Act) 

FTTS  tracks  administrative  cases  and  pesticide  enforcement  actions  and  compliance  activities  related  to  FIFRA, 

TSCA  and  EPCRA  (Emergency  Planning  and  Community  Right-to-Know  Act).  To  maintain  currency,  EDR  contacts  the 
Agency  on  a  quarterly  basis. 

Date  of  Government  Version:  04/09/2009  Source:  EPA/Qffice  of  Prevention,  Pesticides  and  Toxic  Substances 

Date  Data  Arrived  at  EDR:  04/16/2009  Telephone:  202-566-1667 

Date  Made  Active  in  Reports:  05/1 1/2009  Last  EDR  Contact:  02/22/2016 

Number  of  Days  to  Update:  25  Next  Scheduled  EDR  Contact:  06/06/2016 

Data  Release  Frequency:  Quarterly 

FTTS  INSP:  FIFRA/  TSCA  Tracking  System  -  FIFRA  (Federal  Insecticide,  Fungicide,  &  Rodenticide  Act)/TSCA  (Toxic  Substances  Control  Act) 
A  listing  of  FIFRA/TSCA  Tracking  System  (FTTS)  inspections  and  enforcements. 

Date  of  Government  Version:  04/09/2009  Source:  EPA 

Date  Data  Arrived  at  EDR:  04/16/2009  Telephone:  202-566-1667 

Date  Made  Active  in  Reports:  05/1 1/2009  Last  EDR  Contact:  02/22/2016 

Number  of  Days  to  Update:  25  Next  Scheduled  EDR  Contact:  06/06/2016 

Data  Release  Frequency:  Quarterly 

MLTS:  Material  Licensing  Tracking  System 

MLTS  is  maintained  by  the  Nuclear  Regulatory  Commission  and  contains  a  list  of  approximately  8,100  sites  which 
possess  or  use  radioactive  materials  and  which  are  subject  to  NRC  licensing  requirements.  To  maintain  currency, 

EDR  contacts  the  Agency  on  a  quarterly  basis. 

Date  of  Government  Version:  03/07/2016  Source:  Nuclear  Regulatory  Commission 
Date  Data  Arrived  at  EDR:  03/18/2016  Telephone:  301-415-7169 

Date  Made  Active  in  Reports:  04/15/2016  Last  EDR  Contact:  02/08/2016 

Number  of  Days  to  Update:  28  Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Quarterly 
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COAL  ASH  DOE:  Steam-Electric  Plant  Operation  Data 

A  listing  of  power  plants  that  store  ash  in  surface  ponds. 

Date  of  Government  Version:  12/31/2005  Source:  Department  of  Energy 
Date  Data  Arrived  at  EDR:  08/07/2009  Telephone:  202-586-8719 

Date  Made  Active  in  Reports:  10/22/2009  Last  EDR  Contact:  04/15/2016 

Number  of  Days  to  Update:  76  Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Varies 

COAL  ASH  EPA:  Coal  Combustion  Residues  Surface  Impoundments  List 

A  listing  of  coal  combustion  residues  surface  impoundments  with  high  hazard  potential  ratings. 

Date  of  Government  Version:  07/01/2014  Source:  Environmental  Protection  Agency 

Date  Data  Arrived  at  EDR:  09/10/2014  Telephone:  N/A 

Date  Made  Active  in  Reports:  10/20/2014  Last  EDR  Contact:  03/1 1/2016 

Number  of  Days  to  Update:  40  Next  Scheduled  EDR  Contact:  06/20/2016 

Data  Release  Frequency:  Varies 

PCB  TRANSFORMER:  PCB  Transformer  Registration  Database 

The  database  of  PCB  transformer  registrations  that  includes  all  PCB  registration  submittals. 

Date  of  Government  Version:  02/01/201 1  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  10/19/201 1  Telephone:  202-566-0517 

Date  Made  Active  in  Reports:  01/10/2012  Last  EDR  Contact:  04/26/2016 

Number  of  Days  to  Update:  83  Next  Scheduled  EDR  Contact:  08/08/2016 

Data  Release  Frequency:  Varies 

RADINFO:  Radiation  Information  Database 

The  Radiation  Information  Database  (RADINFO)  contains  information  about  facilities  that  are  regulated  by  U.S. 
Environmental  Protection  Agency  (EPA)  regulations  for  radiation  and  radioactivity. 

Date  of  Government  Version:  07/07/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  07/09/2015  Telephone:  202-343-9775 

Date  Made  Active  in  Reports:  09/16/2015  Last  EDR  Contact:  04/08/2016 

Number  of  Days  to  Update:  69  Next  Scheduled  EDR  Contact:  07/18/2016 

Data  Release  Frequency:  Quarterly 

HIST  FTTS:  FIFRA/TSCA  Tracking  System  Administrative  Case  Listing 

A  complete  administrative  case  listing  from  the  FIFRA/TSCA  Tracking  System  (FTTS)  for  all  ten  EPA  regions.  The 
information  was  obtained  from  the  National  Compliance  Database  (NCDB).  NCDB  supports  the  implementation  of  FIFRA 
(Federal  Insecticide,  Fungicide,  and  Rodenticide  Act)  and  TSCA  (Toxic  Substances  Control  Act).  Some  EPA  regions 
are  now  closing  out  records.  Because  of  that,  and  the  fact  that  some  EPA  regions  are  not  providing  EPA  Headquarters 
with  updated  records,  it  was  decided  to  create  a  HIST  FTTS  database.  It  included  records  that  may  not  be  included 
in  the  newer  FTTS  database  updates.  This  database  is  no  longer  updated. 

Date  of  Government  Version:  10/19/2006  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/01/2007  Telephone:  202-564-2501 

Date  Made  Active  in  Reports:  04/1 0/2007  Last  EDR  Contact:  1 2/1 7/2007 

Number  of  Days  to  Update:  40  Next  Scheduled  EDR  Contact:  03/17/2008 

Data  Release  Frequency:  No  Update  Planned 

HIST  FTTS  INSP:  FIFRA/TSCA  Tracking  System  Inspection  &  Enforcement  Case  Listing 

A  complete  inspection  and  enforcement  case  listing  from  the  FIFRA/TSCA  Tracking  System  (FTTS)  for  all  ten  EPA 
regions.  The  information  was  obtained  from  the  National  Compliance  Database  (NCDB).  NCDB  supports  the  implementation 
of  FIFRA  (Federal  Insecticide,  Fungicide,  and  Rodenticide  Act)  and  TSCA  (Toxic  Substances  Control  Act).  Some 
EPA  regions  are  now  closing  out  records.  Because  of  that,  and  the  fact  that  some  EPA  regions  are  not  providing 
EPA  Headquarters  with  updated  records,  it  was  decided  to  create  a  HIST  FTTS  database.  It  included  records  that 
may  not  be  included  in  the  newer  FTTS  database  updates.  This  database  is  no  longer  updated. 
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Date  of  Government  Version:  10/19/2006  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  03/01/2007  Telephone:  202-564-2501 

Date  Made  Active  in  Reports:  04/1 0/2007  Last  EDR  Contact:  1 2/1 7/2008 

Number  of  Days  to  Update:  40  Next  Scheduled  EDR  Contact:  03/17/2008 

Data  Release  Frequency:  No  Update  Planned 

DOT  OPS:  Incident  and  Accident  Data 

Department  of  Transporation,  Office  of  Pipeline  Safety  Incident  and  Accident  data. 

Date  of  Government  Version:  07/31/2012  Source:  Department  of  Transporation,  Office  of  Pipeline  Safety 

Date  Data  Arrived  at  EDR:  08/07/2012  Telephone:  202-366-4595 

Date  Made  Active  in  Reports:  09/18/2012  Last  EDR  Contact:  05/04/2016 

Number  of  Days  to  Update:  42  Next  Scheduled  EDR  Contact:  08/1 5/201 6 

Data  Release  Frequency:  Varies 


CONSENT:  Superfund  (CERCLA)  Consent  Decrees 

Major  legal  settlements  that  establish  responsibility  and  standards  for  cleanup  at  NPL  (Superfund)  sites.  Released 
periodically  by  United  States  District  Courts  after  settlement  by  parties  to  litigation  matters. 


Date  of  Government  Version:  12/31/2014 
Date  Data  Arrived  at  EDR:  04/17/2015 
Date  Made  Active  in  Reports:  06/02/2015 
Number  of  Days  to  Update:  46 


Source:  Department  of  Justice,  Consent  Decree  Library 

Telephone:  Varies 

Last  EDR  Contact:  03/24/2016 

Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Varies 


BRS:  Biennial  Reporting  System 

The  Biennial  Reporting  System  is  a  national  system  administered  by  the  EPA  that  collects  data  on  the  generation 
and  management  of  hazardous  waste.  BRS  captures  detailed  data  from  two  groups:  Large  Quantity  Generators  (LOG) 
and  Treatment,  Storage,  and  Disposal  Facilities. 

Date  of  Government  Version:  12/31/2013  Source:  EPA/NTIS 

Date  Data  Arrived  at  EDR:  02/24/2015  Telephone:  800-424-9346 

Date  Made  Active  in  Reports:  09/30/2015  Last  EDR  Contact:  02/26/2016 

Number  of  Days  to  Update:  218  Next  Scheduled  EDR  Contact:  06/06/2016 

Data  Release  Frequency:  Biennially 


INDIAN  RESERV:  Indian  Reservations 

This  map  layer  portrays  Indian  administered  lands  of  the  United  States  that  have  any  area  equal  to  or  greater 
than  640  acres. 


Date  of  Government  Version:  12/31/2005 
Date  Data  Arrived  at  EDR:  12/08/2006 
Date  Made  Active  in  Reports:  01/1 1/2007 
Number  of  Days  to  Update:  34 


Source:  USGS 

Telephone:  202-208-3710 

Last  EDR  Contact:  04/1 5/2016 

Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Semi-Annually 


FUSRAP:  Formerly  Utilized  Sites  Remedial  Action  Program 

DOE  established  the  Formerly  Utilized  Sites  Remedial  Action  Program  (FUSRAP)  in  1974  to  remediate  sites  where 
radioactive  contamination  remained  from  Manhattan  Project  and  early  U.S.  Atomic  Energy  Commission  (AEC)  operations. 


Date  of  Government  Version:  1 1/23/2015 
Date  Data  Arrived  at  EDR:  1 1/24/2015 
Date  Made  Active  in  Reports:  02/18/2016 
Number  of  Days  to  Update:  86 


Source:  Department  of  Energy 
Telephone:  202-586-3559 
Last  EDR  Contact:  02/08/2016 
Next  Scheduled  EDR  Contact:  05/23/2016 
Data  Release  Frequency:  Varies 


UMTRA:  Uranium  Mill  Tailings  Sites 

Uranium  ore  was  mined  by  private  companies  for  federal  government  use  in  national  defense  programs.  When  the  mills 
shut  down,  large  piles  of  the  sand-like  material  (mill  tailings)  remain  after  uranium  has  been  extracted  from 
the  ore.  Levels  of  human  exposure  to  radioactive  materials  from  the  piles  are  low;  however,  in  some  cases  tailings 
were  used  as  construction  materials  before  the  potential  health  hazards  of  the  tailings  were  recognized. 


TC04611581.2r  PageGR-18 


GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


Date  of  Government  Version:  09/14/2010 
Date  Data  Arrived  at  EDR:  1 0/07/201 1 
Date  Made  Active  in  Reports:  03/01/2012 
Number  of  Days  to  Update:  146 


LEAD  SMELTER  1 :  Lead  Smeiter  Sites 

A  iisting  of  former  iead  smeiter  site  iocations. 

Date  of  Government  Version:  1 1/25/2014 
Date  Data  Arrived  at  EDR:  1 1/26/2014 
Date  Made  Active  in  Reports:  01/29/2015 
Number  of  Days  to  Update:  64 


Source:  Department  of  Energy 
Teiephone:  505-845-0011 
Last  EDR  Contact:  03/28/2016 
Next  Scheduied  EDR  Contact:  06/06/2016 
Data  Reiease  Frequency:  Varies 


Source:  Environmentai  Protection  Agency 
Teiephone:  703-603-8787 
Last  EDR  Contact:  04/07/2016 
Next  Scheduied  EDR  Contact:  07/18/2016 
Data  Reiease  Frequency:  Varies 


LEAD  SMELTER  2:  Lead  Smeiter  Sites 

A  iist  of  severai  hundred  sites  in  the  U.S.  where  secondary  iead  smeiting  was  done  from  1931  and  1964.  These  sites 
may  pose  a  threat  to  pubiic  heaith  through  ingestion  or  inhaiation  of  contaminated  soii  or  dust 


Date  of  Government  Version:  04/05/2001 
Date  Data  Arrived  at  EDR:  10/27/2010 
Date  Made  Active  in  Reports:  12/02/2010 
Number  of  Days  to  Update:  36 


Source:  American  Journai  of  Pubiic  Fleaith 

Teiephone:  703-305-6451 

Last  EDR  Contact:  12/02/2009 

Next  Scheduied  EDR  Contact:  N/A 

Data  Reiease  Frequency:  No  Update  Pianned 


US  AiRS  (AFS):  Aerometric  information  Retrievai  System  Faciiity  Subsystem  (AFS) 

The  database  is  a  sub-system  of  Aerometric  Information  Retrieval  System  (AIRS).  AFS  contains  compliance  data 
on  air  pollution  point  sources  regulated  by  the  U.S.  EPA  and/or  state  and  local  air  regulatory  agencies.  This 
information  comes  from  source  reports  by  various  stationary  sources  of  air  pollution,  such  as  electric  power  plants, 
steel  mills,  factories,  and  universities,  and  provides  information  about  the  air  pollutants  they  produce.  Action, 
air  program,  air  program  pollutant,  and  general  level  plant  data.  It  is  used  to  track  emissions  and  compliance 
data  from  industrial  plants. 


Date  of  Government  Version:  10/20/2015 
Date  Data  Arrived  at  EDR:  10/27/2015 
Date  Made  Active  in  Reports:  01/04/2016 
Number  of  Days  to  Update:  69 


Source:  EPA 

Telephone:  202-564-2496 

Last  EDR  Contact:  03/24/2016 

Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Annually 


US  AIRS  MINOR:  Air  Facility  System  Data 
A  listing  of  minor  source  facilities. 

Date  of  Government  Version:  10/20/2015 
Date  Data  Arrived  at  EDR:  10/27/2015 
Date  Made  Active  in  Reports:  01/04/2016 
Number  of  Days  to  Update:  69 


Source:  EPA 

Telephone:  202-564-2496 

Last  EDR  Contact:  03/24/2016 

Next  Scheduled  EDR  Contact:  07/11/2016 

Data  Release  Frequency:  Annually 


US  MINES:  Mines  Master  Index  File 

Contains  all  mine  identification  numbers  issued  for  mines  active  or  opened  since  1971 .  The  data  also  includes 
violation  information. 


Date  of  Government  Version:  02/09/2016 
Date  Data  Arrived  at  EDR:  03/02/2016 
Date  Made  Active  in  Reports:  04/15/2016 
Number  of  Days  to  Update:  44 


Source:  Department  of  Labor,  Mine  Safety  and  Fleaith  Administration 

Telephone:  303-231-5959 

Last  EDR  Contact:  03/02/2016 

Next  Scheduled  EDR  Contact:  06/13/2016 

Data  Release  Frequency:  Semi-Annually 


US  MINES  2:  Ferrous  and  Nonferrous  Metal  Mines  Database  Listing 

This  map  layer  includes  ferrous  (ferrous  metal  mines  are  facilities  that  extract  ferrous  metals,  such  as  iron 
ore  or  molybdenum)  and  nonferrous  (Nonferrous  metal  mines  are  facilities  that  extract  nonferrous  metals,  such 
as  gold,  silver,  copper,  zinc,  and  lead)  metal  mines  in  the  United  States. 
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Date  of  Government  Version:  12/05/2005 
Date  Data  Arrived  at  EDR:  02/29/2008 
Date  Made  Active  in  Reports:  04/18/2008 
Number  of  Days  to  Update:  49 


Source:  USGS 

Teiephone:  703-648-7709 

Last  EDR  Contact:  03/04/2016 

Next  Scheduied  EDR  Contact:  06/13/2016 

Data  Reiease  Frequency:  Varies 


US  MiNES  3:  Active  Mines  &  Minerai  Piants  Database  Listing 

Active  Mines  and  Minerai  Processing  Piant  operations  for  commodities  monitored  by  the  Minerais  information  Team 
of  the  USGS. 


Date  of  Government  Version:  04/14/201 1 
Date  Data  Arrived  at  EDR:  06/08/201 1 
Date  Made  Active  in  Reports:  09/13/201 1 
Number  of  Days  to  Update:  97 


Source:  USGS 

Teiephone:  703-648-7709 

Last  EDR  Contact:  03/04/2016 

Next  Scheduied  EDR  Contact:  06/13/2016 

Data  Reiease  Frequency:  Varies 


FiNDS:  Faciiity  index  System/Faciiity  Registry  System 

Faciiity  index  System.  FiNDS  contains  both  faciiity  information  and  'pointers’  to  other  sources  that  contain  more 
detaii.  EDR  inciudes  the  foiiowing  FINDS  databases  in  this  report:  PCS  (Permit  Compliance  System),  AIRS  (Aerometric 
Information  Retrieval  System),  DOCKET  (Enforcement  Docket  used  to  manage  and  track  information  on  civil  judicial 
enforcement  cases  for  all  environmental  statutes),  FURS  (Federal  Underground  Injection  Control),  C-DOCKET  (Criminal 
Docket  System  used  to  track  criminal  enforcement  actions  for  all  environmental  statutes),  FFIS  (Federal  Facilities 
Information  System),  STATE  (State  Environmental  Laws  and  Statutes),  and  PADS  (PCB  Activity  Data  System). 


Date  of  Government  Version:  07/20/2015 
Date  Data  Arrived  at  EDR:  09/09/2015 
Date  Made  Active  in  Reports:  11/03/2015 
Number  of  Days  to  Update:  55 


Source:  EPA 

Telephone:  (404)  562-9900 
Last  EDR  Contact:  03/08/2016 
Next  Scheduled  EDR  Contact:  06/20/2016 
Data  Release  Frequency:  Quarterly 


COAL  ASH:  Coal  Ash  Disposal  Sites 

A  listing  of  coal  combustion  products  distribution  permits  issued  by  the  Division  for  the  treatment,  storage, 
transportation,  use  and  disposal  of  coal  combustion  products. 

Date  of  Government  Version:  04/22/2015  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  08/04/2015  Telephone:  919-807-6359 

Date  Made  Active  in  Reports:  09/15/2015  Last  EDR  Contact:  05/02/2016 

Number  of  Days  to  Update:  42  Next  Scheduled  EDR  Contact:  08/1 5/201 6 

Data  Release  Frequency:  Varies 

DRYCLEANERS:  Drycleaning  Sites 

Potential  and  known  drycleaning  sites,  active  and  abandoned,  that  the  Drycleaning  Solvent  Cleanup  Program  has 
knowledge  of  and  entered  into  this  database. 

Date  of  Government  Version:  03/02/2015  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  06/25/2015  Telephone:  919-508-8400 

Date  Made  Active  in  Reports:  09/08/2015  Last  EDR  Contact:  03/23/2016 

Number  of  Days  to  Update:  75  Next  Scheduled  EDR  Contact:  07/04/2016 

Data  Release  Frequency:  Varies 


Financial  Assurance  1 :  Financial  Assurance  Information  Listing 

A  listing  of  financial  assurance  information  for  underground  storage  tank  facilities.  Financial  assurance  is  intended 
to  ensure  that  resources  are  available  to  pay  for  the  cost  of  closure,  post-closure  care,  and  corrective  measures 
if  the  owner  or  operator  of  a  regulated  facility  is  unable  or  unwilling  to  pay. 


Date  of  Government  Version:  02/10/2016 
Date  Data  Arrived  at  EDR:  02/12/2016 
Date  Made  Active  in  Reports:  04/1 1/2016 
Number  of  Days  to  Update:  59 


Source:  Department  of  Environment  &  Natural  Resources 

Telephone:  919-733-1322 

Last  EDR  Contact:  02/08/2016 

Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Quarterly 
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Financial  Assurance  2:  Financial  Assurance  Information  Listing 

Information  for  solid  waste  facilities.  Financial  assurance  is  intended  to  ensure  that  resources  are  available 
to  pay  for  the  cost  of  closure,  post-closure  care,  and  corrective  measures  if  the  owner  or  operator  of  a  regulated 
facility  is  unable  or  unwilling  to  pay. 

Date  of  Government  Version:  10/02/2012  Source:  Department  of  Environmental  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  10/03/2012  Telephone:  919-508-8496 

Date  Made  Active  in  Reports:  10/26/2012  Last  EDR  Contact:  04/1 1/2016 

Number  of  Days  to  Update:  23  Next  Scheduled  EDR  Contact:  04/11/2016 

Data  Release  Frequency:  Varies 

Financial  Assurance  3:  Financial  Assurance  Information 
Flazardous  waste  financial  assurance  information. 

Date  of  Government  Version:  09/14/2015  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  09/15/2015  Telephone:  919-707-8222 

Date  Made  Active  in  Reports:  10/22/2015  Last  EDR  Contact:  03/14/2016 

Number  of  Days  to  Update:  37  Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Varies 

NPDES:  NPDES  Facility  Location  Listing 

General  information  regarding  NPDES(National  Pollutant  Discharge  Elimination  System)  permits. 

Date  of  Government  Version:  02/17/2016  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  02/19/2016  Telephone:  919-733-7015 

Date  Made  Active  in  Reports:  05/03/2016  Last  EDR  Contact:  05/02/2016 

Number  of  Days  to  Update:  74  Next  Scheduled  EDR  Contact:  08/15/2016 

Data  Release  Frequency:  Varies 

UlC:  Underground  Injection  Wells  Listing 

A  listing  of  uncerground  injection  wells  locations. 

Date  of  Government  Version:  02/12/2016  Source:  Department  of  Environment  &  Natural  Resources 

Date  Data  Arrived  at  EDR:  02/16/2016  Telephone:  919-807-6412 

Date  Made  Active  in  Reports:  04/1 1/2016  Last  EDR  Contact:  02/03/2016 

Number  of  Days  to  Update:  55  Next  Scheduled  EDR  Contact:  05/23/2016 

Data  Release  Frequency:  Varies 

ECFIO:  Enforcement  &  Compliance  Flistory  Information 

ECFIO  provides  integrated  compliance  and  enforcement  information  for  about  800,000  regulated  facilities  nationwide. 

Date  of  Government  Version:  09/20/2015  Source:  Environmental  Protection  Agency 
Date  Data  Arrived  at  EDR:  09/23/2015  Telephone:  202-564-2280 

Date  Made  Active  in  Reports:  01/04/2016  Last  EDR  Contact:  03/23/2016 

Number  of  Days  to  Update:  1 03  Next  Scheduled  EDR  Contact:  07/04/201 6 

Data  Release  Frequency:  Quarterly 

FUELS  PROGRAM:  EPA  Fuels  Program  Registered  Listing 

This  listing  includes  facilities  that  are  registered  under  the  Part  80  (Code  of  Federal  Regulations)  EPA  Fuels 
Programs.  All  companies  now  are  required  to  submit  new  and  updated  registrations. 

Date  of  Government  Version:  1 1/23/2015  Source:  EPA 

Date  Data  Arrived  at  EDR:  1 1/24/2015  Telephone:  800-385-6164 

Date  Made  Active  in  Reports:  02/18/2016  Last  EDR  Contact:  02/24/2016 

Number  of  Days  to  Update:  86  Next  Scheduled  EDR  Contact:  06/06/2016 

Data  Release  Frequency:  Quarterly 

EDR  HIGH  RISK  HISTORICAL  RECORDS 
EDR  Exclusive  Records 
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EDR  MGP:  EDR  Proprietary  Manufactured  Gas  Plants 

The  EDR  Proprietary  Manufactured  Gas  Plant  Database  includes  records  of  coal  gas  plants  (manufactured  gas  plants) 
compiled  by  EDR’s  researchers.  Manufactured  gas  sites  were  used  in  the  United  States  from  the  1800’s  to  1950’s 
to  produce  a  gas  that  could  be  distributed  and  used  as  fuel.  These  plants  used  whale  oil,  rosin,  coal,  or  a  mixture 
of  coal,  oil,  and  water  that  also  produced  a  significant  amount  of  waste.  Many  of  the  byproducts  of  the  gas  production, 
such  as  coal  tar  (oily  waste  containing  volatile  and  non-volatile  chemicals),  sludges,  oils  and  other  compounds 
are  potentially  hazardous  to  human  health  and  the  environment.  The  byproduct  from  this  process  was  frequently 
disposed  of  directly  at  the  plant  site  and  can  remain  or  spread  slowly,  serving  as  a  continuous  source  of  soil 
and  groundwater  contamination. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  N/A 
Date  Made  Active  in  Reports:  N/A 
Number  of  Days  to  Update:  N/A 


Source:  EDR,  Inc. 

Telephone:  N/A 

Last  EDR  Contact:  N/A 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  No  Update  Planned 


EDR  Flist  Auto:  EDR  Exclusive  Flistoric  Gas  Stations 

EDR  has  searched  selected  national  collections  of  business  directories  and  has  collected  listings  of  potential 
gas  station/filling  station/service  station  sites  that  were  available  to  EDR  researchers.  EDR’s  review  was  limited 
to  those  categories  of  sources  that  might,  in  EDR’s  opinion,  include  gas  station/filling  station/service  station 
establishments.  The  categories  reviewed  included,  but  were  not  limited  to  gas,  gas  station,  gasoline  station, 
filling  station,  auto,  automobile  repair,  auto  service  station,  service  station,  etc.  This  database  falls  within 
a  category  of  information  EDR  classifies  as  "Fligh  Risk  Flistorical  Records",  or  FIRFIR.  EDR’s  FIRFIR  effort  presents 
unique  and  sometimes  proprietary  data  about  past  sites  and  operations  that  typically  create  environmental  concerns, 
but  may  not  show  up  in  current  government  records  searches. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  N/A 
Date  Made  Active  in  Reports:  N/A 
Number  of  Days  to  Update:  N/A 


Source:  EDR,  Inc. 

Telephone:  N/A 

Last  EDR  Contact:  N/A 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  Varies 


EDR  Flist  Cleaner:  EDR  Exclusive  Flistoric  Dry  Cleaners 

EDR  has  searched  selected  national  collections  of  business  directories  and  has  collected  listings  of  potential 
dry  cleaner  sites  that  were  available  to  EDR  researchers.  EDR’s  review  was  limited  to  those  categories  of  sources 
that  might,  in  EDR’s  opinion,  include  dry  cleaning  establishments.  The  categories  reviewed  included,  but  were 
not  limited  to  dry  cleaners,  cleaners,  laundry,  laundromat,  cleaning/laundry,  wash  &  dry  etc.  This  database  falls 
within  a  category  of  information  EDR  classifies  as  "High  Risk  Historical  Records",  or  HRHR.  EDR’s  HRHR  effort 
presents  unique  and  sometimes  proprietary  data  about  past  sites  and  operations  that  typically  create  environmental 
concerns,  but  may  not  show  up  in  current  government  records  searches. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  N/A 
Date  Made  Active  in  Reports:  N/A 
Number  of  Days  to  Update:  N/A 


Source:  EDR,  Inc. 

Telephone:  N/A 

Last  EDR  Contact:  N/A 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  Varies 


EDR  RECOVERED  GOVERNMENT  ARCHIVES 


Exclusive  Recovered  Govt.  Archives 


RGA  HWS:  Recovered  Government  Archive  State  Hazardous  Waste  Facilities  List 

The  EDR  Recovered  Government  Archive  State  Hazardous  Waste  database  provides  a  list  of  SHWS  incidents  derived 
from  historical  databases  and  includes  many  records  that  no  longer  appear  in  current  government  lists.  Compiled 
from  Records  formerly  available  from  the  Department  of  Environment,  Health  and  Natural  Resources  in  North  Carolina. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  07/01/2013 
Date  Made  Active  in  Reports:  12/24/2013 
Number  of  Days  to  Update:  1 76 


Source:  Department  of  Environment,  Health  and  Natural  Resources 

Telephone:  N/A 

Last  EDR  Contact:  06/01/2012 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  Varies 
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RGA  LF:  Recovered  Government  Archive  Solid  Waste  Facilities  List 

The  EDR  Recovered  Government  Archive  Landfill  database  provides  a  list  of  landfills  derived  from  historical  databases 
and  includes  many  records  that  no  longer  appear  in  current  government  lists.  Compiled  from  Records  formerly  available 
from  the  Department  of  Environment,  Flealth  and  Natural  Resources  in  North  Carolina. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  07/01/2013 
Date  Made  Active  in  Reports:  01/13/2014 
Number  of  Days  to  Update:  1 96 


Source:  Department  of  Environment,  Flealth  and  Natural  Resources 

Telephone:  N/A 

Last  EDR  Contact:  06/01/2012 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  Varies 


RGA  LUST:  Recovered  Government  Archive  Leaking  Underground  Storage  Tank 

The  EDR  Recovered  Government  Archive  Leaking  Underground  Storage  Tank  database  provides  a  list  of  LUST  incidents 
derived  from  historical  databases  and  includes  many  records  that  no  longer  appear  in  current  government  lists. 

Compiled  from  Records  formerly  available  from  the  Department  of  Environment,  Flealth  and  Natural  Resources  in  North 
Carolina. 


Date  of  Government  Version:  N/A 
Date  Data  Arrived  at  EDR:  07/01/2013 
Date  Made  Active  in  Reports:  12/20/2013 
Number  of  Days  to  Update:  1 72 


Source:  Department  of  Environment,  Flealth  and  Natural  Resources 

Telephone:  N/A 

Last  EDR  Contact:  06/01/2012 

Next  Scheduled  EDR  Contact:  N/A 

Data  Release  Frequency:  Varies 


OTHER  DATABASE(S) 


Depending  on  the  geographic  area  covered  by  this  report,  the  data  provided  in  these  specialty  databases  may  or  may  not  be 
complete.  For  example,  the  existence  of  wetlands  information  data  in  a  specific  report  does  not  mean  that  all  wetlands  in  the 
area  covered  by  the  report  are  included.  Moreover,  the  absence  of  any  reported  wetlands  information  does  not  necessarily 
mean  that  wetlands  do  not  exist  in  the  area  covered  by  the  report. 


CT  MANIFEST:  Flazardous  Waste  Manifest  Data 

Facility  and  manifest  data.  Manifest  is  a  document  that  lists  and  tracks  hazardous  waste  from  the  generator  through 
transporters  to  a  tsd  facility. 


Date  of  Government  Version:  07/30/2013 
Date  Data  Arrived  at  EDR:  08/19/2013 
Date  Made  Active  in  Reports:  10/03/2013 
Number  of  Days  to  Update:  45 


Source:  Department  of  Energy  &  Environmental  Protection 

Telephone:  860-424-3375 

Last  EDR  Contact:  02/18/2016 

Next  Scheduled  EDR  Contact:  05/30/2016 

Data  Release  Frequency:  No  Update  Planned 


NJ  MANIFEST:  Manifest  Information 

Hazardous  waste  manifest  information. 

Date  of  Government  Version:  12/31/2013 
Date  Data  Arrived  at  EDR:  07/17/2015 
Date  Made  Active  in  Reports:  08/12/2015 
Number  of  Days  to  Update:  26 


Source:  Department  of  Environmental  Protection 

Telephone:  N/A 

Last  EDR  Contact:  04/12/2016 

Next  Scheduled  EDR  Contact:  07/25/2016 

Data  Release  Frequency:  Annually 


NY  MANIFEST:  Facility  and  Manifest  Data 

Manifest  is  a  document  that  lists  and  tracks  hazardous  waste  from  the  generator  through  transporters  to  a  TSD 
facility. 


Date  of  Government  Version:  02/01/2016 
Date  Data  Arrived  at  EDR:  02/03/2016 
Date  Made  Active  in  Reports:  03/22/2016 
Number  of  Days  to  Update:  48 


Source:  Department  of  Environmental  Conservation 

Telephone:  518-402-8651 

Last  EDR  Contact:  02/03/2016 

Next  Scheduled  EDR  Contact:  05/16/2016 

Data  Release  Frequency:  Annually 
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PA  MANIFEST:  Manifest  Information 

Flazardous  waste  manifest  information. 

Date  of  Government  Version:  f  2/3f/20f  4 
Date  Data  Arrived  at  EDR:  07/24/20 f  5 
Date  Made  Active  in  Reports:  08/18/2015 
Number  of  Days  to  Update:  25 


Rl  MANIFEST:  Manifest  information 

Flazardous  waste  manifest  information 

Date  of  Government  Version:  12/31/2013 
Date  Data  Arrived  at  EDR:  06/19/2015 
Date  Made  Active  in  Reports:  07/15/2015 
Number  of  Days  to  Update:  26 


Wl  MANIFEST:  Manifest  Information 

Flazardous  waste  manifest  information. 

Date  of  Government  Version:  12/31/2014 
Date  Data  Arrived  at  EDR:  03/19/2015 
Date  Made  Active  in  Reports:  04/07/2015 
Number  of  Days  to  Update:  1 9 


Source:  Department  of  Environmental  Protection 
Telephone:  717-783-8990 
Last  EDR  Contact:  04/18/2016 
Next  Scheduled  EDR  Contact:  08/01/2016 
Data  Release  Frequency:  Annually 


Source:  Department  of  Environmental  Management 

Telephone:  401-222-2797 

Last  EDR  Contact:  03/21/2016 

Next  Scheduled  EDR  Contact:  06/06/2016 

Data  Release  Frequency:  Annually 


Source:  Department  of  Natural  Resources 

Telephone:  N/A 

Last  EDR  Contact:  03/14/2016 

Next  Scheduled  EDR  Contact:  06/27/2016 

Data  Release  Frequency:  Annually 


Oil/Gas  Pipelines 

Source:  PennWell  Corporation 

Petroleum  Bundle  (Crude  Oil,  Refined  Products,  Petrochemicals,  Gas  Liquids  (LPG/NGL),  and  Specialty 
Gases  (Miscellaneous))  N  =  Natural  Gas  Bundle  (Natural  Gas,  Gas  Liquids  (LPG/NGL),  and  Specialty  Gases 
(Miscellaneous)).  This  map  includes  information  copyrighted  by  PennWell  Corporation.  This  information 
is  provided  on  a  best  effort  basis  and  PennWell  Corporation  does  not  guarantee  its  accuracy  nor  warrant 
its  fitness  for  any  particular  purpose.  Such  information  has  been  reprinted  with  the  permission  of  PennWell. 

Electric  Power  Transmission  Line  Data 
Source:  PennWell  Corporation 

This  map  includes  information  copyrighted  by  PennWell  Corporation.  This  information  is  provided  on  a  best 
effort  basis  and  PennWell  Corporation  does  not  guarantee  its  accuracy  nor  warrant  its  fitness  for  any 
particular  purpose.  Such  information  has  been  reprinted  with  the  permission  of  PennWell. 

Sensitive  Receptors:  There  are  individuals  deemed  sensitive  receptors  due  to  their  fragile  immune  systems  and  special  sensitivity 
to  environmental  discharges.  These  sensitive  receptors  typically  include  the  elderly,  the  sick,  and  children.  While  the  location  of  all 
sensitive  receptors  cannot  be  determined,  EDR  indicates  those  buildings  and  facilities  -  schools,  daycares,  hospitals,  medical  centers, 
and  nursing  homes  -  where  individuals  who  are  sensitive  receptors  are  likely  to  be  located. 

APIA  Flospitals: 

Source:  American  Hospital  Association,  Inc. 

Telephone:  312-280-5991 

The  database  includes  a  listing  of  hospitals  based  on  the  American  Hospital  Association’s  annual  survey  of  hospitals. 

Medical  Centers:  Provider  of  Services  Listing 

Source:  Centers  for  Medicare  &  Medicaid  Services 
Telephone:  410-786-3000 

A  listing  of  hospitals  with  Medicare  provider  number,  produced  by  Centers  of  Medicare  &  Medicaid  Services, 
a  federal  agency  within  the  U.S.  Department  of  Health  and  Human  Services. 

Nursing  Homes 

Source:  National  Institutes  of  Health 
Telephone:  301-594-6248 

Information  on  Medicare  and  Medicaid  certified  nursing  homes  in  the  United  States. 

Public  Schools 

Source:  National  Center  for  Education  Statistics 
Telephone:  202-502-7300 

The  National  Center  for  Education  Statistics’  primary  database  on  elementary 
and  secondary  public  education  in  the  United  States.  It  is  a  comprehensive,  annual,  national  statistical 
database  of  all  public  elementary  and  secondary  schools  and  school  districts,  which  contains  data  that  are 
comparable  across  all  states. 
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Private  Schools 

Source:  National  Center  for  Education  Statistics 
Telephone:  202-502-7300 

The  National  Center  for  Education  Statistics’  primary  database  on  private  school  locations  in  the  United  States. 
Daycare  Centers:  Child  Care  Facility  List 

Source:  Department  of  Flealth  &  Fluman  Services 
Telephone:  919-662-4499 


Flood  Zone  Data:  This  data,  available  in  select  counties  across  the  country,  was  obtained  by  EDR  in  2003  &  201 1  from  the  Federal 
Emergency  Management  Agency  (FEMA).  Data  depicts  100-year  and  500-year  flood  zones  as  defined  by  FEMA. 

NWI:  National  Wetlands  Inventory.  This  data,  available  in  select  counties  across  the  country,  was  obtained  by  EDR 
in  2002,  2005  and  2010  from  the  U.S.  Fish  and  Wildlife  Service. 

State  Wetlands  Data:  Wetland  Inventory 
Source:  US  Fish  &  Wildlife  Service 
Telephone:  703-358-21 71 


Current  USGS  7.5  Minute  Topographic  Map 
Source:  U.S.  Geological  Survey 


STREET  AND  ADDRESS  INFORMATION 


©2015  TomTom  North  America,  Inc.  All  rights  reserved.  This  material  is  proprietary  and  the  subject  of  copyright  protection 
and  other  intellectual  property  rights  owned  by  or  licensed  to  Tele  Atlas  North  America,  Inc.  The  use  of  this  material  is  subject 
to  the  terms  of  a  license  agreement.  You  will  be  held  liable  for  any  unauthorized  copying  or  disclosure  of  this  material. 
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TARGET  PROPERTY  ADDRESS 


FORMER  TOWNSEND  PLANT 
1101  EAST  THIRD  STREET 
SILER  CITY,  NC  27344 

TARGET  PROPERTY  COORDINATES 


Latitude  (North): 

Longitude  (West): 

Universal  Tranverse  Mercator: 
UTM  X  (Meters): 

UTM  Y  (Meters): 

Elevation: 


35.731 855  - 35"  43’  54.68” 

79.450155  -  79"  27’  0.56” 

Zone  17 

640163.9 

3955115.5 

603  ft.  above  sea  level 


USGS  TOPOGRAPHIC  MAP 

Target  Property  Map: 
Version  Date: 


5945587  SILER  CITY,  NC 
2013 


EDR’s  GeoCheck  Physical  Setting  Source  Addendum  Is  provided  to  assist  the  environmental  professional  in 
forming  an  opinion  about  the  impact  of  potential  contaminant  migration. 

Assessment  of  the  Impact  of  contaminant  migration  generally  has  two  principal  investigative  components: 

1 .  Groundwater  flow  direction,  and 

2.  Groundwater  flow  velocity. 

Groundwater  flow  direction  may  be  Impacted  by  surface  topography,  hydrology,  hydrogeology,  characteristics 
of  the  soil,  and  nearby  wells.  Groundwater  flow  velocity  Is  generally  Impacted  by  the  nature  of  the 
geologic  strata. 
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GROUNDWATER  FLOW  DIRECTION  INFORMATION 

Groundwater  flow  direction  for  a  particular  site  is  best  determined  by  a  qualified  environmental  professional 
using  site-specific  well  data.  If  such  data  is  not  reasonably  ascertainable,  it  may  be  necessary  to  rely  on  other 
sources  of  information,  such  as  surface  topographic  information,  hydrologic  information,  hydrogeologic  data 
collected  on  nearby  properties,  and  regional  groundwater  flow  information  (from  deep  aquifers). 


TOPOGRAPHIC  INFORMATION 

Surface  topography  may  be  indicative  of  the  direction  of  surficial  groundwater  flow.  This  information  can  be  used  to 
assist  the  environmental  professional  in  forming  an  opinion  about  the  impact  of  nearby  contaminated  properties  or, 
should  contamination  exist  on  the  target  property,  what  downgradient  sites  might  be  impacted. 

TARGET  PROPERTY  TOPOGRAPHY 

General  Topographic  Gradient:  General  ESE 


SURROUNDING  TOPOGRAPHY:  ELEVATION  PROFILES 


0  1/2  1  Miles 

Target  Property  Elevation:  603  ft. 


Source:  Topography  has  been  determined  from  the  USGS  7.5’  Digital  Elevation  Model  and  should  be  evaluated 
on  a  relative  (not  an  absolute)  basis.  Relative  elevation  information  between  sites  of  close  proximity 
should  be  field  verified. 
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HYDROLOGIC  INFORMATION 

Surface  water  can  act  as  a  hydrolegic  barrier  to  greundwater  flow.  Such  hydrologic  information  can  be  used  to  assist 
the  environmental  professional  in  forming  an  opinion  about  the  impact  of  nearby  contaminated  properties  or,  should 
contamination  exist  on  the  target  preperty,  what  downgradient  sites  might  be  impacted. 

Refer  to  the  Physical  Setting  Source  Map  following  this  summary  for  hydrologic  information  (major  waterways 
and  bodies  of  water). 


FEMA  FLOOD  ZONE 

Target  Property  Ceunty 
CHATHAM, NC 

Flood  Plain  Panel  at  Target  Property: 
Additional  Panels  in  search  area: 

NATIONAL  WETLAND  INVENTORY 

NWI  Quad  at  Target  Property 
SILER  CITY 


FEMA  Fleod 

Electrenic  Data _ 

YES  -  refer  to  the  Overview  Map  and  Detail  Map 

37037C  -  FEMA  DFIRM  Flood  data 

Not  Reported 


NWI  Electronic 
Data  Coverage 

YES  -  refer  to  the  Overview  Map  and  Detail  Map 


HYDROGEOLOGIC  INFORMATION 

Hydrogeelogic  infermation  obtained  by  installatien  of  wells  on  a  specific  site  can  often  be  an  indicator 
of  groundwater  flow  direction  in  the  immediate  area.  Such  hydrogeologic  information  can  be  used  to  assist  the 
environmental  professional  in  forming  an  opinion  about  the  impact  ef  nearby  contaminated  properties  or,  should 
contamination  exist  on  the  target  property,  what  downgradient  sites  might  be  impacted. 


AQUIFLOW® 

Search  Radius:  1.000  Mile. 

EDR  has  developed  the  AQUIFLOW  Information  System  to  provide  data  on  the  general  direction  of  groundwater 
flow  at  specific  points.  EDR  has  reviewed  reports  submitted  by  environmental  professionals  to  regulatory 
authorities  at  select  sites  and  has  extracted  the  date  of  the  report,  groundwater  flow  direction  as  determined 
hydrogeolegically,  and  the  depth  te  water  table. 

LOCATION  GENERAL  DIRECTION 

MAP  ID  FROM  TP  GROUNDWATER  FLOW 

Not  Reported 
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GROUNDWATER  FLOW  VELOCITY  INFORMATION 

Groundwater  flow  velocity  information  for  a  particular  site  is  best  determined  by  a  qualified  environmental  professional 
using  site  specific  geologic  and  soil  strata  data.  If  such  data  are  not  reasonably  ascertainable,  it  may  be  necessary 
to  rely  on  other  sources  of  information,  including  geologic  age  identification,  rock  stratigraphic  unit  and  soil 
characteristics  data  collected  on  nearby  properties  and  regional  soil  information.  In  general,  contaminant  plumes 
move  more  quickly  through  sandy-gravelly  types  of  soils  than  silty-clayey  types  of  soils. 


GEOLOGIC  INFORMATION  IN  GENERAL  AREA  OF  TARGET  PROPERTY 

Geologic  information  can  be  used  by  the  environmental  professional  in  forming  an  opinion  about  the  relative  speed 
at  which  contaminant  migration  may  be  occurring. 

ROCK  STRATIGRAPHIC  UNIT  GEOLOGIC  AGE  IDENTIFICATION 

Era:  Paleozoic  Category:  Eugeosynclinal  Deposits 

System:  Cambrian 

Series:  Cambrian 

Code:  Ce  (decoded above  as  Era,  System  &  Series) 

Geologic  Age  and  Rock  Stratigraphic  Unit  Source:  P.G.  Schruben,  R.E.  Arndt  and  W.J.  Bawiec,  Geology 

of  the  Conterminous  U.S.  at  1 :2, 500, 000  Scale  -  a  digital  representation  of  the  1974  P.B.  King  and  H.M.  Beikman 

Map,  USGS  Digital  Data  Series  DDS  -  1 1  (1994). 

DOMINANT  SOIL  COMPOSITION  IN  GENERAL  AREA  OF  TARGET  PROPERTY 

The  U.S.  Department  of  Agriculture’s  (USDA)  Soil  Conservation  Service  (SCS)  leads  the  National  Cooperative  Soil 
Survey  (NCSS)  and  is  responsible  for  collecting,  storing,  maintaining  and  distributing  soil  survey  information 
for  privately  owned  lands  in  the  United  States.  A  soil  map  in  a  soil  survey  is  a  representation  of  soil  patterns 
in  a  landscape.  Soil  maps  for  STATSGO  are  compiled  by  generalizing  more  detailed  (SSURGO)  soil  survey  maps. 
The  following  information  is  based  on  Soil  Conservation  Service  STATSGO  data. 

Soil  Component  Name:  HERNDON 

Soil  Surface  Texture:  silt  loam 

Hydrologic  Group:  Class  B  -  Moderate  infiltration  rates.  Deep  and  moderately  deep, 

moderately  well  and  well  drained  soils  with  moderately  coarse 
textures. 

Soil  Drainage  Class:  Well  drained.  Soils  have  intermediate  water  holding  capacity.  Depth  to 

water  table  is  more  than  6  feet. 

Hydric  Status:  Soil  does  not  meet  the  requirements  for  a  hydric  soil. 

Corrosion  Potential  -  Uncoated  Steel:  HIGH 
Depth  to  Bedrock  Min:  >  60  inches 

Depth  to  Bedrock  Max:  >  60  inches 
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Soil  Layer  Information 


Boundary 

Classification 

Layer 

Upper 

Lower 

Soil  Texture  Class 

AASHTO  Group 

Unified  Soii 

Permeability 
Rate  (in/hr) 

Soii  Reaction 
(pH) 

1 

0  inches 

9  inches 

silt  loam 

Silt-Clay 

Materials  (more 
than  35  pet. 
passing  No. 

200),  Silty 

Soils. 

FINE-GRAINED 
SOILS,  Silts  and 

Clays  (liquid 
limit  less  than 

50%),  silt. 

Max:  2.00 
Min:  0.60 

Max:  6.50 

Min:  4.50 

2 

9  inches 

48  inches 

silty  clay  loam 

Silt-Clay 

Materials  (more 
than  35  pet. 
passing  No. 

200),  Clayey 

Soils. 

FINE-GRAINED 
SOILS,  Silts  and 

Clays  (liquid 
limit  50%  or 
more),  Elastic 
silt. 

Max:  2.00 
Min:  0.60 

Max:  5.50 

Min:  3.60 

3 

48  inches 

68  inches 

silt  loam 

Silt-Clay 

Materials  (more 
than  35  pet. 
passing  No. 

200),  Clayey 

Soils. 

FINE-GRAINED 
SOILS,  Silts  and 

Clays  (liquid 
limit  50%  or 
more).  Elastic 
silt. 

Max:  2.00 
Min:  0.60 

Max:  5.50 

Min:  3.60 

OTHER  SOIL  TYPES  IN  AREA 

Based  on  Soil  Conservation  Service  STATSGO  data,  the  following  additional  subordinant  soil  types  may 
appear  within  the  general  area  of  target  property. 

Soil  Surface  Textures:  sandy  loam 

gravelly  -  silt  loam 
stony  -  silt  loam 
clay  loam 

channery  -  silt  loam 
loam 

Surficial  Soil  Types:  sandy  loam 

gravelly  -  silt  loam 
stony  -  silt  loam 
clay  loam 

channery  -  silt  loam 
loam 

Shallow  Soil  Types:  silty  clay  loam 
sandy  clay 
silt  loam 
loam 

clay  loam 

very  channery  -  silt  loam 

Deeper  Soil  Types:  silty  olay  loam 

weathered  bedrock 
unweathered  bedrock 
sandy  clay  loam 
clay 
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LOCAL  /  REGIONAL  WATER  AGENCY  RECORDS 

EDR  Local/Regional  Water  Agency  records  provide  water  well  information  to  assist  the  environmental 
professional  in  assessing  sources  that  may  impact  ground  water  flow  direction,  and  in  forming  an 
opinion  about  the  impact  of  oontaminant  migration  on  nearby  drinking  water  wells. 


WELL  SEARCH  DISTANCE  INFORMATION 

DATABASE  SEARCH  DISTANCE  (miles) 

Federal  USGS  1 .000 

Federal  FRDS  PWS  Nearest  PWS  within  1  mile 

State  Database  1 .000 


FEDERAL  USGS  WELL  INFORMATION 

MAP  ID  WELL  ID 

“i  USGS40000889867 


LOCATION 
FROM  TP 


1/4-  1/2  Mile  South 


FEDERAL  FRDS  PUBLIC  WATER  SUPPLY  SYSTEM  INFORMATION 


MAP  ID  WELL  ID 

~2  NC0276606 


LOCATION 
FROM  TP 


1/2-1  MileSW 


Note:  PWS  System  location  is  not  always  the  same  as  well  location. 


STATE  DATABASE  WELL  INFORMATION 

MAP  ID  WELL  ID 

No  Wells  Found 


LOCATION 
FROM  TP 


OTHER  STATE  DATABASE  INFORMATION 


NORTH  CAROLINA  SIGNIFICANT  NATURAL  HERITAGE  AREAS  DATABASE: 

ID  Name 

NCI  0003408  UPPER  ROCKY  RIVER  AOUATIC  HABITAT 
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N  County  Boundary 
/\/  Major  Roads 
/V  Contour  Lines 

Earthquake  epicenter,  Richter  5  or  greater 
@  Water  Weiis 
0  Pubiic  Water  Suppiy  Weiis 
•  Ciuster  of  Muitipie  icons 


I  Groundwater  Fiow  Direction  Wiidiife  Areas 

.( G  I  )  indeterminate  Groundwater  Fiow  at  Location  Naturai  Areas 

:( G  V )  Groundwater  Fiow  Varies  at  Location  *  Rare  &  Endangered  Species 


SITE  NAME: 

Former  Townsend  Plant 

CLIENT: 

Duncklee  &  Dunham,  PC 

ADDRESS: 

1101  East  Third  Street 

CONTACT: 

Russell  Molyneux 

Siler  City  NC  27344 

INQUIRY#: 

04611 581 .2r 

LAT/LONG: 

35.731855/79.450155 

DATE: 

May  06,  2016  10:37  am 

Copyright  ©  2016  EDR,  Inc.  ©  2015  TomTom  Rel.  2015. 
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Map  ID 

Direction 

Distance 

Elevation _ Database _ EDR  ID  Number 

1 

South  FED  uses  USGS40000889867 

1/4- 1/2  Mile 

Lower 


Org.  Identifier: 

USGS-NC 

Formal  name: 

USGS  North  Carolina  Water  Science  Center 

Monloc  Identifier: 

USGS-354330079265901 

Monloc  name: 

CH-088 

Monloc  type: 

Well 

Monloc  desc: 

Not  Reported 

Flue  code: 

Not  Reported 

Dralnagearea  value: 

Not  Reported 

Dralnagearea  Units: 

Not  Reported 

Contrib  dralnagearea: 

Not  Reported 

Contrib  dralnagearea  units: 

Not  Reported 

Latitude: 

35.7251403 

Longitude: 

-79.449465 

Sourcemap  scale: 

Not  Reported 

Floriz  Acc  measure: 

1 

Floriz  Acc  measure  units: 

seconds 

Floriz  Collection  method: 

Interpolated  from  map 

Floriz  coord  refsys: 

NAD83 

Vert  measure  val: 

Not  Reported 

Vert  measure  units: 

Not  Reported 

Vertacc  measure  val: 

Not  Reported 

Vert  acemeasure  units: 

Not  Reported 

Vertcollectlon  method: 

Not  Reported 

Vert  coord  refsys: 

Not  Reported 

Countrycode: 

US 

Agulfername: 

Piedmont  and  Blue  Ridge  crystalline-rock  aquifers 

Formation  type: 

Argillite 

Agulfer  type: 

Not  Reported 

Construction  date: 

Not  Reported 

Welldepth: 

120 

Welldepth  units: 

ft 

Wellholedepth: 

Not  Reported 

Wellholedepth  units: 

Not  Reported 

Ground-water  levels,  Number  of  Measurements:  0 


2 

SW 

1/2-1  Mile 

Fligher 

FRDS  PWS  NC0276606 

Epa  region: 

04 

State: 

NC 

Pwsid: 

NC0276606 

Pwsname: 

COLERIDGE  RESTAURANT 

City  served: 

Not  Reported 

State  served: 

NC 

Zip  served: 

Not  Reported 

Flps  county: 

37151 

Status: 

Closed 

Pop  srvd: 

30 

Pwssvcconn: 

3 

Source: 

Groundwater 

Pws  type: 

TNCWS 

Owner: 

Private 

Contact: 

ALTON  GRAY  OR  MGR 

Contactor  gname: 

Not  Reported 

Contact  phone: 

Not  Reported 

Contact  addressi : 

Not  Reported 

Contact  address2: 

Not  Reported 

Contact  city: 

SILER  CITY 

Contact  state: 

Activity  code: 

NC 

1 

Contact  zip: 

27344 
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GEOCHECK®-  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


Location  Information: 
Name: 

COLERIDGE  RESTAURANT 

Pwstypcd: 

TNCWS 

Primsrccd:  GW 

Popserved: 

30 

Add1: 

Not  Reported 

Add2: 

Not  Reported 

City: 

SILER  CITY 

State:  NC 

Zip: 

27344 

Phone:  Not  Reported 

Cityserv: 

SILER  CITY 

Cntyserv:  Not  Reported 

Stateserv: 

NC 

Zipserv:  Not  Reported 

PWS  ID: 

NC0276606 

Date  Initiated: 

8505  Date  Deactivated:  Not  Reported 

PWS  Name: 

COLERIDGE  RESTAURANT 
SILER  CITY,  NC  27344 

Addressee  /  Facility: 

System  Owner/Responsible  Party 

ALTON  GRAY  OR  MGR 

RT4  BOX  108 

SILER  CITY,  NC  27344 

Addressee  /  Facility: 

System  Owner/Responsible  Party 

ALTON  GRAY 

RT4  BOX  108 

SILER  CITY,  NC  27344 

Facility  Latitude: 

35  43  23 

Facility  Longitude:  079  27  45 

Facility  Latitude: 

35  38  45 

Facility  Longitude:  079  36  55 

City  Served: 

SILER  CITY 

Treatment  Class: 

Untreated 

Population:  00000030 

Violations  information  not  reported. 
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GEOCHECK®-  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 

Map  ID 

Direction 

Distance 

Database  EDR  ID  Number 

Site  Name: 

Quality: 

Acres  per  Polygon: 


NC_SNHA  NCI  0003408 

UPPER  ROCKY  RIVER  AQUATIC  HABITAT 

Not  Reported 

221.36 
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GEOCHECK®-  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 

RADON 


AREA  RADON  INFORMATION 


State  Database:  NC  Radon 
Radon  Test  Results 


Num  Results  Avg  pCI/L  Min  pCi/L  Max  pCi/L 


1  3.70  3.7  3.7 


Federal  ERA  Radon  Zone  for  CHATHAM  County:  3 

Note:  Zone  1  indoor  average  level  >  4  pCi/L. 

:  Zone  2  indoor  average  level  >=  2  pCi/L  and  <=  4  pCi/L. 
:  Zone  3  indoor  average  level  <  2  pCi/L. 


Federal  Area  Radon  Information  for  CHATHAM  COUNTY,  NC 
Number  of  sites  tested:  3 

Area  Average  Activity  %  <4  pCi/L 


Living  Area  -  1st  Floor 
Living  Area  -  2nd  Floor 
Basement 


-0.033  pCi/L 
Not  Reported 
0.900  pCi/L 


1 00% 

Not  Reported 
1 00% 


%  4-20  pCi/L 


0% 

Not  Reported 
0% 


%  >20  pCi/L 


0% 

Not  Reported 
0% 
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PHYSICAL  SETTING  SOURCE  RECORDS  SEARCHED 


TOPOGRAPHIC  INFORMATION 


USGS  7.5’  Digital  Elevation  Model  (DEM) 

Source:  United  States  Geologic  Survey 

EDR  acquired  the  USGS  7.5’  Digital  Elevation  Model  in  2002  and  updated  it  in  2006.  The  7.5  minute  DEM  corresponds 
to  the  USGS  1 :24,000-  and  1 :25, 000-scale  topographic  quadrangle  maps.  The  DEM  provides  elevation  data 
with  consistent  elevation  units  and  projection. 

Current  USGS  7.5  Minute  Topographic  Map 
Source:  U.S.  Geological  Survey 


HYDROLOGIC  INFORMATION 


Flood  Zone  Data:  This  data,  available  in  select  counties  across  the  country,  was  obtained  by  EDR  in  2003  &  201 1  from  the  Federal 
Emergency  Management  Agency  (FEMA).  Data  depicts  100-year  and  500-year  flood  zones  as  defined  by  FEMA. 

NWI:  National  Wetlands  Inventory.  This  data,  available  in  select  counties  across  the  country,  was  obtained  by  EDR 
in  2002,  2005  and  2010  from  the  U.S.  Fish  and  Wildlife  Service. 

State  Wetlands  Data:  Wetland  Inventory 
Source:  US  Fish  &  Wildlife  Service 
Telephone:  703-358-21 71 


HYDROGEOLOGIC  INFORMATION 

AQUIFLOw'^  Information  System 

Source:  EDR  proprietary  database  of  groundwater  flow  information 

EDR  has  developed  the  AQUIFLOW  Information  System  (AIS)  to  provide  data  on  the  general  direction  of  groundwater 
flow  at  specific  points.  EDR  has  reviewed  reports  submitted  to  regulatory  authorities  at  select  sites  and  has 
extracted  the  date  of  the  report,  hydrogeologically  determined  groundwater  flow  direction  and  depth  to  water  table 
information. 


GEOLOGIC  INFORMATION 


Geologic  Age  and  Rock  Stratigraphic  Unit 

Source:  P.G.  Schruben,  R.E.  Arndt  and  W.J.  Bawiec,  Geology  of  the  Conterminous  U.S.  at  1 :2, 500, 000  Scale  -  A  digital 
representation  of  the  1974  P.B.  King  and  FI.M.  Beikman  Map,  USGS  Digital  Data  Series  DDS  -  1 1  (1994). 

STATSGO:  State  Soil  Geographic  Database 

Source:  Department  of  Agriculture,  Natural  Resources  Conservation  Service  (NRCS) 

The  U.S.  Department  of  Agriculture’s  (USDA)  Natural  Resources  Conservation  Service  (NRCS)  leads  the  national 
Conservation  Soil  Survey  (NCSS)  and  is  responsible  for  collecting,  storing,  maintaining  and  distributing  soil 
survey  information  for  privately  owned  lands  in  the  United  States.  A  soil  map  in  a  soil  survey  is  a  representation 
of  soil  patterns  in  a  landscape.  Soil  maps  for  STATSGO  are  compiled  by  generalizing  more  detailed  (SSURGO) 
soil  survey  maps. 

SSURGO:  Soil  Survey  Geographic  Database 

Source:  Department  of  Agriculture,  Natural  Resources  Conservation  Service  (NRCS) 

Telephone:  800-672-5559 

SSURGO  is  the  most  detailed  level  of  mapping  done  by  the  Natural  Resources  Conservation  Service,  mapping 
scales  generally  range  from  1 :1 2,000  to  1 :63,360.  Field  mapping  methods  using  national  standards  are  used  to 
construct  the  soil  maps  in  the  Soil  Survey  Geographic  (SSURGO)  database.  SSURGO  digitizing  duplicates  the 
original  soil  survey  maps.  This  level  of  mapping  is  designed  for  use  by  landowners,  townships  and  county 
natural  resource  planning  and  management. 
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PHYSICAL  SETTING  SOURCE  RECORDS  SEARCHED 


LOCAL  /  REGIONAL  WATER  AGENCY  RECORDS 

FEDERAL  WATER  WELLS 

PWS:  Public  Water  Systems 

Source:  EPA/Office  of  Drinking  Water 
Telephone:  202-564-3750 

Public  Water  System  data  from  the  Federal  Reporting  Data  System.  A  PWS  is  any  water  system  which  provides  water  to  at 
least  25  people  for  at  least  60  days  annually.  PWSs  provide  water  from  wells,  rivers  and  other  sources. 

PWS  ENF:  Public  Water  Systems  Violation  and  Enforcement  Data 
Source:  EPA/Office  of  Drinking  Water 
Telephone:  202-564-3750 

Violation  and  Enforcement  data  for  Public  Water  Systems  from  the  Safe  Drinking  Water  Information  System  (SDWIS)  after 
August  1995.  Prior  to  August  1995,  the  data  came  from  the  Federal  Reporting  Data  System  (FRDS). 

USGS  Water  Wells:  USGS  National  Water  Inventory  System  (NWIS) 

This  database  contains  descriptive  information  on  sites  where  the  USGS  collects  or  has  collected  data  on  surface 
water  and/or  groundwater.  The  groundwater  data  includes  information  on  wells,  springs,  and  other  sources  of  groundwater. 

STATE  RECORDS 

North  Carolina  Public  Water  Supply  Wells 
Source:  Department  of  Environmental  Flealth 
Telephone:  919-715-3243 


OTHER  STATE  DATABASE  INFORMATION 


NC  Natural  Areas:  Significant  Natural  Fleritage  Areas 
Source:  Center  for  Geographic  Information  and  Analysis 
Telephone:  919-733-2090 

A  polygon  converage  identifying  sites  (terrestrial  or  aquatic  that  have  particular  biodiversity  significance. 

A  site’s  significance  may  be  due  to  the  presenceof  rare  species,  rare  or  hight  quality  natural  communities,  or 
other  important  ecological  features. 

NC  Game  Lands:  Wildlife  Resources  Commission  Game  Lands 
Source:  Center  for  Geographic  Information  and  Analysis 
Telephone:  919-733-2090 

All  publicly  owned  game  lands  managed  by  the  North  Carolina  Wildlife  Resources  Commission  and  as  listed  in  Hunting 
and  Fishing  Maps. 

NC  Natural  Heritage  Sites:  Natural  Heritage  Element  Occurrence  Sites 
Source:  Center  for  Geographic  Information  and  Analysis 
Telephone:  919-733-2090 

A  point  coverage  identifying  locations  of  rare  and  endangered  species,  occurrences  of  exemplary  or  unique  natural 
ecosystems  (terrestrial  or  aquatic),  and  special  animal  habitats  (e.g.,  colonial  waterbird  nesting  sites). 


RADON 

State  Database:  NC  Radon 

Source:  Department  of  Environment  &  Natural  Resources 

Telephone:  91 9-733-4984 

Radon  Statistical  and  Non  Statiscal  Data 

Area  Radon  Information 
Source:  USGS 
Telephone:  703-356-4020 

The  National  Radon  Database  has  been  developed  by  the  U.S.  Environmental  Protection  Agency 
(USEPA)  and  is  a  compilation  of  the  EPA/State  Residential  Radon  Survey  and  the  National  Residential  Radon  Survey. 
The  study  covers  the  years  1986  - 1992.  Where  necessary  data  has  been  supplemented  by  information  collected  at 
private  sources  such  as  universities  and  research  institutions. 
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PHYSICAL  SETTING  SOURCE  RECORDS  SEARCHED 


EPA  Radon  Zones 
Source:  EPA 
Telephone:  703-356-4020 

Sections  307  &  309  of  IRAA  directed  EPA  to  list  and  identify  areas  of  U.S.  with  the  potential  for  elevated  indoor 
radon  levels. 


OTHER 

Airport  Landing  Facilities:  Private  and  public  use  landing  facilities 

Source:  Federal  Aviation  Administration,  800-457-6656 

Epicenters:  World  earthquake  epicenters,  Richter  5  or  greater 

Source:  Department  of  Commerce,  National  Oceanic  and  Atmospheric  Administration 

Earthquake  Fault  Lines:  The  fault  lines  displayed  on  EDR’s  Topographic  map  are  digitized  quaternary  faultlines,  prepared 
in  1975  by  the  United  State  Geological  Survey 

STREET  AND  ADDRESS  INFORMATION 


©2015  TomTom  North  America,  Inc.  All  rights  reserved.  This  material  is  proprietary  and  the  subject  of  copyright  protection 
and  other  intellectual  property  rights  owned  by  or  licensed  to  Tele  Atlas  North  America,  Inc.  The  use  of  this  material  is  subject 
to  the  terms  of  a  license  agreement.  You  will  be  held  liable  for  any  unauthorized  copying  or  disclosure  of  this  material. 
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Section  1 :  Facility  Summary . Page  3 
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Thank  you  for  your  business. 

Please  contact  EDR  at  1-800-352-0050 
with  any  questions  or  comments. 


Disclaimer  -  Copyright  and  Trademark  Notice 


This  report  contains  information  obtained  from  a  variety  of  pubiic  and  other  sources  reasonabiy  avaiiabie  to  Environmentai  Data 
Resources  ,  Inc.  It  cannot  be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from 
other  sources.  NO  warranty  expressed  OR  implied,  is  made  whatsoever  in  connection  with  this  report,  environmental 
DATA  RESOURCES,  INC.  SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANYSUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION, 
merchantability  or  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE, 

ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL, 

CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL  DATA  RESOURCES,  INC.  IS  STRICTLY 
LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.Purchaser  accepts  this  report  "AS  iS".  Any  anaiyses,  estimates,  ratings, 
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Environmentai  Site  Assesment  performed  by  an  environmentai  professionai  can  produce  information  regarding  the  environmentai  risk  for  any 
property.  Additionaiiy,  the  information  provided  in  this  Report  is  not  to  be  construed  as  iegai  advice. 

Copyright  2016  by  Environmentai  Data  Resources,  inc.  Aii  rights  reserved.  Reproduction  in  any  media  or  format,  in  whoie 
or  in  part,  of  any  report  or  map  of  Environmentai  Data  Resources,  inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 
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trademarks  used  herein  are  the  property  of  their  respective  owners. 
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SECTION  1:  FACILITY  SUMMARY 


FACILITY 

FACILITY  1 

FIVE-STAR 

1212  E  11TH  ST 

SILER  CITY,  NC  27344 

AREA 

EDR  ID  #U0031 43428 

WASTE  MANAGEMENT 

Facility  generates  hazardous  waste  (RCRA) 

NO 

Facility  treats,  stores,  or  disposes  of  hazardous  waste 
on-site  (RCRA/TSDF) 

NO 

Facility  has  received  Notices  of  Violations  (RCRA/VIOL) 

NO 

Facility  has  been  subject  to  RCRA  administrative 
actions  (RAATS) 

NO 

Facility  has  been  subject  to  corrective  actions  (CORRACTS) 

NO 

Facility  handles  RGBs  (PADS) 

NO 

Facility  uses  radioactive  materials  (MLTS) 

NO 

Facility  is  a  FUSRAP  Site 

NO 

Facility  is  a  UXO  Site 

NO 

Facility  is  a  FUELS  Site 

NO 

Facility  is  an  DockHWC/ECFlO  Site 

NO 

Facility  manages  registered  aboveground  storage 
tanks  (AST) 

NO 

Facility  manages  registered  underground  storage 
tanks  (UST) 

YES  -  p4 

Facility  has  reported  leaking  underground  storage 
tank  incidents  (LUST) 

YES  -  p6 

Facility  has  reported  emergency  releases  to  the  soil  (ERNS) 

NO 

Facility  has  reported  hazardous  material  incidents 
to  DOT  (HMIRS) 

NO 

WASTE  DISPOSAL 

Facility  is  a  Superfund  Site  (NPL) 

NO 

Facility  has  a  known  or  suspect  abandoned,  inactive  or 
uncontrolled  hazardous  waste  site  (SEMS) 

NO 

Facility  has  a  reported  Superfund  Lien  on  it  (LIENS) 

NO 

Facility  is  listed  as  a  state  hazardous  waste  site  (SFIWS) 

NO 

Facility  has  disposed  of  solid  waste  on-site  (SWF/LF) 

NO 

MULTIMEDIA 

Facility  uses  toxic  chemicals  and  has  notified  EPA 
under  SARA  Tifle  III,  Section  313  (TRIS) 

NO 

Facility  produces  pesticides  and  has  notified  EPA 
under  Section  7  of  FIFRA  (SSTS) 

NO 

Facility  manufactures  or  imports  toxic  chemicals 
on  the  TSCA  list  (TSCA) 

NO 

Facility  has  inspections  under  FIFRA,  TSCA 
or  EPCRA  (FTTS) 

NO 

Facility  is  listed  in  EPA's  index  system  (FINDS) 

NO 

Facility  is  listed  in  other  database  records  (OTHER) 

NO 

POTENTIAL  SUPERFUND  LIABILITY 

Facility  has  a  list  of  potentially  responsible  parties  PRP 

NO 

TOTAL (YES) 

2 
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SECTION  2:  FACILITY  DETAIL  REPORTS 


WASTE  MANAGEMENT 

Facility  manages  registered  underground  storage  tanks 
DATABASE:  Petroleum  Storage  Tank  Database  (UST) 


FIVE-STAR 
1212  E  11TH  ST 
SILER  CITY,  NC  27344 
EDR  ID  #U0031 43428 


UST: 

Facility  Id: 

Contact: 

Contact  Addressi : 
Contact  Address2: 
Contact  CIty/State/ZIp: 
FIPS  County  Desc: 
Latitude: 

Longitude: 


00-0-0000007115 
BILLY  J.  SILER  SR 

1215  N  MARTIN  LUTHER  KING  BLVD 
Not  reported 
SILER  CITY,  NC  27344 
Chatham 
0 
0 


Tank  Id: 

Tank  Status: 

Installed  Date: 

Perm  Close  Date: 

Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spill  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 


1 

Removed 
05/09/1 983 
02/21/1 998 
3 

Gasoline,  Gas  Mix 
3000 

Not  reported 

No 

No 

Not  reported 

Yes 

Y6S 

Single  Wall  Steel 
Single  Wall  Steel 
Unknown 
Not  reported 
1 

Unknown 

1 

Unknown 

-1 

Unknown 
Single  Wall  Steel 
Single  Wall  Steel 
Unknown 


Tank  Id: 

Tank  Status: 

Installed  Date: 

Perm  Close  Date: 

Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spill  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 


2 

Removed 
05/09/1 983 
02/21/1998 
3 

Gasoline,  Gas  Mix 
6000 

Not  reported 

No 

No 

Not  reported 

Yes 

Y6S 

Single  Wall  Steel 
Single  Wall  Steel 
Unknown 
Not  reported 
1 

Unknown 

1 

Unknown 

-1 

Unknown 
Single  Wall  Steel 
Single  Wall  Steel 
Unknown 


Tank  Id:  3 

Tank  Status:  Removed 

Installed  Date:  05/12/1971 

Perm  Close  Date:  02/21/1998 
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Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spill  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 


Tank  Id: 

Tank  Status: 

Installed  Date: 

Perm  Close  Date: 

Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spill  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 


SECTION  2:  FACILITY  DETAIL  REPORTS 

...Continued... 


3 

Gasoline,  Gas  Mix 
5000 

Not  reported 

No 

No 

Not  reported 

Yes 

Y6S 

Single  Wall  Steel 
Unknown 
Unknown 
Not  reported 
1 

Unknown 

1 

Unknown 

-1 

Unknown 
Single  Wall  Steel 
Unknown 
Unknown 


4 

Removed 
05/12/1971 
02/21/1 998 
3 

Gasoline,  Gas  Mix 
4000 

Not  reported 

No 

No 

Not  reported 

Yes 

Y6S 

Single  Wall  Steel 
Unknown 
Unknown 
Not  reported 
1 

Unknown 

1 

Unknown 

-1 

Unknown 
Single  Wall  Steel 
Unknown 
Unknown 
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SECTION  2:  FACILITY  DETAIL  REPORTS 

...Continued... 


WASTE  MANAGEMENT 

Facility  has  reported  leaking  underground  storage  tank  incidents 
DATABASE:  Leaking  Petroleum  Storage  Tank  Database  (LUST) 


FIVE-STAR 
1212  E  11TH  ST 
SILER  CITY,  NC  27344 
EDR  ID  #U0031 43428 

Database  Address: 

FIVE  STAR 
1212  E.  11TH  ST. 
SILER  CITY,  NC  27344 


LUST: 

Facility  ID: 

UST  Number: 

Incident  Number: 

Contamination  Type: 

Source  Type: 

Product  Type: 

Date  Reported: 

Date  Occur: 

Cleanup: 

Closure  Request: 

Close  Out: 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commerclal/NonCommerclal  UST  Site: 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type 


00-0-000 

RA-3623 

22508 

GW 

Leak-underground 

P 

02/23/1998 
01/21/1998 
Not  reported 
Not  reported 
07/1 5/2003 


NOV  Issue  Date: 
NORR  Issue  Date: 
Site  Priority: 


Not  reported 
01/24/2001 
Not  reported 


Residential 

R 

COMMERCIAL 

L 

L 

Not  reported 


Phase  Of  LSA  Req: 

Site  Risk  Reason: 

Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi : 

LUR  Filed: 

Release  Detection: 
Current  Status: 

RBCA  GW: 

PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 
Testlat: 

Regional  Officer  Project 
Region: 

Company: 

Contact  Person: 
Telephone: 

RP  Address: 

RP  City,St,Zip: 

RP  County: 

Comments: 

5  Min  Ouad: 


2 

Not  reported 

Industrial/commercial 

No 

Yes 

No 

No 

08/01/2003 

0 

File  Located  in  Archives 
Cleanups  to  alternate  standards 
3 

False 

226 

85 

False 

False 

0 

N 

False 

35.7327  -79.4533 
Not  reported 
Mgr:  JFM 

RAL 

Not  reported 
BILLY  SILER,  SR. 

9197425570 
1215  MLK  BLVD. 

SILER  CITY,  NC  27344- 
CHATHAM 

THIS  REPORT  WAS  REVIEWED  BY  KCG-WSRO.  (ZMB)  //  NRP  recorded  by 
Chatham  County  Reg  of  Deeds  8/1/03,  Book  1043,  Page  641-647,  RKD. 

Not  reported 


PIRF: 

Facility  Id: 

Date  Occurred: 

Date  Reported: 
Description  Of  Incident: 
Owner/Operator: 
Ownership: 

Operation  Type: 

Type: 


22508 

1998-01-21  00:00:00 
2000-11-07  00:00:00 

SOIL  CONTAMINATION  DISCOVERED  DURING  UST  REMOVAL 
BILL  SILER 
4 
6 
3 


Report#  Prepared  for  /  May  23,  20 1 6  Page#  6  of  8 


Location: 

Site  Priority: 

Priority  Update: 

Weiis  Affected  Y/N: 
Sampies  inciude: 

7#5  Minute  Quad: 

5  Minute  Quad: 

Pirf/Min  Soii: 

Reiease  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 

Last  Modified: 

Incident  Phase: 

NQV  Issued: 

NQRR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SQC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


SECTION  2:  FACILITY  DETAIL  REPORTS 

...Continued... 


1 

u 

2000-11-07  00:00:00 
N 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
2 

Not  reported 

C 

C 

2003-07-15  00:00:00 
Closed  Cut 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
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SECTION  3:  DATABASES  AND  UPDATE  DATES 


To  maintain  currency  of  the  foiiowing  federai,  state  and  iocai  databases,  EDR  contacts  the  appropriate  government  agency  on  a  monthiy 
or  quarteriy  basis  as  required. 


Elapsed  ASTM  days:  Provides  confirmation  that  this  report  meets  or  exceeds  the  90-day  updating 
requirement  of  the  ASTM  standard. 


DATABASES  FOUND  IN  THIS  REPORT 


NC  LUST :  Regional  UST  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1308 

This  database  contains  information  obtained  from  the  Regionai  Offices,  it  provides  a  more 
detaiied  expianation  of  current  and  historic  activity  for  individuai  sites,  as  weii  as  what 
was  previousiy  found  in  the  incident  Management  Database.  Sites  in  this  database  with  incident 
Numbers  are  considered  LUSTs. 

Date  of  Government  Version:  02/05/2016 
Database  Reiease  Frequency:  Quarterly 


NC  UST:  Petroleum  Underground  Storage  Tank  Database 

Source:  Department  of  Environment  and  Natural  Resources 
Telephone:  919-733-1308 

Registered  Underground  Storage  Tanks.  UST’s  are  regulated  under  Subtitle  I  of  the  Resource 
Conservation  and  Recovery  Act  (RCRA)  and  must  be  registered  with  the  state  department  responsible 
for  administering  the  UST  program.  Available  information  varies  by  state  program. 

Date  of  Government  Version:  02/05/2016  Date  of  Last  EDR  Contact:  05/12/2016 

Database  Release  Frequency:  Quarterly  Date  of  Next  Scheduled  Update:  08/22/2016 


Date  of  Last  EDR  Contact:  05/12/2016 
Date  of  Next  Scheduled  Update:  08/22/2016 
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The  EDR-Site  Report™  is  a  comprehensive  presentation  of  government  fiiings  on  a  faciiity  identified  in 
a  search  of  federai,  state  and  iocai  environmentai  databases.  The  report  is  divided  into  three  sections: 
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Name,  source,  update  dates,  contact  phone  number  and  description  of  each  of  the  databases 
for  this  report. 


Thank  you  for  your  business. 

Please  contact  EDR  at  1-800-352-0050 
with  any  questions  or  comments. 


Disclaimer  -  Copyright  and  Trademark  Notice 


This  report  contains  information  obtained  from  a  variety  of  pubiic  and  other  sources  reasonabiy  avaiiabie  to  Environmentai  Data 
Resources  ,  Inc.  It  cannot  be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from 
other  sources.  NO  warranty  expressed  OR  implied,  is  made  whatsoever  in  connection  with  this  report,  environmental 
DATA  RESOURCES,  INC.  SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANYSUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION, 
merchantability  or  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE, 

ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL, 

CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL  DATA  RESOURCES,  INC.  IS  STRICTLY 
LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.Purchaser  accepts  this  report  "AS  iS".  Any  anaiyses,  estimates,  ratings, 
or  risk  codes  provided  in  this  report  are  provided  for  iiiustrative  purposes  oniy,  and  are  not  intended  to  provide,  nor 

shouid  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmentai  risk  for  any  property.  Oniy  a  Phase  i 
Environmentai  Site  Assesment  performed  by  an  environmentai  professionai  can  produce  information  regarding  the  environmentai  risk  for  any 
property.  Additionaiiy,  the  information  provided  in  this  Report  is  not  to  be  construed  as  iegai  advice. 

Copyright  2016  by  Environmentai  Data  Resources,  inc.  Aii  rights  reserved.  Reproduction  in  any  media  or  format,  in  whoie 
or  in  part,  of  any  report  or  map  of  Environmentai  Data  Resources,  inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  iogos  (inciuding  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmentai  Data  Resources,  inc.  or  its  affiiiates.  Aii  other 
trademarks  used  herein  are  the  property  of  their  respective  owners. 
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SECTION  1:  FACILITY  SUMMARY 


FACILITY 

FACILITY  1 

CHATHAM  CHEVROLET  BUICK  PONTIAC 

1402  EAST  11 TH  STREET 

SILER  CITY,  NC  27344 

AREA 

EDR  ID  #S1 0936731 2 

WASTE  MANAGEMENT 

Facility  generates  hazardous  waste  (RCRA) 

NO 

Facility  treats,  stores,  or  disposes  of  hazardous  waste 
on-site  (RCRA/TSDF) 

NO 

Facility  has  received  Notices  of  Violations  (RCRA/VIOL) 

NO 

Facility  has  been  subject  to  RCRA  administrative 
actions  (RAATS) 

NO 

Facility  has  been  subject  to  corrective  actions  (CORRACTS) 

NO 

Facility  handles  RGBs  (PADS) 

NO 

Facility  uses  radioactive  materials  (MLTS) 

NO 

Facility  is  a  FUSRAP  Site 

NO 

Facility  is  a  UXO  Site 

NO 

Facility  is  a  FUELS  Site 

NO 

Facility  is  an  DockHWC/ECFlO  Site 

NO 

Facility  manages  registered  aboveground  storage 
tanks  (AST) 

NO 

Facility  manages  registered  underground  storage 
tanks  (UST) 

NO 

Facility  has  reported  leaking  underground  storage 
tank  incidents  (LUST) 

YES  -  p4 

Facility  has  reported  emergency  releases  to  the  soil  (ERNS) 

NO 

Facility  has  reported  hazardous  material  incidents 
to  DOT  (HMIRS) 

NO 

WASTE  DISPOSAL 

Facility  is  a  Superfund  Site  (NPL) 

NO 

Facility  has  a  known  or  suspect  abandoned,  inactive  or 
uncontrolled  hazardous  waste  site  (SEMS) 

NO 

Facility  has  a  reported  Superfund  Lien  on  it  (LIENS) 

NO 

Facility  is  listed  as  a  state  hazardous  waste  site  (SFIWS) 

NO 

Facility  has  disposed  of  solid  waste  on-site  (SWF/LF) 

NO 

MULTIMEDIA 

Facility  uses  toxic  chemicals  and  has  notified  EPA 
under  SARA  Tifle  III,  Section  313  (TRIS) 

NO 

Facility  produces  pesticides  and  has  notified  EPA 
under  Section  7  of  FIFRA  (SSTS) 

NO 

Facility  manufactures  or  imports  toxic  chemicals 
on  the  TSCA  list  (TSCA) 

NO 

Facility  has  inspections  under  FIFRA,  TSCA 
or  EPCRA  (FTTS) 

NO 

Facility  is  listed  in  EPA's  index  system  (FINDS) 

NO 

Facility  is  listed  in  other  database  records  (OTHER) 

NO 

POTENTIAL  SUPERFUND  LIABILITY 

Facility  has  a  list  of  potentially  responsible  parties  PRP 

NO 

TOTAL (YES) 

1 
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SECTION  2:  FACILITY  DETAIL  REPORTS 

WASTE  MANAGEMENT 

Facility  has  reported  leaking  underground  storage  tank  incidents 

DATABASE:  Leaking  Petroleum  Storage  Tank  Database  (LUST) 

CHATHAM  CHEVROLET  BUICK  PONTIAC 

1402  EAST  11 TH  STREET 

SILER  CITY,  NC  27344 

EDR  ID  #S1 0936731 2 

LUST: 

Facility  ID: 

Not  reported 

UST  Number: 

RA-6033 

Incident  Number: 

33570 

Contamination  Type: 

SL 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

09/03/2008 

Date  Occur: 

10/26/2007 

Cleanup: 

10/26/2007 

Closure  Request: 

Not  reported 

Close  Out: 

Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Not  reported 

Tank  Regulated  Status: 

R 

#  Of  Supply  Wells: 

0 

Commerclal/NonCommerclal  UST  Site: 

COMMERCIAL 

Risk  Classification: 

Not  reported 

Risk  Class  Based  On  Review: 

U 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

Not  reported 

Phase  Of  LSA  Req: 

1 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Not  reported 

MTBE: 

No 

MTBE1: 

Unknown 

Flag: 

No 

Flagi : 

No 

LUR  Filed: 

Not  reported 

Release  Detection: 

0 

Current  Status: 

File  Located  in  House 

RBCA  GW: 

Not  reported 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

0 

Reel  Num: 

0 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7316-79.4460 

Testlat: 

Not  reported 

Regional  Officer  Project  Mgr: 

JFM 

Region: 

RAL 

Company: 

Chevrolet  Buick  Pontiac 

Contact  Person: 

Glyn  Collins 

Telephone: 

Not  reported 

RP  Address: 

1402  East  11th  Street 

RP  City, St, Zip: 

Siler  City,  NC  27344 

RP  County: 

Not  reported 

Comments: 

Not  reported 

5  Min  Ouad: 

Not  reported 

PIRF: 

Facility  Id: 

33570 

Date  Occurred: 

2007-10-26  00:00:00 

Date  Reported: 

2008-09-03  00:00:00 

Description  Of  Incident: 

Limited  Phase  II  Environmental  Site  Assessment  Report 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 

Site  Priority: 

Not  reported 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

Y 
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5  Minute  Quad: 

Pirf/Min  Soil: 

Release  Code: 

Source  Code: 

Err  Type: 

Cause: 

Source: 

Ust  Number: 

Last  Modified: 

Incident  Phase: 

NOV  Issued: 

NORR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


SECTION  2:  FACILITY  DETAIL  REPORTS 

...Continued... 


Not  reported 
Not  reported 
Not  reported 
Not  reported 
3 
3 
A 
P 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
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SECTION  3:  DATABASES  AND  UPDATE  DATES 


To  maintain  currency  of  the  foiiowing  federai,  state  and  iocai  databases,  EDR  contacts  the  appropriate  government  agency  on  a  monthiy 
or  quarteriy  basis  as  required. 


Elapsed  ASTM  days:  Provides  confirmation  that  this  report  meets  or  exceeds  the  90-day  updating 
requirement  of  the  ASTM  standard. 


DATABASES  FOUND  IN  THIS  REPORT 


NC  LUST :  Regional  UST  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1308 

This  database  contains  information  obtained  from  the  Regionai  Offices,  it  provides  a  more 
detaiied  expianation  of  current  and  historic  activity  for  individuai  sites,  as  weii  as  what 
was  previousiy  found  in  the  incident  Management  Database.  Sites  in  this  database  with  incident 
Numbers  are  considered  LUSTs. 

Date  of  Government  Version:  02/05/2016  Date  of  Last  EDR  Contact:  05/12/2016 

Database  Reiease  Frequency:  Quarteriy  Date  of  Next  Scheduied  Update:  08/22/2016 
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QUICKIE  WAY  MART 
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The  EDR-Site  Report™  is  a  comprehensive  presentation  of  government  fiiings  on  a  faciiity  identified  in 
a  search  of  federai,  state  and  iocai  environmentai  databases.  The  report  is  divided  into  three  sections: 


Section  1 :  Facility  Summary . Page  3 

Summary  of  faciiity  fiiings  inciuding  a  review  of  the  foiiowing  areas:  waste  management, 
waste  disposai,  muiti-media  issues,  and  Superfund  iiabiiity. 
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Thank  you  for  your  business. 
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with  any  questions  or  comments. 


Disclaimer  -  Copyright  and  Trademark  Notice 


This  report  contains  information  obtained  from  a  variety  of  pubiic  and  other  sources  reasonabiy  avaiiabie  to  Environmentai  Data 
Resources  ,  Inc.  It  cannot  be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from 
other  sources.  NO  warranty  expressed  OR  implied,  is  made  whatsoever  in  connection  with  this  report,  environmental 
DATA  RESOURCES,  INC.  SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANYSUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION, 
merchantability  or  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE, 

ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL, 

CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL  DATA  RESOURCES,  INC.  IS  STRICTLY 
LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.Purchaser  accepts  this  report  "AS  iS".  Any  anaiyses,  estimates,  ratings, 
or  risk  codes  provided  in  this  report  are  provided  for  iiiustrative  purposes  oniy,  and  are  not  intended  to  provide,  nor 

shouid  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmentai  risk  for  any  property.  Oniy  a  Phase  i 
Environmentai  Site  Assesment  performed  by  an  environmentai  professionai  can  produce  information  regarding  the  environmentai  risk  for  any 
property.  Additionaiiy,  the  information  provided  in  this  Report  is  not  to  be  construed  as  iegai  advice. 

Copyright  2016  by  Environmentai  Data  Resources,  inc.  Aii  rights  reserved.  Reproduction  in  any  media  or  format,  in  whoie 
or  in  part,  of  any  report  or  map  of  Environmentai  Data  Resources,  inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  iogos  (inciuding  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmentai  Data  Resources,  inc.  or  its  affiiiates.  Aii  other 
trademarks  used  herein  are  the  property  of  their  respective  owners. 
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SECTION  1:  FACILITY  SUMMARY 


FACILITY 

FACILITY  1 

QUICKIE  WAY  MART 

1322  EAST  11 TH  STREET 

SILER  CITY,  NC  27344 

AREA 

EDR  ID  #S1 17329820 

WASTE  MANAGEMENT 

Facility  generates  hazardous  waste  (RCRA) 

NO 

Facility  treats,  stores,  or  disposes  of  hazardous  waste 
on-site  (RCRA/TSDF) 

NO 

Facility  has  received  Notices  of  Violations  (RCRA/VIOL) 

NO 

Facility  has  been  subject  to  RCRA  administrative 
actions  (RAATS) 

NO 

Facility  has  been  subject  to  corrective  actions  (CORRACTS) 

NO 

Facility  handles  RGBs  (PADS) 

NO 

Facility  uses  radioactive  materials  (MLTS) 

NO 

Facility  is  a  FUSRAP  Site 

NO 

Facility  is  a  UXO  Site 

NO 

Facility  is  a  FUELS  Site 

NO 

Facility  is  an  DockHWC/ECFlO  Site 

NO 

Facility  manages  registered  aboveground  storage 
tanks  (AST) 

NO 

Facility  manages  registered  underground  storage 
tanks  (UST) 

NO 

Facility  has  reported  leaking  underground  storage 
tank  incidents  (LUST) 

YES  -  p4 

Facility  has  reported  emergency  releases  to  the  soil  (ERNS) 

NO 

Facility  has  reported  hazardous  material  incidents 
to  DOT  (HMIRS) 

NO 

WASTE  DISPOSAL 

Facility  is  a  Superfund  Site  (NPL) 

NO 

Facility  has  a  known  or  suspect  abandoned,  inactive  or 
uncontrolled  hazardous  waste  site  (SEMS) 

NO 

Facility  has  a  reported  Superfund  Lien  on  it  (LIENS) 

NO 

Facility  is  listed  as  a  state  hazardous  waste  site  (SFIWS) 

NO 

Facility  has  disposed  of  solid  waste  on-site  (SWF/LF) 

NO 

MULTIMEDIA 

Facility  uses  toxic  chemicals  and  has  notified  EPA 
under  SARA  Tifle  III,  Section  313  (TRIS) 

NO 

Facility  produces  pesticides  and  has  notified  EPA 
under  Section  7  of  FIFRA  (SSTS) 

NO 

Facility  manufactures  or  imports  toxic  chemicals 
on  the  TSCA  list  (TSCA) 

NO 

Facility  has  inspections  under  FIFRA,  TSCA 
or  EPCRA  (FTTS) 

NO 

Facility  is  listed  in  EPA's  index  system  (FINDS) 

NO 

Facility  is  listed  in  other  database  records  (OTHER) 

YES  -  p6 

POTENTIAL  SUPERFUND  LIABILITY 

Facility  has  a  list  of  potentially  responsible  parties  PRP 

NO 

TOTAL (YES) 

2 
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SECTION  2:  FACILITY  DETAIL  REPORTS 


WASTE  MANAGEMENT 

Facility  has  reported  leaking  underground  storage  tank  incidents 
DATABASE:  Leaking  Petroleum  Storage  Tank  Database  (LUST) 


QUICKIE  WAY  MART 
1322  EAST  11 TH  STREET 
SILER  CITY,  NC  27344 
EDR  ID  #S1 17329820 


LUST: 

Facility  ID:  00-0-000 

UST  Number:  RA-7501 

Incident  Number:  39615 

Contamination  Type: 

Source  Type:  Unknown 

Product  Type:  P 

Date  Reported:  08/04/2014 

Date  Occur:  08/04/2014 

Cleanup:  Not  reported 

Closure  Request:  Not  reported 

Close  Out:  Not  reported 

Level  Of  Soil  Cleanup  Achieved: 

Tank  Regulated  Status: 

#  Of  Supply  Wells:  0 

Commercial/NonCommercial  UST  Site 
Risk  Classification: 

Risk  Class  Based  On  Review: 
Corrective  Action  Plan  Type 
NOV  Issue  Date: 

NORR  Issue  Date: 

Site  Priority: 

Phase  Of  LSA  Req: 

Site  Risk  Reason: 

Land  Use: 

MTBE: 

MTBE1: 

Flag: 

Flagi : 

LUR  Filed: 

Release  Detection: 

Current  Status: 

RBCA  GW: 

PETOPT: 

RPL: 

CD  Num: 

Reel  Num: 

RPOW: 

RPOP: 

Error  Flag: 

Error  Code: 

Valid: 

Lat/Long  Decimal: 

Testlat: 

Regional  Officer  Project  Mgr: 

Region: 

Company: 


GW 


Not  reported 
R 


Contact  Person: 
Telephone: 

RP  Address: 

RP  City, St, Zip: 
RP  County: 
Comments: 


COMMERCIAL 
L 
L 

Not  reported 

Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Residential 
No 

Unknown 

No 

No 

Not  reported 
0 

File  Located  in  Flouse 
Not  reported 
3 

False 

0 

0 

False 

False 

0 

N 

35'7322  -79.4472 
Not  reported 

ccw 
RAL 

Quick  Way  Mart,  Inc. 

Shailesh  Desai 
3365094054 
4  raintree  court 
greensboro,  NC  27407 
Not  reported 

Mr.  Siler  reported  a  petro  vapor  smell  on  his  property  at  1314  E. 

1 1th  street,  slier  city,  nc.  Fie  noticed  fumes  in  the  building  a  week 
ago,  and  reported  it  to  city  inspectors  and  his  natural  gas  company, 
thinking  it  was  a  natural  gas  leak.  The  fire  chief  and  gas  company 
both  determined  that  the  fumes  were  not  natural  gas  but,  based  on 
their  readings,  were  more  likely  a  heavier  petroleum  (diesel  or 
kerosene).  On  his  property  the  most  intense  readings  were  emitting 
from  a  former  bathroom  in  the  back  of  the  building,  which  still  has 
water  and  sewer  conduits  (presumably  capped  in  place).  Mr.  Siler  can 
be  reached  at  919-742-5438.  Notes  from  Rose  Pruitt  (UST  inspector)::. 
The  Quick  Way  site  had  a  few  violations  at  my  inspection.  I  will 
issue  an  NOV  and  request  a  site  check  as  well.  I  have  been  checking 
around  for  relevant  info  and  find  that  a  site  check  was  done  in  June 
of  2010  because  of  an  NOV  issued  Sept  24  2009  that  included 
violations  for  having  product  in  diesel  sumps  located  at  the  tank  and 
also  disp  7/8  (I  also  noted  a  leak  at  this  dispenser  Tuesday,  the 
sump  had  recently  been  cleaned  out),  as  well  as  failed  ATG  tests  at 
the  REG  tanks.  I  noted  that  most  ATG  tests  were  missing  at  my 
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...Continued... 


5  Min  Quad: 

inspection  but  that  the  ones  that  were  presented  also  indicated 
several  Fails  at  the  2  Reg  tanks.  The  operator  blames  this  on  not 
having  enough  down  time  for  the  test  to  run  properly.  The  Prem  &  Reg 
piping  at  this  site  was  replaced  in  201 0  as  a  result  of  the  2009 
inspection  that  noted  damaged  piping  at  the  tank  top  sumps  for  those 

2  tanks.  During  my  inspection  1  noted  the  Prem  tank  top  sump  was  full 
of  water.  A  contractor  on  site  mentioned  that  he  had  pumped  this  sump 
out  but  that  it  kept  filling  with  water  due  to  a  high  water  table  at 
this  location.  This  sump  should  be  water  tight  as  it  is  supposed  to 
be  monitored  according  to  0.900  rules.  A  sensor  alarm  was  noted  on 
the  Incon  ATG  at  my  inspection.  The  facility  was  missing  sensor 
status  and  alarm  history  reports  for  the  newer  piping  as  well  as 
related  UST22  forms.  UST23  forms  were  still  within  the  3  year  time 
frame.  1  also  discussed  this  site  with  the  previous  inspector,  Pam 
Harrelson.  She  was  able  to  provide  information  about  another  site 
located  on  the  opposite  side  of  the  gym  that  may  be  a  potential 
source.  FID  #0-0-32430-  Townsends,  Inc,  1101  E.  Third  St.,  Siler 

City,  NC.  This  chicken  plant  site  is  in  bankruptcy  and  has  2  steel 
tanks  installed  in  1961  that  Pam  was  unable  to  access.  Her  last 
inspection  notes  that  they  have  been  in  temp  closure  since  201 1  and 
that  there  is  no  electricity  to  the  impressed  current  system.  Site 

Check  NORR  sent  to  RP.  9-5-14,  sit  check  time  extention  requested, 
work  to  begin  Monday  9/8/1 4. -CCW 

Not  reported 

PIRF: 

Facility  Id: 

39615 

Date  Occurred: 

2014-08-04  00:00:00 

Date  Reported: 

2014-08-04  00:00:00 

Description  Of  Incident: 

Vapor  Intrusion 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 

Site  Priority: 

Not  reported 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Quad: 

N 

5  Minute  Quad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Not  reported 

Err  Type: 

4 

Cause: 

7 

Source: 

G 

Ust  Number: 

P 

Last  Modified: 

Not  reported 

Incident  Phase: 

Not  reported 

NOV  Issued: 

Not  reported 

NORR  Issued: 

Not  reported 

45  Day  Report: 

Not  reported 

Public  Meeting  Held: 

Not  reported 

Corrective  Action  Planned:  Not  reported 

SOC  Signed: 

Not  reported 

Reclassification  Report: 

Not  reported 

RS  Designation: 

Not  reported 

Closure  Request  Date: 

Not  reported 

Close-out  Report: 

Not  reported 
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MULTIMEDIA 

Facility  Is  listed  In  other  database  records 
DATABASE:  Other  Database  Records  (OTHER) 


QUICKIE  WAY  MART 
1322  EAST  11 TH  STREET 
SILER  CITY,  NC  27344 
EDR  ID  #S1 17329820 


LUST  TRUST: 

Facility  ID: 

Site  ID: 

Site  Note: 

Site  Eligible?: 

Commercial  Find: 

Priority  Rank: 

Deductable  Amount: 

3rd  Party  Deductable  Amt: 
Sum  3rd  Party  Amt  Applied: 
Deductible  Reason  Code: 
Reason  Desc: 


00-0-0000007843 

39615 

Claims  are  tracked  under  incident  #16359 
False 

100%  Non-Commercial 
Not  reported 
0 
0 
0 
0 

Not  reported 
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SECTION  3:  DATABASES  AND  UPDATE  DATES 


To  maintain  currency  of  the  foiiowing  federai,  state  and  iocai  databases,  EDR  contacts  the  appropriate  government  agency  on  a  monthiy 
or  quarteriy  basis  as  required. 


Elapsed  ASTM  days:  Provides  confirmation  that  this  report  meets  or  exceeds  the  90-day  updating 
requirement  of  the  ASTM  standard. 


DATABASES  FOUND  IN  THIS  REPORT 


NC  LUST  TRUST:  State  Trust  Fund  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1315 

This  database  contains  information  about  ciaims  against  the  State  Trust  Funds  for  reimbursements 
for  expenses  incurred  whiie  remediating  Leaking  USTs. 

Date  of  Government  Version:  04/11/2016 
Database  Reiease  Frequency:  Semi-Annuaiiy 


NC  LUST :  Regional  UST  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1308 

This  database  contains  information  obtained  from  the  Regionai  Offices,  it  provides  a  more 
detaiied  expianation  of  current  and  historic  activity  for  individuai  sites,  as  weii  as  \what 
was  previousiy  found  in  the  incident  Management  Database.  Sites  in  this  database  with  incident 
Numbers  are  considered  LUSTs. 

Date  of  Government  Version:  02/05/2016  Date  of  Last  EDR  Contact:  05/12/2016 

Database  Reiease  Frequency:  Quarteriy  Date  of  Next  Scheduied  Update:  08/22/2016 


Date  of  Last  EDR  Contact:  04/13/2016 
Date  of  Next  Scheduied  Update:  07/25/2016 
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merchantability  or  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE, 

ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL, 
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SECTION  1:  FACILITY  SUMMARY 


FACILITY 

FACILITY  1 

THE  PANTRY  4658  DBA  PARK  N  SHOP  14 

1516  EAST  11 TH  STREET 

SILER  CITY,  NC  27344 

AREA 

EDR  ID  #U0031 45606 

WASTE  MANAGEMENT 

Facility  generates  hazardous  waste  (RCRA) 

NO 

Facility  treats,  stores,  or  disposes  of  hazardous  waste 
on-site  (RCRA/TSDF) 

NO 

Facility  has  received  Notices  of  Violations  (RCRA/VIOL) 

NO 

Facility  has  been  subject  to  RCRA  administrative 
actions  (RAATS) 

NO 

Facility  has  been  subject  to  corrective  actions  (CORRACTS) 

NO 

Facility  handles  RGBs  (PADS) 

NO 

Facility  uses  radioactive  materials  (MLTS) 

NO 

Facility  is  a  FUSRAP  Site 

NO 

Facility  is  a  UXO  Site 

NO 

Facility  is  a  FUELS  Site 

NO 

Facility  is  an  DockHWC/ECFlO  Site 

NO 

Facility  manages  registered  aboveground  storage 
tanks  (AST) 

NO 

Facility  manages  registered  underground  storage 
tanks  (UST) 

YES  -  p4 

Facility  has  reported  leaking  underground  storage 
tank  incidents  (LUST) 

YES  -  p6 

Facility  has  reported  emergency  releases  to  the  soil  (ERNS) 

NO 

Facility  has  reported  hazardous  material  incidents 
to  DOT  (HMIRS) 

NO 

WASTE  DISPOSAL 

Facility  is  a  Superfund  Site  (NPL) 

NO 

Facility  has  a  known  or  suspect  abandoned,  inactive  or 
uncontrolled  hazardous  waste  site  (SEMS) 

NO 

Facility  has  a  reported  Superfund  Lien  on  it  (LIENS) 

NO 

Facility  is  listed  as  a  state  hazardous  waste  site  (SFIWS) 

NO 

Facility  has  disposed  of  solid  waste  on-site  (SWF/LF) 

NO 

MULTIMEDIA 

Facility  uses  toxic  chemicals  and  has  notified  EPA 
under  SARA  Tifle  III,  Section  313  (TRIS) 

NO 

Facility  produces  pesticides  and  has  notified  EPA 
under  Section  7  of  FIFRA  (SSTS) 

NO 

Facility  manufactures  or  imports  toxic  chemicals 
on  the  TSCA  list  (TSCA) 

NO 

Facility  has  inspections  under  FIFRA,  TSCA 
or  EPCRA  (FTTS) 

NO 

Facility  is  listed  in  EPA's  index  system  (FINDS) 

NO 

Facility  is  listed  in  other  database  records  (OTHER) 

YES  -  p8 

POTENTIAL  SUPERFUND  LIABILITY 

Facility  has  a  list  of  potentially  responsible  parties  PRP 

NO 

TOTAL (YES) 

- 3 - 
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WASTE  MANAGEMENT 

Facility  manages  registered  underground  storage  tanks 
DATABASE:  Petroleum  Storage  Tank  Database  (UST) 


THE  PANTRY  4658  DBA  PARK  N  SHOP  14 
1516  EAST  11 TH  STREET 
SILER  CITY,  NC  27344 
EDR  ID  #U0031 45606 


UST: 


Facility  Id: 

00-0-0000021417 

Contact: 

THE  PANTRY,  INC. 

Contact  Addressi : 

PO  BOX  1410/1801  DOUGLAS  DRIVE 

Contact  Address2: 

Not  reported 

Contact  CIty/State/ZIp: 

SANFORD,  NC  27330-1410 

FIPS  County  Desc: 

Chatham 

Latitude: 

35.73284 

Longitude: 

-79.4423 

Tank  Id: 

1 

Tank  Status: 

Current 

Installed  Date: 

08/21/1 979 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  FRP 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

5 

Overfill  Protection  Name: 

Ball  Float  Valve 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS  KEY: 

Single  Wall  Steel 

Decode  for  PCONS  KEY: 

Single  Wall  FRP 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

2 

Tank  Status: 

Current 

Installed  Date: 

08/21/1 979 

Perm  Close  Date: 

Not  reported 

Product  Key: 

3 

Product  Name: 

Gasoline,  Gas  Mix 

Tank  Capacity: 

10000 

Root  Tank  Id: 

Not  reported 

Main  Tank: 

No 

Compartment  Tank: 

No 

Manifold  Tank: 

0 

Commercial: 

Yes 

Regulated: 

Yes 

Tank  Construction: 

Single  Wall  Steel 

Piping  Construction: 

Single  Wall  FRP 

Piping  System  Key: 

Unknown 

Other  CP  Tank: 

Not  reported 

Overfill  Protection  Key: 

5 

Overfill  Protection  Name: 

Ball  Float  Valve 

Spill  Protection  Key: 

4 

Spill  Protection  Name: 

Catchment  Basin 

Leak  Detection  Key: 

Not  reported 

Leak  Detection  Name: 

Not  reported 

Decode  for  TCONS  KEY: 

Single  Wall  Steel 

Decode  for  PCONS  KEY: 

Single  Wall  FRP 

Decode  for  PSYS_KEY: 

Unknown 

Tank  Id: 

3 

Tank  Status: 

Current 

Installed  Date: 

08/18/1982 

Perm  Close  Date: 

Not  reported 
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Product  Key: 

Product  Name: 

Tank  Capacity: 

Root  Tank  Id: 

Main  Tank: 

Compartment  Tank: 
Manifold  Tank: 
Commercial: 

Regulated: 

Tank  Construction: 

Piping  Construction: 
Piping  System  Key: 

Other  CP  Tank: 

Overfill  Protection  Key: 
Overfill  Protection  Name: 
Spill  Protection  Key: 

Spill  Protection  Name: 
Leak  Detection  Key: 

Leak  Detection  Name: 
Decode  for  TCONS_KEY: 
Decode  for  PCONS_KEY: 
Decode  for  PSYS_KEY: 
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...Continued... 


1 

Diesel 

4000 

Not  reported 
No 
No 
0 

Yes 

Y6S 

Single  Wall  Steel 
Single  Wall  FRP 
Unknown 
Not  reported 
5 

Ball  Float  Valve 
4 

Catchment  Basin 
Not  reported 
Not  reported 
Single  Wall  Steel 
Single  Wall  FRP 
Unknown 
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WASTE  MANAGEMENT 

Facility  has  reported  leaking  underground  storage  tank  incidents 

DATABASE:  Leaking  Petroleum  Storage  Tank  Database  (LUST) 

THE  PANTRY  4658  DBA  PARK  N  SHOP  14 

1516  EAST  11 TH  STREET 

SILER  CITY,  NC  27344 

EDR  ID  #U0031 45606 

Database  Address: 

PANTRY  #267 

1516  EAST  11  TH  STREET 

SILER  CITY,  NC  27344 

LUST: 

Facility  ID: 

0-021417 

UST  Number: 

RA-7476 

Incident  Number: 

39592 

Contamination  Type: 

GW 

Source  Type: 

Leak-underground 

Product  Type: 

P 

Date  Reported: 

07/03/2014 

Date  Occur: 

06/03/2014 

Cleanup: 

06/03/2014 

Closure  Request: 

Not  reported 

Close  Out: 

01/21/2016 

Level  Of  Soil  Cleanup  Achieved: 

Soil  to  Groundwater 

Tank  Regulated  Status: 

R 

#  Of  Supply  Wells: 

0 

Commerclal/NonCommerclal  UST  Site: 

COMMERCIAL 

Risk  Classification: 

L 

Risk  Class  Based  On  Review: 

L 

Corrective  Action  Plan  Type: 

Not  reported 

NOV  Issue  Date: 

Not  reported 

NORR  Issue  Date: 

Not  reported 

Site  Priority: 

Not  reported 

Phase  Of  LSA  Req: 

Not  reported 

Site  Risk  Reason: 

Not  reported 

Land  Use: 

Residential 

MTBE: 

No 

MTBE1: 

Yes 

Flag: 

No 

Flagi : 

No 

LUR  Filed: 

10/09/2015 

Release  Detection: 

0 

Current  Status: 

File  Located  in  House 

RBCA  GW: 

Cleanups  to  alternate  standards 

PETOPT: 

3 

RPL: 

False 

CD  Num: 

0 

Reel  Num: 

0 

RPOW: 

False 

RPOP: 

False 

Error  Flag: 

0 

Error  Code: 

N 

Valid: 

False 

Lat/Long  Decimal: 

35.7329  -79.4424 

Testlat: 

Not  reported 

Regional  Officer  Project  Mgr: 

JFM 

Region: 

RAL 

Company: 

The  Pantry  Inc. 

Contact  Person: 

Brent  Puzak 

Telephone: 

9197746700 

RP  Address: 

305  Gregson  Drive 

RP  City,St,Zip: 

Cary,  NC  2751 1 

RP  County: 

Not  reported 

Comments: 

Not  reported 

5  Min  Quad: 

Not  reported 

PIRF: 

Facility  Id: 

39592 

Date  Occurred: 

2014-05-23  00:00:00 

Date  Reported: 

2014-07-08  00:00:00 

Description  Of  Incident: 

Not  reported 

Owner/Operator: 

Not  reported 

Ownership: 

4 

Operation  Type: 

6 

Type: 

3 

Location: 

1 
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Site  Priority: 

Not  reported 

Priority  Update: 

Not  reported 

Wells  Affected  Y/N: 

N 

Samples  Include: 

Not  reported 

7#5  Minute  Ouad: 

Y 

5  Minute  Ouad: 

Not  reported 

Pirf/Min  Soil: 

Not  reported 

Release  Code: 

Not  reported 

Source  Code: 

Not  reported 

Err  Type: 

2 

Cause: 

7 

Source: 

A 

Ust  Number: 

P 

Last  Modified: 

Incident  Phase: 

NOV  Issued: 

NORR  Issued: 

45  Day  Report: 

Public  Meeting  Held: 
Corrective  Action  Planned: 
SOC  Signed: 
Reclassification  Report: 

RS  Designation: 

Closure  Request  Date: 
Close-out  Report: 


2016-01-21  00:00:00 
Closed  Out 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
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MULTIMEDIA 


Facility  Is  listed  In  other  database  records 
DATABASE:  Other  Database  Records  (OTHER) 


THE  PANTRY  4658  DBA  PARK  N  SHOP  14 
1516  EAST  11 TH  STREET 
SILER  CITY,  NC  27344 
EDR  ID  #U0031 45606 


NC  Financial  Assurance  1 : 


Facility  ID:  00-0-0000021417 

Region:  1 

Financial  Responsibility  Desc:  Letter  of  Credit 
Financial  Responsibility  Name:Wells  Fargo  Bank,  N.A> 

Started  Date:  03/10/2013 

Ended  Date:  03/10/2014 

LUST  TRUST: 

Facility  ID:  0-021417 

Site  ID:  39592 

Site  Note:  SCAN - Commercial;  $20,000  deductible;  100%  eligible  for  costs  that  exceed 

the  $20,000  deductlble.[CGS  9/8/15] 

Site  Eligible?:  True 

Commercial  Find:  100%  Commercial 

Priority  Rank:  Not  reported 

REIM  Type:  co-payment 

Cleanup  Phase:  Not  reported 


50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Date  of  Work  (starting):  2014-05-20  00:00:00 

Date  of  Work  (ending):  2014-12-09  00:00:00 

Owner  ID  Number:  5284 

Consultant  ID  Number:  2637 

Archived:  False 

CD  Number:  Not  reported 

Claim  Id:  200 

Claim  Notes:  Not  reported 

Owner/Consultant:  OWNER 

Company  Name:  The  Pantry  Inc 

Name:  Brent  Puzak 

Mailing  Address:  PO  Box  601819 

Mailing  City, St, Zip:  Charlotte,  NC  282601819 

Fed  ID  or  SS  Num:  0 

Phone  Number:  919-774-6700 

Deductable  Amount:  20000 

3rd  Party  Deductable  Amt:  0 

Sum  3rd  Party  Amt  Applied:  0 

Deductible  Reason  Code:  0 

Reason  Desc:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Claim  Closed 

Tract  date:  1 0/27/201 5  1 2:28:48  AM 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Final  Reimbursement 

Tract  date:  10/27/2015  12:14:24  AM 

Requested  amount:  1 1 5390.34 

Amount  approved :  1 1 5390.34 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 
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Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 
Location: 

Tract  date: 

Requested  amount: 
Amount  approved: 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 
Location: 

Tract  date: 

Requested  amount: 
Amount  approved: 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 
Location: 

Tract  date: 

Requested  amount: 
Amount  approved: 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 
Location: 

Tract  date: 

Requested  amount: 
Amount  approved: 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 
Location: 

Tract  date: 

Requested  amount: 
Amount  approved: 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
Final  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
50%  Reimbursement 
Unique  number: 

Site  name: 
Deductable  Amount: 


Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 

Final  Reimbursement 
10/19/2015  7:12:33  AM 
57695.17 
57695.17 

Check  #  Commercial  Fund: 

Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 
Final  Audit 

10/19/2015  7:12:30  AM 

57695.17 

57695.17 

Check  #  Commercial  Fund: 

Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 
Final  Audit 

10/19/2015  7:12:28  AM 

57695.17 

57695.17 

Check  #  Commercial  Fund: 

Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 
Final  Audit 

10/12/2015  6:47:07  AM 

57695.17 

57695.17 

Check  #  Commercial  Fund: 

Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 
Final  Audit 

9/30/2015  9:30:33  AM 

57695.17 

57695.17 

Check  #  Commercial  Fund: 

Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Non-Commercial  Fund: 
Amt  Commercial  Fund: 

Amt  Non-Commercial  Fund: 
Check#  Commercial  Fund: 
Check#  Non-Commercial  Fund: 
395922000 
Pantry  #267 
20000 


37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


2505295 
37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


2505295 
37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


2505295 
37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


2505295 
37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 


2505295 
37695.17 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
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Location:  Initial  Review 

Tract  date:  9/30/201 5  9:30:30  AM 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Initial  Review 

Tract  date:  9/8/2015  3:29:27  PM 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Eligibility  Review 

Tract  date:  9/8/2015  3:29:24  PM 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Eligibility  Review 

Tract  date :  9/8/20 1 5  9 : 1 7 :49  AM 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 

Unique  number:  395922000 

Site  name:  Pantry  #267 

Deductable  Amount:  20000 

Location:  Original  Claim  Form  Receipt 

Tract  date:  9/4/2015 

Requested  amount:  57695.17 

Amount  approved:  57695.17 

Final  Reimbursement  Check  #  Commercial  Fund:  2505295 

Final  Reimbursement  Amt  Commercial  Fund:  37695.17 

Final  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

Final  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 
50%  Reimbursement  Amt  Commercial  Fund:  Not  reported 

50%  Reimbursement  Amt  Non-Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Commercial  Fund:  Not  reported 

50%  Reimbursement  Check  #  Non-Commercial  Fund:  Not  reported 
Task  Id:  -1 

Task  Desorption:  task  number  used  to  store  requested  and  approved  adjustments 

Requested  Amnt:  0 

Amnt  Approved:  0 

Task  Notes:  Not  reported 

Task  Id:  0 

Task  Desorption:  Null  Task 

Requested  Amnt:  0 

Amnt  Approved:  0 

Task  Notes:  Not  reported 

Task  Id:  1.04 

Task  Desorption:  Flealth  and  Safety  plan 

Requested  Amnt:  117 
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Am nt  Approved:  117 
Task  Notes:  Not  reported 

Task  Id:  2.381 

Task  Desorption:  Supervision  of  LIST  closure  or  removal 

Requested  Amnt:  3169.8 

Am  nt  Approved:  3169.8 

Task  Notes:  Not  reported 

Task  Id:  2.4000001 

Task  Desorption:  Cost  for  Excavating  and  Stockpiling  Soil  during  a  LIST  Closure 

Requested  Amnt:  9602.41 

Amnt  Approved:  9602.41 

Task  Notes:  Not  reported 

Task  Id:  2.4100001 

Task  Desorption:  Cost  for  Backfilling  a  Tank  Pit  for  a  LIST  Closure 

Requested  Amnt:  8086.24 

Amnt  Approved:  8086.24 

Task  Notes:  Not  reported 

Task  Id:  2.415 

Task  Desorption:  Cost  for  treatment  or  disposal  of  contaminated  soil 

Requested  Amnt:  24258.72 

Amnt  Approved:  24258.72 

Task  Notes:  Not  reported 

Task  Id:  2.5999999 

Task  Desorption:  Phase  I  LSA 

Requested  Amnt:  6732 

Amnt  Approved:  6732 

Task  Notes:  Not  reported 

Task  Id:  4.0900002 

Task  Desorption:  Cost  for  Analytical  and  Shipping  (all  sampling) 

Requested  Amnt:  4594 
Amnt  Approved:  4594 
Task  Notes:  Not  reported 

Task  Id:  6.0149999 

Task  Desorption:  Initial  Abatement  Action  (lAA)  Report 

Requested  Amnt:  975 

Amnt  Approved:  975 

Task  Notes:  Not  reported 

Task  Id:  13 

Task  Desorption:  Claim  Packets  Preparation  Cost 

Requested  Amnt:  160 

Amnt  Approved:  1 60 

Task  Notes:  Not  reported 

Task  Detail  Revision  Level:  1 

Data  Type:  Lump  Sum  Cost 

Data  Type  Quantity:  117 

Task  Detail  Revision  Level:  1 

Data  Type:  Quantity  of  Days 

Data  Type  Quantity:  31 69.8 

Task  Detail  Revision  Level:  1 

Data  Type:  Rate 

Data  Type  Quantity:  1 

Task  Detail  Revision  Level:  1 

Data  Type:  Quantity  of  Tons 

Data  Type  Quantity:  505.39001 

Task  Detail  Revision  Level:  1 

Data  Type:  Rate 

Data  Type  Quantity:  19 

Task  Detail  Revision  Level:  1 

Data  Type:  Quantity  of  Tons 

Data  Type  Quantity:  505.39001 

Task  Detail  Revision  Level:  1 

Data  Type:  Rate 

Data  Type  Quantity:  16 

Task  Detail  Revision  Level:  1 

Data  Type:  Lump  Sum  Cost 

Data  Type  Quantity:  24258.721 

Task  Detail  Revision  Level:  1 

Data  Type:  Quantity  of  Quarters 

Data  Type  Quantity:  1 

Task  Detail  Revision  Level:  1 

Data  Type:  Lump  Sum  Cost 

Data  Type  Quantity:  6732 

Task  Detail  Revision  Level:  1 

Data  Type:  Lump  Sum  Cost 

Data  Type  Quantity:  4594 

Task  Detail  Revision  Level:  1 

Data  Type:  Markup 

Data  Type  Quantity:  1 

Task  Detail  Revision  Level:  1 

Data  Type:  Lump  Sum  Cost 

Data  Type  Quantity:  975 

Task  Detail  Revision  Level:  1 

Data  Type:  Quantity  of  Tasks 

Data  Type  Quantity:  8 

Task  Detail  Revision  Level:  1 
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Data  Type: 

Data  Type  Quantity: 
Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 

Track  date: 
Location: 

Status  Code: 

Track  User: 

Track  Code: 
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Rate 

20 

2015-09-04  00:00:00 
Originai  Ciaim  Form  Receipt 
Not  Reported 
Admin 
0 

2015-09-08  09:17:49 
Eiigibiiity  Review 
Submitted  to 
jacomer 
0 

2015-09-08  15:29:24 
Eiigibiiity  Review 
Compieted  in 
cgschroeter 
0 

2015-09-08  15:29:27 
initiai  Review 
Submitted  to 
cgschroeter 
0 

2015-09-30  09:30:30 
initiai  Review 
Compieted  in 
jacomer 
0 

2015-09-30  09:30:33 
Finai  Audit 
Submitted  to 
jacomer 
0 

2015-10-12  06:47:07 
Finai  Audit 
25 

swbaiiard 

0 

2015-10-19  07:12:28 
Finai  Audit 
Started  in 
swbaiiard 
0 

2015-10-19  07:12:30 
Finai  Audit 
Compieted  in 
swbaiiard 
0 

2015-10-19  07:12:33 
Finai  Reimbursement 
Started  in 
swbaiiard 
0 

2015-10-27  00:14:24 
Finai  Reimbursement 
Compieted  in 
Batch 
0 

2015-10-27  00:28:48 
Ciaim  Ciosed 
Not  Reported 
Batch 
0 

2015-10-27  00:14:24 
Finai  Reimbursement 
Completed  in 
Batch 
0 
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SECTION  3:  DATABASES  AND  UPDATE  DATES 


To  maintain  currency  of  the  foiiowing  federai,  state  and  iocai  databases,  EDR  contacts  the  appropriate  government  agency  on  a  monthiy 
or  quarteriy  basis  as  required. 


Elapsed  ASTM  days:  Provides  confirmation  that  this  report  meets  or  exceeds  the  90-day  updating 
requirement  of  the  ASTM  standard. 


DATABASES  FOUND  IN  THIS  REPORT 


NC  LUST  TRUST:  State  Trust  Fund  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1315 

This  database  contains  information  about  ciaims  against  the  State  Trust  Funds  for  reimbursements 
for  expenses  incurred  whiie  remediating  Leaking  USTs. 

Date  of  Government  Version:  04/11/2016 
Database  Reiease  Frequency:  Semi-Annuaiiy 


NC  LUST :  Regional  UST  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1308 

This  database  contains  information  obtained  from  the  Regionai  Offices,  it  provides  a  more 
detaiied  expianation  of  current  and  historic  activity  for  individuai  sites,  as  weii  as  \what 
was  previousiy  found  in  the  incident  Management  Database.  Sites  in  this  database  with  incident 
Numbers  are  considered  LUSTs. 

Date  of  Government  Version:  02/05/2016 
Database  Reiease  Frequency:  Quarteriy 


NC  UST:  Petroleum  Underground  Storage  Tank  Database 

Source:  Department  of  Environment  and  Naturai  Resources 
Teiephone:  919-733-1308 

Registered  Underground  Storage  Tanks.  UST’s  are  reguiated  under  Subtitie  i  of  the  Resource 
Conservation  and  Recovery  Act  (RCRA)  and  must  be  registered  with  the  state  department  responsibie 
for  administering  the  UST  program.  Avaiiabie  information  varies  by  state  program. 

Date  of  Government  Version:  02/05/2016  Date  of  Last  EDR  Contact:  05/12/2016 

Database  Reiease  Frequency:  Quarteriy  Date  of  Next  Scheduied  Update:  08/22/2016 


NC  FINANCIAL  ASSURANCE  1:  Financial  Assurance  Information  Listing 

Source:  Department  of  Environment  &  Naturai  Resources 
Teiephone:  919-733-1322 

A  iisting  of  financiai  assurance  information  for  underground  storage  tank  faciiities.  Financiai 
assurance  is  intended  to  ensure  that  resources  are  avaiiabie  to  pay  for  the  cost  of  ciosure, 
post-ciosure  care,  and  corrective  measures  if  the  owner  or  operator  of  a  reguiated  faciiity 
is  unabie  or  unwiiiing  to  pay. 

Date  of  Government  Version:  02/10/2016  Date  of  Last  EDR  Contact:  05/12/2016 

Database  Reiease  Frequency:  Quarteriy  Date  of  Next  Scheduied  Update:  08/22/2016 


Date  of  Last  EDR  Contact:  05/12/2016 
Date  of  Next  Scheduied  Update:  08/22/2016 


Date  of  Last  EDR  Contact:  04/13/2016 
Date  of  Next  Scheduied  Update:  07/25/2016 
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20  DAY  REPORT 
Townsends,  Inc. 
Facility  ID:  0-0-0000032430 

1101  E.  Third  St. 
Siler  City,  Chatham  County 


Property  Owner: 

Southeast  Land  Holdings 
do  David  Welch 
PO  Box  99 
Pfafftown,  NC  27040 


September,  2015 


.  ix\.  L-  iij. 


a 


Prepared  By: 


W.H.  Gibson,  L.G. 

For: 

Cohesion,  Inc, 

5216  Yates  Mill  Pond  Road 
Raleigh,  North  Carolina  27606 
Phone:  919-233-8626 
Fax;  919-233-8909 

Cohesion  Project  No.  TF-2015066 


9/25/15 


W.H.  Gibson,  L.G. 
Geologists  License  No.  01584 


Summary 


Cohesion,  Inc.  was  contracted  to  remove  a  10,000  gallon  gasoline  UST  and  a  10,000  gallon  diesel  fuel 
UST.  On  August  12,  2015,  Cohesion  personnel  excavated  the  overburden  and  sufficient  surrounding 
soil  to  remove  the  diesel  fuel  UST.  On  August  13,  2015,  Cohesion  personnel  excavated  the 
overburden  and  sufficient  surrounding  soil  to  remove  the  gasoline  UST.  Petroleum  odor  was  observed 
in  soil  around  the  gasoline  UST.  Laboratory  analysis  (TPH-DRO)  of  soil  samples  collected  beneath 
the  diesel  fuel  UST  did  not  detect  petroleum  hydrocarbons  at  a  concentration  exceeding  the  NCDENR 
action  level  of  10  mg/kg.  Laboratory  analysis  (TPH-GRO)  of  soil  samples  collected  beneath  the 
gasoline  UST  detect  petroleum  hydrocarbons  at  a  concentration  exceeding  the  NCDENR  action  level 
of  10  mg/kg  indicating  there  had  been  a  release  from  the  gasoline  UST. 

Due  to  the  evidence  of  petroleum  impact  to  the  excavated  soil,  use  of  the  soil  to  backfill  the  excavation 
was  prohibited.  Impacted  soil  was  stockpiled  onsite.  Approximately  41 1.93  tons  of  impacted  soil 
were  loaded  on  August  14  and  August  17,  2015  for  transport  to  Earthtec  of  NC,  Inc.  in  Sanford. 

Regulations  require  cleanup  (abatement)  of  sites  where  a  release  from  a  UST  is  confirmed. 


20  DAY  REPORT 
TOWNSENDS,  INC. 

FACILITY  ID:  0-0-0000032430 
1101  E.  THIRD  ST. 

SILER  CITY,  NORTH  CAROLINA  (CHATHAM  COUNTY) 


A.  SITE  INFORMATION 


1.  Site  Identification 
Report  Date: 

Facility  I.D.  No.: 

Site  Name: 

Location: 

September  2015 

0-0-0000032430  Incident  No.:  not  assigned 

Townsends  Inc.  Property 

1101  E.  Third  St. 

Latitude:  N35.73208° 

Siler  City,  Chatham  County 

Longitude:  W79.45079° 

2.  Property  and  Underground  Storage  Tank  rUST)  Owner  Information; 

UST  Owner:  Southeast  Land  Holdings,  LLC 


UST  Operator: 

Property  Owner: 

to  be  determined 

Southeast  Land  Holdings,  LLC 
c/o  David  Welch 

PO  Box  99 

Pfafftown,NC  27040 

Property  Occupant: 
Contractor: 

vacant 

Cohesion,  Inc. 

5216  Yates  Mill  Pond  Road,  Raleigh,  North  Carolina  27606 

919-233-8626 

Analytical  Laboratory: 

ESC,  12065  Lebanon  Rd.,  Mt.  Juliet,  TN  37122 

615-758-5858 

3.  Release  Information: 

Date  Discovered: 

Est.  Quantity  of  Release: 
Cause  of  Release: 

Source  of  Release: 

8/12/15 

unknown 

unknown 

UST  system 

Size  /  Content  of  UST  System:  10,000  gallon  capacity,  diesel  fuel 

10,000  gallon  capacity,  gasoline 

4.  Certification: 

I,  William  H.  Gibson,  a  Licensed  Geologist,  do  certify  that  the  information  contained  in  this  report  is 
correct  and  accurate  to  the  best  of  my  knowledge. 


Professional  Seal  and  Signature: 


B.  SITE  HISTORY  AND  CHARACTERIZATION 


Chatham  County  records  indicate  the  processing  facility  was  constructed  in  1994.  The  property  is 
located  in  a  mixed  use  area  of  Siler  City.  The  topographic  drainage  is  toward  the  southeast  as 
indicated  on  the  USGS  topographic  map. 

C.  INITIAL  RESPONSE  AND  ABATEMENT  ACTIVITIES 

1.  Quantity  of  Regulated  Substance  Removed  from  UST: 

Shamrock  Environmental  removed  approximately  54  gallons  of  residual  fluid  from  the  diesel  fuel 
UST  on  August  12,  2015.  The  gasoline  UST  was  empty.  Both  tanks  were  cleaned  prior  to  removal 
from  the  site.  Red  Star  Oil  disposed  of  the  fluid  resulting  from  cleaning.  The  fluid  disposal 
manifests  are  attached  as  Appendix  A. 

2.  Source  Control  Actions: 

On  August  12  and  August  13,  2015,  the  USTs  were  removed.  The  tanks  were  transported  to  Bish 
Scrap  Metal  in  Siler  City. 

3.  Contaminant  Migration  Control  Measures: 

Further  abatement  actions  will  be  documented  in  an  Initial  Abatement  Report. 

4.  Measures  taken  to  Mitigate  Fire/Safety  Hazards: 

The  USTs  were  removed  in  accordance  with  API  standards. 

5.  Contaminated  Soil  Storage,  Treatment  and/or  Disposal: 

Further  abatement  actions  will  be  documented  in  an  Initial  Abatement  Report. 

6.  Status  of  Free  Product  Investigation  and  Associated  Removal: 

No  free  product  was  encountered  in  the  soil. 

D.  SOURCE  INVESTIGATION 

Cohesion,  Inc.  was  contracted  to  remove  a  10,000  gallon  gasoline  UST  and  a  10,000  gallon  diesel 
fuel  UST.  On  August  12,  2015,  Cohesion  personnel  excavated  the  overburden  emd  sufficient 
surrounding  soil  to  remove  the  diesel  fuel  UST.  Laboratory  analysis  (TPH-DRO)  of  soil  samples 
collected  beneath  the  diesel  fuel  UST  did  not  detect  petroleum  hydrocarbons  at  a  concentration 
exceeding  the  NCDENR  action  level  of  10  mg/kg. 

On  August  12,  2015,  Cohesion  personnel  excavated  the  overburden  and  sufficient  surrounding  soil 
to  remove  the  gasoline  UST.  Dry  ice  and  a  vacuum  were  applied  to  the  tank  to  lower  oxygen 
levels,  remove  explosive  vapors  and  allow  for  safe  tank  removal.  Petroleum  odor  was  observed  in 
soil  around  the  gasoline  UST.  Accumulation  of  water  and  instability  of  excavation  sidewalls 
necessitated  removal  of  additional  soil.  It  was  necessary  to  halt  tank  removal  in  order  to  remove 
electrical  utilities  preventing  additional  soil  removal  and  tank  removal. 

On  August  13,  2015,  following  removal  of  the  utilities,  dry  ice  and  vacuum  were  again  applied  to 
the  gasoline  tank.  The  Siler  City  Fire  Inspector  approved  tank  removal  after  explosive  vapor  and 
oxygen  levels  were  sufficiently  low  to  allow  removal  to  proceed  safely.  Laboratory  analysis  (TPH- 
GRO)  of  soil  samples  collected  beneath  the  gasoline  UST  detected  petroleum  hydrocarbons  at  a 


concentration  exceeding  the  NCDENR  action  level  of  10  mg/kg  indicating  there  had  been  a  release 
from  the  gasoline  UST. 


Due  to  the  evidence  of  petroleum  impact  to  the  excavated  soil,  use  of  the  soil  to  backfill  the 
excavation  was  prohibited.  Impacted  soil  was  stockpiled  onsite.  Laboratory  analyses  (TPH- 
DRO/GRO)  of  stockpile  soil  samples  confirmed  petroleum  impact  at  concentrations  exceeding  the 
NCDENR  action  level.  Approximately  41 1.93  tons  of  impacted  soil  were  loaded  on  August  14  and 
August  17,  2015  for  transport  to  Earthtec  of  NC,  Inc.  in  Sanford.  Disposal  manifests  are  included 
in  Appendix  C. 

On  August  17,  2015,  product  supply  piping  and  fuel  dispensers  were  removed.  Laboratory 
analyses  of  soil  samples  collected  beneath  system  piping  and  dispensers  detected  impact  to  soil  at 
one  location  along  the  gasoline  supply  piping  and  at  the  dispensers. 

Soil  impacted  by  petrolemn  at  concentrations  exceeding  the  NCDENR  action  level  remains  in  the 
subsurface  at  the  former  gasoline  UST  location,  beneath  a  section  of  the  gasoline  supply  pipe,  and 
beneath  the  dispenser. 

Regulations  require  cleanup  (abatement)  of  sites  where  a  release  from  a  UST  is  confirmed. 


TABLE 


Table  1 

Summary  of  Soil  Sample  Analyses 

1101  E.  Third  St.,  Siler  City,  Chatham  County 


Analytical  Methods 

- ^ 

cuX^ 

mg/kg 

NCDENR 

Action  Limit 

Constituents  P 

ID# 

S-1 

S-2 

S-3 

S^ 

S-5 

S-6 

S-7 

S-8 

S-9 

TPH  3550 

DRO 

<4.72 

<4.74 

.  "  ■'  ■  '  '  ~  ' 

<5.76 

<5.58 

<5.45 

<5.44 

— 

10* ** 

TPH  5030 

GRO 

3630 

113 

435 

-  . 

10* 

Sample  Collection  Information:  Date 

8/13/2015 

8/13/2015 

8/13/2015 

8/13/2015 

8/13/2015 

8/17/2015 

8/17/2015 

8/17/2015 

8/17/2015 

Depth  (feet) 

15 

15 

16 

16 

16 

3 

3 

3 

3 

Location 

excavation 

excavation 

excavation 

excavation 

excavation 

product  line 

product  line 

product  line 

product  line 

/ 


Analytical  Methods 

mg/kg 

NCDENR 

Constituents  1 

ID# 

S-10 

S-11 

S-12 

S-13 

SP-1 

SP-2 

Action  Limit 

TPH  3550 

DRO 

771 

47.8 

<4.52 

10* 

TPH  5030 

GRO 

<1.75 

<1.73 

11.6 

4.11 

739 

679 

10* 

Sample  Collection  Information:  Date 

8/17/2015 

8/17/2015 

8/17/2015 

8/17/2015 

8/13/2015 

8/17/2015 

Depth  (feet) 

3 

3 

3 

2.5 

Location 

product  line 

product  line 

product  line 

product  line 

stockpile 

stockpile 

•  NCDENR's  TPH  Standard 

**  Detection  limit  greater  than  Soil-to-Groundwater  Standard 

Cl  -  Considered  Immobile 

NA  -  Not  Available 

NL  -  Not  listed  in  NCDENR's  Standard 

ND  -  Not  Detected 
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Cohesion,  Inc. 


Site  Diagram 
1101  E.  Third  St. 

Siler  City,  Chatham  County 


O' 


5216  Yates  .Mill  Pond  Rd.,  Raleigh,  NC  27606 
Ph;  919-233-8626  Fa:  919-233-8909 


Figure  2 
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scale  20' 
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APPENDIX  A 


Fluid  Disposal  Receipt 


CONTAINS  HAZARDOUS  MATERIALS 


STRAIGHT  BILL  OF  LADING  -  ORIGINAL  -  NOT  NEGOTIABLE 


Shipper’s  No. 


nmt 


Carrier. 


5CAC. 


RECEIVED,  subject  to  individually  determined  rates  or  contracts  that  have  been  agreed  upbn  In  writing  between  the  carrier  and  shipper, 
estabdshsd  by  the  carrier  and  are  available  to  the  shipper,  on  requeeh  and  all  applicable  state  and  federal  regulations; 


at 


date. 


Carrier’s  No. 

f  applicable,  otherwise  to  the  rates,  classifications  and  rules  that  have  been 


from 


the  Property  described  below,  In  apparent  good  order,  except  as  noted  (contents  and  condition  of  contents  of  packages  unknown),  marked,  consigned,  and  destined  as  indicated  below,  which  said  company 
(the  word  company  being  understood  throughout  this  contract  as  meanlr>g  any  parson  or  corporation  in  posaaaaion  of  the  property  under  the  contract)  agrees  to  carry  to  delivsry  at  said  destination,  If  on  Its 
routs,  or  othorwiss  to  deitvsr  to  another  cariisr  on  the  routs  to  said  destination.  It  Is  mutually  agreed  as  to  each  carrier  of  all  or  any  of  said  Property  over  all  or  any  portion  of  said  route  to  destination,  and  as  to 
each  party  at  arry  time  interested  In  all  or  any  of  said  Property  that  every  service  to  be  performed  hereunder  shall  be  subject  to  all  the  condltfone  not  prohibited  by  law,  whether  printed  or  written,  herein 
contained,  Irtcludlng  the  conditions  on  the  back  hereof,  which  are  hereby  agreed  to  by  the  shipper  and  accepted  for  himself  and  hie  assigns. 


TO: 


Conslgne«6 

liiol/i  fiirpmah^/uy.  


Street 


FROM: 


Shipper 


m'y 


street 


'TY-i 


Destination 


'sm 


Route 


Origin/ 


Zip 


Delivering  Carrier 


Number  and  Type  jj..  I.D. 
of  Packages  ^ Number 


Vehi^  Number 


U.S.  DOT  Hazmat  Reg.  No. 


Description  of  Articles 


Hazard 

Class 


Total  Quantity 
(mass,  volume,  or 


Weight 
(subject  to 
correclion) 


Class  or 
Rate 


Remit  COD  to: 
Address: 

City: 


State:' 


Zip: 


NOTE:  Where  the  rata  Is  dependent  on  value,  shippers  are  required  to  state  specifically  In  writing 
the  agreed  or  declared  value  of  the  property.  The  agreed  or  declared  value  of  the  property  Is 
hereby  specifically  stated  by  the  shipper  to  be  not  exceeding  $ _ Per _ 

NOTE:  Liability  Limitation  for  Iom  or  damage  In  this  shipment  may  be  applicable.  See  49  U.S.C. 
1470e(c)(1)(A)  and  (B). _ 

This  Is  to  certify  that  the  above-named  materials  are  properly  classified,  described,  packaged,  marked 
and  labeled,  and  are  in  proper  condition  tor  transporlation  according  to  the  applicable  regulations  of 


Subject  to  Section  7  of  oor^ditione,  if  ihit 

shipment  Is  to  be  delivered  to  the  consignee 
without  recourse  on  the  consignor,  the 
consignor  shell  sign  the  toiiowing  statement 
The  carrier  shell  not  make  deHvary  of  thla 
shipment  without  payment  of  freight  and  a)l 
other  (awful  charges. 


! 

X 

)52 

^*^1 - - 

1 

_ . i 

1 

> 

COD  AMT: 

$ 

COD  FEE:  1 

Prepaid  CH 

Collect  0,9  -— 

TOTAL  CHARGES: 
<6- 

FREIGHT  CHARGES: 

n  Preoald  1  1  Collect  | 

the  Department  of  TVanspo^tlon, 

SHIPPER: 

PER: 


lEE. 


EMERGENCY  RESPONSE 
TELEPHONE  NUMBER: 


PONSE  / / 


DATE: . 


NAME  OR  CONTRACT  NUMBER., 
OR  OTHER  UNIQUE  IBENTIFIEr 


CONTAINS  HAZARDOUS  MATERIALS  1 


CONTAINS  HAZARDOUS 


APPENDIX  B 


Soil  Disposal  Certificate 
Manifests 


Southeast  Land  Holding,  LLC 


Soil  Disposal 


Load 

Number 

Date 

Truck 

Gross 

Tare 

Tons 

1 

8/14/2015 

SC-2 

71140 

29580 

20.78 

2 

8/14/2015 

SC-2 

70920 

29580 

20.67 

3 

8/14/2015 

SC-2 

68180 

29580 

19.3 

4 

8/14/2015 

SC-2 

75580 

29580 

23 

5 

8/14/2015 

SC-2 

74860 

29580 

22.64 

6 

8/14/2015 

G-19 

85660 

31260 

27.2 

7 

8/14/2015 

G-19 

83980 

31260 

26.36 

8 

8/14/2015 

G-19 

71700 

31260 

20.22 

9 

8/14/2015 

G-19 

74300 

31260 

21.52 

10 

8/14/2015 

G-19 

78900 

31260 

23.82 

11 

8/17/2015 

SC-2 

69300 

29580 

19.86 

12 

8/17/2015 

SC-2 

68820 

29580 

19.62 

13 

8/17/2015 

SC-2 

69900 

29580 

20.16 

14 

8/17/2015 

SC-2 

67040 

29580 

18.73 

15 

8/17/2015 

SC-2 

72440 

29580 

21.43 

16 

8/17/2015 

G-19 

73440 

31260 

21.09 

17 

8/17/2015 

G-19 

77780 

31260 

23.26 

18 

8/17/2015 

G-19 

81860 

31260 

25.3 

19 

8/17/2015 

G-19 

65200 

31260 _ 
Total 

16.97 

411.93 

411.93  tons 


Eartfatec  of  NCj  Inc. 
Post  Office  Box  130 
SanfordCNC  27331 
■rtone  M:  919-774-4517 
Fax  #;  919-774-6415 


JIORTHCARQUIW 
PUBLIC  WEKSHMASTER 

30, 2016 

JESSIE! 


31795 


'?18  10,  r-iO. 

755?j3  ]j)  fif) 

03/14/15  03^/3 


lb  UNLESS  StUNED  (ififiltLCAROLINA 
PUBLIC  WEIGHM'ASTER 
LICENSE  EXPIRES  JUNE  30. 2016 
'  JOG  F.  HOLDER /\  /  31798 


LESS  SIGNED 


NON-HAZARDOUS  WASTE  MANIFEST 


Project  Number 


Load  Number 


Contact:  A\Vof>. 

Phone:  ^fHa'LL> 


Consultant 


^eJC)Suppo^V^  v>Af 


Generator 


Contact:  Phone: 

CVw '» cK  <r**.V.sV>.- 


Transporter 


Contact: 

Phone: 


Destination:  Earthtec  Environmental,  Inc 
3145  Rosser  Road,  Bear  Creek,  NC  27207 


Contact  Scott  Keller 
Phone:  919-774-4517 


Waste  Description: 


Waste  Origination 

uoi  e  •V.'-c*'  5'--.  ■3'^" 


Truck  #: 


Gross  Weight: 


Tare  Weight: 


318  ID.  110. 


Net  Weight 


Jb  NK  REChLLED 
2?530  ib  TR 


SS.Ot> 


Generator’s  Certification:  1  certify  that  the  materials  described  above  on  this  manifest  are  hot 
subject  to  federal  regulations  tor  reporting  proper  disposal  of  HAZARDOUS  WASTE. 


^22. 


CTen^tor  /  Agent  Sienarufe 

Acknowledgment  of  Receipt  of  Material: 

Noted  Discrepancies: _ 


9 


/ir/j5 


ra  Signature 


Date 

£M  '£L 


)at< 


Inspected  &  Accepted  (except  as  noted  above  By;  Earthtec  Environmental,  Inc. 


Accepted  By: 


Date: 


I 


Eartfatec  of  NC,  Inc 
Post  Office  Box  130 
Sanlbrd.  NC  27331 
Phone  #;  919-774-4517 
Fax  919-774-6415 


NLirt  I  n  C/<90L1NA 
PUBLIC  WEIOHMASTER 
LICENSE  JUNE  30. 2018 

Jd&F  31798 


INVALID  UNLESS  SIGNED 


^S'OO  JD.  w 

Ifj  8f! 


NOiN-HAZARDOUS  WASTE  MANIFEST 


Project  Number 

‘ZDV^Clk^'siJ 

Load  Number 

Consultant 

!  ^«i3SupprvT“V',  Vv\r 

Contact:  AVHor^  'SsoSVN.-bff- 

Phone:  lL, 

j  Generator  '  ' 

Contact:  Phone: 

•  cA 

'  Transporter. 

Contact 

Phone: 

Destination:  Earthtec  EnvironmentaL  Inc 

3145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact  Scott  Keller 

Phone:  919-774-4517 

Waste  Description: 

<^S0UaL 

Waste  Origination 

no  1  e . 

Gross  Weight; 

■’aoo  10.  MO. 

A 

i- 

Tare  Weight: 

856^0 ’Ih  RECfl|.l 

1 

• 

I 

r 

Net  Weight  312^  lb  sx  ^ 

^  1^1410  lb  KT 

1 

03/14/15  03?43 

^  i 

subject  lo  federal  regulations  for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

Gfin^lor  /  Agent  Signaftfe  ^  Title  ^  Date 

.Acknowledgment  of  Receipt  of  Material;  V  /r  — r-N-tr 

rfnvers  gj^nitfure 


.to 

■+o»t> 


6/it/;5 


Dale 


Noted  Discrepancies: _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental.  Tnc. 

Accepted  By:  lr\o^-  ■ _  _  Date: 


Earthtec  of  NC,  Inc. 
Post  Office  Box  130 
SanlonJ.  NC  27331 
Phone#:  919-774-45 IJ 
Fax#:  9 19-774-64 1 5 


NORT^l  CAROLINA 
PUBLIC  WEIGHMASTBR 


INVALID  UNLESS  SIGNED 


in,  ;■}(). 

S39SCI  lb  uR 
3Ue.Cf  Ih  I'ft  RECALLD 
■52720  Ib  HT 

08/14/15  iono 


NON-HAZARDOUS  WASTE  MANIFEST 


1  Project  Number 

I  'ZiOVSCL/Cit 

Load  Number 

!  Consultant 

Contact:  AVSotn 

Phone:  -floj  2.U 

j  Generator  '  ' 

Contact:  Phone: 

I  Transporter. 

Contact; 

Phone; 

Destination;  Earthtec  Environmental,  inc 

3145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone:  919-774-4517 

Waste  Description: 

Waste  Origination 

no  1  e 

i  Truck#: 

_ 

Gross  Weight: 

1 

Tare  Weight:  »  ,  j,  / 

NetW^ghu 

=f^ 

L 

Generator's  Certification;  1  certify  that  the  materials  described  above  on  this  manifest  are  nit”^  * 

subject  to  federal  regiiiations  tor  reporting  prop«  disposal  of  HAZARDOUS  WASTE. 

D/'t  Ma  eii^hs 

CTent^lor  /  Agent  Signafbfe 

Acknowledgment  of  Receipt  of  Material :  k 

ptle  ^  Date 

'  Drivers  f^nature  Date 

Noted  Discrepancies: 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Tnc. 
Accented  Bv:  Date; 


•M 


I' 

4' 


viS^ 


Earthtec  of  NC,  Inc. 
Post  Office  Box  130 
Sanford.  NC  27331 
Phone#:  919-774-4517, 
Fax  #:  919-774-641 


6£?^~ 


2016 

31795 


718  III.  HO. 


74:560  ib  BR 
2^5&)  lb  TR  RECftLlfD 
45280  lb  tlT 


NON-HAZARDOUS  WASTE  xVtANIFEST  05.14/35  10:15 


Project  Number 

20\*aC>^’vi> 


i  Consultant 

^gjOSufipofAr,  \v\c 


}  Generator 

S:>v>-V^^t,AS,V■  VXtn^  v^Vgl4rv^,U-^ 


Transporter 


Destination:  Earthtec  Environmental.  Inc 
3 145  Rosser  Road,  Bear  Creek.  NC  27207 


Waste  Description: 


Truck  #: 


[... 


Load  Number 


Contact;  A\HorN 

Phone: 


Contact:  Phone: 

tlVw « cA  vnaVsv^,-- 


Contact; 

Phone; 


Contact  Scott  Keller 
Phone;  919-774-4517 


Waste  Origination  . .  .  • ,  ..y. 


Gross  Weight; 


Tare  Weight: 


Net  Weight; 


Generator's  Certification;  I  certify  that  the  materials  described  above  on  this  manifest  are  not 
subject  to  federal  regulation^tbr  reporting  proper  disposal  of  HAZARDOUS  WASTE, 

\i  rU^UL 


den^tor  /  Agent  Si 

.Acknowledgment  of  Receipt 

Noted  Discrepancies; 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Tnc. 

Accented  Bv:  ^  Date: 


I 


f/r 


Earth  tec  of  NC,  Inc. 
Post  Office  Box  1 30 
Sanlbrd.  NC  27331 
Phone#:  919-774-4517 
Fax#:  919-774-6415 


INVALID  UNLESS  SIGNED 


"000 

19-  NO. 

71700 

ib  OR 

31.260 

TR  RECALLED 

40440 

lb  rJT 

00./ 14/ 15 

Ilr40 

NON-HAZARDOUS  WASTE  M.4NIFEST 


1  Project  Number: 

1  '  2D\^6kzkj» 

Load  Number 

j  Consultant 

•  ^gjOSuppofA-,  Vvxf 

Contact:  A\\ofN  ^soSV\.Tiff- 

Phone:  lU 

j  Generator  '  ' 

j  Sc>o-W^i.ASV'  V^VctirtVU-i- 

Contact:  Phone: 

I>w  eX  vs^VSV>,^ 

\  Transporten 

Contact: 

Phone: 

Destination:  Earthtec  Environmental,  Inc 

3 145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone;  919-774-4517 

Waste  Description: 

<^^V/vaL 

Waste  Origination 

no  1  e .  'ivi.'-c*-  S'--.  5-'^'' 

j  Truck#: 

Gross  Weight: 

7 

Tare  Weight:  ,  ^  , 

i 

» 

Net  Weight:  : 

^  I 

1  1 

1 

- ...  3pi 

L/ 


subject  to  federal  regulations  for  repotting  proper  disposal  of  HAZARDOUS  WASTE. 

l/fl _ g  eiK/;5 

Geneator  /  Agent  Signaftre  Title  jj  Dale 

.Acknowledgment  of  Receipt  of  Material:  ~ 


Dale 


Driv^  Signature 

Noted  Discrepancies: _ _ _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Inc. 


Date:  ~  ^ 


'qaoo 


•Accepted  By: 


4 


Earthtec  of  NC,  lac. 
Post  Office  Box  130 
Sanford.  NC  27331 
Phone#:  919-774-4517 
Fax#:  919-774-6415  , 


513  ro.  HO. 

681130  lb  SR 
■  2'5530  lb  TT;  iECALLED 
3S6!30  lb  NT 

C8/H/15  ii;44 


NON-HAZARDOUS  WASTE  MANIFEST 


f  Project  Number.  Load  Number 


Contact: 

Phone:  l 


j  Generator  Contact;  Phone: 


0 


lor  /  Agent  Signafofe  Date 

Acknowledgment  of  Receipt  of  Material:/  _ 

Date 

Noted  Discrepancies; _ _ 

Inspected  &  Accepted  (except  as  noted  ab\ve  By:  Earthtec  Environmental.  Inc. 


Accepted  By: 


'f^A/ 

“7/^ 


Earthtec  of  NC,  Inc. 
Post  Oftlce  Box  130 
Sanfonl.  NC  27331 
Phone#:  91 9-774-45 17> 
Fax#:  9 1 9-774-641; 


RlbulC  WEiGt  i  ^ 

LICENSE 

INVALiO  0 


NON-HAZARDOUS  WASTE  MANIFEST 


1  Project  Number 

I  'ZjDlSCk/Ljt 

Load  Number 

'  Consultant 

GcjoSuppo^  V,  vv\f 

Contact:  A\Vof> 

Phone: 

j  Generator  '  ' 

Contact:  Phone: 

O^vv .  cA  vnaVSV^^ 

1  Transporter: 

Contact: 

Phone: 

Destination:  Earthtec  Environmental,  Inc 

3 145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone:  919-774-1517 

Waste  Description: 

Waste  Origination  ,  ..y. 

UOl  e 

Gross  Weight: 

Tare  Weight:  ‘^1140  lii  i'^‘ 

2'?oGCi  111  rp  ppr-ai 

Net  Weight-  41?60  lb  NT  i 

oyTwrs-nrn 

_ . 

subject  lo  federal  regulatioii^fbr  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

!i  /  Ma. 


Generator  /  Agent  Sign; 

.Acknowledgment  of  Receipt  of  Material: 


Signature 


Q  limits 

Date 


Date 


Noted  Discrepancies: _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Inc. 

Accepted  By:  Dale:  — /C 


7/<r 


Earthtec  of  NC,  loc. 
Post  Office  Box  130 
Sanford,  NC  27331 
Phone  #:  919-774-4517J 
Fax  #:  9 1 9-774-64  U 


NORTH  C^'J^UNA 
PUBLIC  WEIGHMASTI 


INVAUD  UNLESS  SKMP 


NOJN-HAZARDOUS  WASTE  MANIFEST 


orio  ID.  NHl, 


74300  If)  0)^ 

31260  io  TK  RfICftLLEO 
43040  lb  NT 

Oa' 14/15  13fi5 


1  Project  Number. 

Load  Number 

!  Consultant 

‘  ^«j0)Svjppo<-V,  \v\f 

Contact:  ^sosVvta^ 

Phone: 

j  Generator  '  ' 

Contact;  Phone; 

•  cA  v>«jtXsV — 

1  Transporter. 

Contact: 

Phone: 

Destinacion:  Earthtec  Environmental,  inc 

3145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact  Scott  Keller 

Phone;  919-774-4517 

Waste  Description: 

Waste  Origination 

no  1  e .  s»-..  SU-c 

Truck  #;  X  //*> 

6^/7 

GxossWeigb,:.^^^^ 

r 

Tare  Weight:  - 

Net  Weight  _ 

 3tl.(- 

Generator's  Certification;  I  certify  that  the  materials  described  above  on  this  manifest  are  not*  '  ‘ 

subject  to  federal  regulations  for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

ufj _ affio-  Mtn,^  8/l?//5 

Genebttor  /  Agent  Signaftrfe  TOe  Dme 

Acknowledgment  of  Receipt  of  Material:  jf 

Drivers  pignanuc  Date 

Noted  Discrepancies; 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Enviromnental,  Inc.  . 
Accepted  By;  ^  Date; 


Earthtec  of  NC,  Inc. 
Post  Office  Box  130 
Sanlbrd.  NC  27331 
Phone  #;  919-774-4517 
Fax  #:  919-774-6415 


NQR-m  CARQUNA 
PUBLIC  WE16HMASTER 
LICENSE  EXPIRES  JUNE  30, 2018 
31798 


INVALiD  UNLESS  SIGNED 


NOJS-HAZARDOUS  WASTE  MANIFEST 


1  Project  Number; 

Load  Number 

1  Consultant 

'  \v\c 

Contact:  AWotn 

Phone:  lU 

j  Generator  '  ' 

1  Soo-VliTCAi^V' 

Contimt:  Phone: 

CVw  •  cA  <fNjCVSV>_ 

!  Transporter; 

Contact: 

Phone: 

Destination:  Earthtec  Environmental.  Inc 

3 145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone;  919-774-4517 

Waste  Description: 

Waste  Origination 

uo  1  e .  5^., 

Truck#:  >.  . 

Gross  Weight; 

7000  10.  HO. 

Tare  Weight: 

■7S50n  lb 

i 

1  . 

Net  Weight  rj  in  .’?EC<^lj.L 

47640  lb  HI 

1 

Ci!?/i4,/i5  Mf49  ^ 

subject  to  federal  regulations  for  reporting  prop«-  disposal  of  HAZARIXDUS  WASTE. 


CTen^tor  /  Agent  Si|^i 

.Acknowledgment  of  Receipt  of  Material: 

Noted  Discrepancies: _ 


Q//^/t5 


ignature  Date  * 


ivers^ignature 


Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Tnc. 
Accepted  By:  Dale:  -rt-M-iS' 


Carthtec  of  NC,  Inc. 
Post  Office  Box  130 
Sanford.  NC  27331 
Phone  #:  919-774-4517 
Fax  #;  919-774-6415 


NORTH  CAROU^ 

PUBLIC  WEI&riMASTtR 
license  expires  JUNE  30. 2018 


JOE  F.  HOLI 

INVALII /jjNLESS  SIGNED 


31798 


NON-HAZARDOUS  WASTE  MANIFEST 


1  Project  Number 

1 

Load  Number 

1  Consultant 

:  Vv\f 

Contact:  <\\vcr> 

Phone: 

j  Generator  '  ' 

Contact:  Phone; 

CVw  ‘  cA  'nJL\.%\^ 

!  Transporter. 

Contact: 

Phone: 

Destination:  Earthtec  EnvironmentaL  Inc 

3 145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  fCeller 

Phone;  919-774-4517 

Waste  Description: 

^^UaL 

Waste  Origination 

l\0 1  e  . 

Truck#:  . 

5c- 9. 

Gross  Weight; 

1 

k--  -  -  -  - 

Tare  Weight;  S'18  111=.  W. 

Net  Weight:  ilmt.! 

In  TR 

- -  4i34U  ih  !JT - 

subject  lo  federal  regiilatioiis^tbr^porting  propw  disposal  of  HAZARDOUS  WASTE. 


Clen^tor  /  Aeent  Signature 

Acknowledgment  of  Receipt  of  Material: 


i3f6  a  Mtn, 


1^ 


ers  Signature 


Date 


Date 


Noted  Discrepancies: _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Tnc.  r 

Accepted  By:  MaiU*.  Date:  g-tV-ZS- 


Earth  tec  of  NC,  Inc 
Post  Office  Box  130 
Sanford.  NC  27331 
Phone  #:  91 9-774-45 
Fax#:  919-774-6415 


rtO:.  ^  . 

PUbLiv.  i  ■'n 

license  expires  JUNE>ld^18 

1795 


NON-HAZARDOUS  WASTE  MANIFEST 


rProjcct  Number. 


Consultant 


j  Generator 


ppodr.. 


AyU. 


Transporter: 


Destination:  Eaithtec  Environmental,  Inc 
3145  Rosser  Road.  Bear  Creek.  NC  27207 


Waste  Description: 


^^UaL 


Truck  #: 


6^  /‘f 


I- 


Load  Number 


Contact:  AWoo. 

Phone:  ^tg\-zyA-gCe  lU 


Contact:  Phone: 

•  cA  VNjtVSV>^ 


Contact: 

Phone; 


Contact:  Scott  Keller 
Phone:  919-774-4517 


Waste  Orieination  ,  •  i 

\w  I  e  s*-.,  s-u-r 


Gross  Weight; 


7000  ID.  NO. 


Tare  Weight; 


Net  Weight 


73440  lb  GR 
■312£n.lb-TR-RECA|lLED 


42180  lb  NT 


i.'o/ 17/15  08t5I 


Generator's  Certification:  1  certify  that  the  materials  described  above  on  this  manifest  are  not 
subject  to  federal  regulations  tor  reporting  proper  disposal  of  HAZARIXDUS  WASTE. 


Mcl  Myn  'i 


Cien^tor  /  Agent  Signafbfe  Ktle  ^ 

.Acknowledgment  of  Receipt  of  Material: 

Drivj^^ignature 


Date 
Date 


Noted  Discrepandes; _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Eaithtec  Environmental.  Tnc. 

.Accented  Bv:  — - - Dale: 


Earthtec  of  NC,  loc. 
Post  Office  Box  130 
Sanford.  NC  27331 
Phone  #:  919-774-45 
Fax#;  919-774-6415^ 


•t'g 
^17di 


NOIS-HAZARDOUS  WASTE  xMANIFEST 


Project  Number. 

Load  Number: 

Consultant 

Contact;  AXHctn 

Phone: 

Generator  '  ' 

Contact;  Phone; 

‘  VN4.VSV-,», 

S  Transporter:  ^ 

Contact: 

Phone: 

Destination:  Earthtec  Environmental.  Inc 

3 145  Rosser  Road,  Bear  Creek.  NC  27207 

Contact:  Scott  Reller 

Phone;  9 1 9-774-45 1 7 

Waste  Description: 

Waste  Origination 

no  1  e .  S'--, 

Gross  Weight;  7000  ID-  NO. 

(y  f  ( 

Tare  Weight:  77780  lb  GR 

31260  lb  TR  RECA 

Net  Weight;  46320  lb  NT 

ns3/i7/m  in«ftQ 

, 

ID 


Generator's  Certification;  1  certify  that  the  ntatenals  described  above  on  this  manifest  are  not 
subject  to  federal  regulations  for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

Cgn^lor  /  Agent  Signature 

Acknowledgment  of  Receipt  of  Material: 

Noted  Discrepandes: _ 

Inspected  &  Accepted  (except  as  noted  above  By;  Earthtec  Environmental,  Tnc. 


4^^ 


.  NORTH 

IT  Inn  PUBLIC  WElGHt-A'.VTf 

EartbtM  of  NC  InCjj,gj^gg  EXPIRES  JUNc  30. 
Post  Ottice  Box  13(Jggg|g  aagfi^ 

Sanlbrd.  NC  27331  >- 

Phone  #:  91 9-774-4^  i;)jWWLID  UNLESS  StOfeo^ 
Fax#;  919-774-641; 


2513. 


fProject  Number; 

i 

!  Consultant 


NOiN-HAZARDOUS  WASTE  MANIFEST 


^gjL)SvjppQ.rV-,  Vv-vf 


Load  Number: 


Generator 

Sc>L^-Vl^LASV 


I  Transporter: 


Destinacion:  Earthtec  Environmental  inc 
3145  Rosser  Road.  Bear  Creek,  NC  27207 


Waste  Description: 


Truck#:  ^ 


'A 


Contact:  A\Hc^  '^aoSVvts^^ 

Phone: 


Contiwt:  Phone; 

'•  cA  V>4.«.v.sv>^ 


Contact: 

Phone: 


Contact:  Scott  Keller 
Phone:  919-774-4517 


Waste  Origination  ^ .  ,  • , 

no  I  e  . 


Gross  Weight; 


Tare  Weight: 


^18  ID.  NO. 


Net  Weight 


693QQ  lb  Rg 


29580  lb  TR  RECALLED  ^ 
39720  lb  NT  r  ^  ^ 


03/17/15  lot  16 


Generator's  Certification;  1  certify  that  the  materials  described  above  on  this  manifest  are  not 
subject  to  federal  regiilation^for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

/^(JL  Mun'i^  9 


Cien^tor  /  Agent  Sienaftie  Title 

.Acknowledgment  of  Receipt  of  Material: 

Noted  Discrepancies: _ 


QlnjlS 

Date 


Signature 


ly/c. 


Inspected  &  Accepted  (except  as  noted  above  By;  Earthtec  Environmental  Inc. 

Date: 


.Accepted  By: 


Earthtec  of  NC,  Inc. 
Post  Office  Box  130 
Sanford.  NC  2733 1 
Phone  #:  919-774-4517 
Fax  #;  919-774-6415 


PUBLIC  weiGHMAS 
LICEN§5.eiPIRE8j 
JE8£ 


^LESS  SIGNED 


NON-UAZARDOUS  WASTE  .MANIFEST 


j  Project  Number. 


Consultant 


Generator 


1  Transporter: 


Destination:  Earthtec  Environmental.  Inc 
3 145  Rosser  Road.  Bear  Creek,  NC  27207 


Waste  Description: 


Truck  #: 


Load  Number: 


Contact:  A\vtv>  ^aoSVvTaff- 

Phone: 


Contact:  Phone: 

OfVr .  cA  vN4.Vsv>-. 


Contact 

Phone: 


Contact  Scott  Keller 
Phone;  919-774-4517 


Waste  Oriidnatioo 

no  I  e 


Gross  Weight 


918  ID.  NO. 


Tare  Weight 


Net  Weight 


68820  lb  6R 
29580  Ih  TP 


39240  lb  NT 


£ECl^tLLED 


■03/17/15 -03:35" 


Generator's  Certification:  1  certify  that  the  nraterials  described  above  on  this  manifest  are  not 
subject  to  federal  regulations  for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

Cien^lor  /  Agent  Signaft/e  ’  '' 

.Acknowledgment  of  Receipt  of  Material: 


Da; 


namre 


•e  Date'^ 


Noted  Discrepancies: _ 

Inspected  &  .Accepted  (except  as  noted  above  By;  Earthtec  Environmental,  Tnc. 

.Accepted  By;  _  Dale:  ^  ^  S 


Earthtec  of  NC,  loc. 

Post  office  Box  130 
Sanford.  NC  27331 
Phone#:  919-774-4517 
Fax#:  919-774-6415 


lifflSIHiiARCm 

PUBLIC 

-^^aOD  unless  SlWttu 


fProjcct  Number 
I  Consultant 

&ei?SupQocVt  \v\c-. 


NON-HAZARDOCS  WASTE  MANIFEST 


Load  Number: 


Contact:  A\Ho«^  ^sc&WoPf- 

Phone: 


I  Generator 


Contact;  Phone: 

CVw«cA  vNjtVSV>— 


Transporter; 


Contact; 

Phone: 


Destination;  Earthtec  EnvironmentaL  Inc 
3 145  Rosser  Road.  Bear  Creek.  NC  27207 


Contact:  Scott  Keller 
Phone:  919-774-4517 


Waste  Description: 


Waste  Orimnation 

uoi  e  sv--, 


Truck  #: 


SC-3 


Gross  Weight; 


Tare  Weight: 


Net  Weight 


— ‘7x5  U'^  Mu- 


29580  ib  TR  P£CAiLED 
43320  lb  HT 


138/17/15  07;21 


Generator's  Certification:  1  certify  that  the  materials  described  above  on  this  manifest  are  not 

subject  to  federal  regulations  tor  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

pfi  M'Cjl  Mm'i^ 

CSgn^lor  /  Agent  Si^tafbfe 

.Acknowledgment  of  Receipt  of  Material: 

Noted  Discrepancies: _ 


'hnb 


Signature 


9./I5//5 

Date 

dae' 


Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  tnc. 
Accepted  By;  — - -  _  Dale; 


Earthtec  of  NC,  Inc. 
Post  Office  Box  130 
Santbrd  NC  27331 
Photie#:  91 9-774-45  17lj 
Fax#:  919-774-6415 


NON-HAZARDOUS  WASTE  MANIFEST 


Project  Number; 


Consultant 


^gjoS-unpQcVt  Av\c, 


Load  Number 


Contact;  A\\cx>  ^aoSV>.Taft- 

Phone:  <^vct-  ^f^CeXLc 


Generator 


Contact;  Phone 

V'IjCISV^ 


Transporter. 


Contact: 

Phone: 


Destination:  Earthtec  Environmental,  inc 
3145  Rosser  Road,  Bear  Creek.  NC  27207 


Contact:  Scott  Keller 
Phone;  919-774-4517 


Waste  Description: 


<^S0UaL 


Waste  Origination 

not  e . «v-,.  su.<- 


T  ruck  #: 


Gross  Weight; 


918  ID.  NU. 


Tare  Weight; 


Net  Weight: 


6-7040  Ifa  eR — 

29580  lb  TR  REC<il0 
-57460,  lb  MT — 


08/17/15  ll;42  -4^73 


Generator's  CertiEcation:  1  certify  that  the  materials  described  above  on  this  manifest  are  not 
subject  to  federal  regulation^for  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

-  .  0, 

efene^tor  /  Agent  Signanie  Titl 

Ackno-^s'ledgmcnt  of  Receipt  of  Material: 


Noted  Discrepancies: 

Inspected  &  Accepted  (except  as  noted  above  By;  Earthtec  Environmental,  Inc. 


Accepted  By: 


Dale: 


Earthtec  of  NC,  Inc. 

Post  Office  Box  1  jO 
Sanlbi-d.  NC  27331 
Phone#:  919-774-4517 
Fax#;  919-774-6415 


NON-HAZARDOOS  WASTE  MANIFEST 


rProject  Number 

Load  Number 

!  Consultant 

'  SfoSuppex-V,  Vv\f 

Contact:  A\voo 

Phone; 

1  Generator  '  ' 

Contact:  Phone: 

0^*cA  VNAlSV>^ 

j  Transporter; 

Contact; 

Phone: 

Destination:  Earthtec  Environmental,  inc 

3 145  Rosser  Road,  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone;  919-774-4517 

Waste  Description: 

Waste  Origination 

HOI  e  5'-'. 

Truck#:  y —  •  . 

Gross  Weight; 

!  ' 

Tare  Weight;  7ffiS)  ID.  NO. 

! 

Net  Weight:  t?SS 

31260  lb  TR  REC( 

T«7^*in  Ih  JifT 

1 

ID  Nl 

03/17/15  tl;31_ i 

subject  to  federal  regulation^for  reporting  prop^"  disposal  of  HAZARDOUS  WASTE. 


/(e.^7 


CTene^tor  /  Agent  Signafofe  Title 

Acknowledgment  of  Receipt  of  Materia): 


Date 


ivefs  Signature 


Noted  Discrepancies; _ 

Inspected  &  Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Inc. 

Date;  b  —  /  S 


O  9 


.Accepted  By: 


Eartbtec  of  NC,  loc. 
Post  Office  Box  130 
Sanfonl.  NC  27331 
Phone#:  919-774-4517 
Fax  #:  919-774-6415 


NORTH  CARO^ 
PUBLIC  WEIGHSftSTtR 
LICENSE  EW»IRES|iJUNE  30, 2018 
JOE  ftji)LO£k.VLS[w  31798 


gNl,P§§IQNED 


NON-HAZARDOUS  WASTE  MANIFEST 


1  Project  Number: 

Load  Number: 

lLED 

l.'Y? 

j  Consultant 

:  S£oSuppo<-V»  Vv\r 

Contact;  A\Nor> 

Phone:  -9iULU 

{  Generator  '  ' 

j  Uu-^ 

Contact:  Phone: 

CVw  ’•  cA  vnjcLsVw 

!  Transporter:  ^ 

Contact: 

Phone: 

Destinacion:  Earthtec  Environmentat.  inc 

3 145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone:  919-774-4517 

Waste  Description: 

^^UaL  • 

Waste  Origination 

uoi 

Truck#:  ^ 

SC-X 

Gross  Weight: 

Tare  Weight;  918  ID.  NO* 

Net  Weight;  ^440  Id  W 

29580  lb  TR  RECAI 

I 

' 

Id  NT 

Oar'lT/l.S  1.7:44  9s 

Generator's  Certificaiion;  1  certify  that  the  materials  described  above  on  this  manifest  are  not 
subject  to  federal  regulations  tor  reporting  proper  disposal  of  HAZARDOUS  WASTE. 

/dy _ offt'g  9/i?//5 

Genebttor  /  Agent  Signaftjfe  Date 

Acknowledtunent  of  Receior  of  Material:  , 

S^vji^ignature  Date" 

Noted  Discrepancies;  "  r 

Inspected  &  Accepted  (except  as  noted  above  By:  Earlhtec  Environmental,  Tnc. 
.Accepted  By:  — _ Date:,  t-n-zb 


Earthtec  of  NC,  Inc. 

Post  Office  Box  130 
Sanlbrd.  NC  27331 
Phone#:  919-774-4517 
Fax#:  919-774-6415 


31798 

l/ilO  UNLESS  siwweD 


NOJN-HAZARDOUS  WASTE  xMANIFEST 


I  Pro|ect  Number. 

Load  Number 

i  Consultant 

*  ^20  S  Vj  ppo<-V"  y  \v\c 

Contact:  Avvctn  ^aoSVc<aff- 

Phone: 

}  Generator  '  ' 

1  Sou-VV^tAM'  Utn^ 

Contact;  Phone: 

O’w.cA  VNje.V.sVw 

1  Transporter: 

Contact: 

Phone: 

Destination;  Earthtec  Environmental,  Inc 

3145  Rosser  Road.  Bear  Creek.  NC  27207 

Contact:  Scott  Keller 

Phone;  919-774-4517 

Waste  Description: 

^SOUaL 

Waste  Origination  ^ .  ,  • , 

IWl  e  sv-..  SVii- 

1  Truck  #:  > 

6r-R 

Gross  Weight: 

Tare  Weight:  7000  ip.  NO. 

1 

Net  Weight;  81360  lb  6R  I 

31260  lb  TR  RECAtl 

i 

50600  lb  NT - ] 

T-7— ; - r-; - j38/17j«15 

subject  to  federal  reguIatioH^tbr  reporting  proper  disposal  of  HAZARDOUS  WASTE. 


dgneijitor  /  Agent  Signal 

.Acknowledgment  of  Receipt  of  Material: 


9/i?//5 


Noted  Discrepancies: 


Drivers  Signature  Date 

Inspected  &  .Accepted  (except  as  noted  above  By:  Earthtec  Environmental,  Tnc. 
Accepted  By;  _  Date; 


APPENDIX  C 


Analytical  Laboratory  Report 


<IESC 

L-A'B  S-C- I- E-N-C- E- 3 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5850 
1-000-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0014289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Report  Svimmary 

Friciay  August  21,  2015 

Report  Number:  L782861 
Samples  Received:  08/14/15 
Clie]at  Project:  201566 

Description:  1101  E  3rd 


The  analytical  results  in  this  report  are  based  upon  information  supplied 
by  you,  the  client,  and  are  for  your  exclusive  use.  If  you  have  any 
questions  regarding  this  data  package,  please  do  not  hesitate  to  call. 


Laboratory  Certification  Numbers 

A2LA  -  1461-01,  AIHA  -  100789,  AL  -  40660,  CA  -  01157CA,  CT  -  PH-0197, 

FL  -  E87487,  GA  -  923,  IN  -  C-TN-01,  KY  -  90010,  KYUST  -  0016, 

NC  -  ENV375/DW21704/BIO041,  ND  -  R-140.  NJ  -  TN002,  NJ  NELAP  -  TN002, 

SC  -  84004,  TN  -  2006,  VA  -  460132,  WV  -  233,  AZ  -  0612, 

MN  -  047-999-395,  NY  -  11742,  WI  -  998093910.  NV  -  TN000032011-1, 

TX  -  T104704245-11-3,  OK  -  9915,  PA  -  68-02979,  lA  Lab  #364,  EPA  -  TN002 

Accreditation  is  only  applicable  to  the  test  methods  specified  on  each  scope  of  accreditation  held 
by  ESC  Lab  Sciences. 


This  report  may  not  be  reproduced,  except  in  full,  without  written  approval  from  ESC  Lab  Sciences. 
Where  applicable,  sampling  conducted  by  ESC  is  performed  per  guidance  provided 
in  laboratory  standard  operating  procedures:  060302,  060303,  and  060304. 


Page  1  of  7 


9kESC 

L-A-B  9-C- l•e•N•C•  C'S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


REPORT  OF  ANALYSIS 

Chris  Boshoff 

Cohesion,  Inc.-  Trustfund 

5216  Yates  Mill  Pond  Rd. 

Raleigh,  NC  27606 


Date  Received 
Description 


August  14,  2015 
1101  E  3rd 


Sample  ID 


SP-1 


Collected  By  :  Alton  Boshoff 

Collection  Date  :  08/13/15  09:00 


August  21,2015 


ESC  Sample  #  :  1782861-01 


Site  ID  : 

Project  #  :  201566 


Parameter 

Dry  Result 

Det.  Limit 

Dnits 

Method 

Date 

Dil, 

Total  Solids 

76.6 

% 

2540  G-2011 

08/15/15 

1 

TPH  (GC/FID)  Low  Fraction 

739. 

22.2 

mg/)cg 

8015D/GRO 

08/17/15 

170 

Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 

102. 

%  Rec. 

8015D/GRO 

08/17/15 

1 

TPH  (GC/FID)  High  Fraction 

47.8 

5.22 

mg/)tg 

3546/DRO 

08/15/15 

1 

Surrogate  recovery (%) 

o-Terphenyl 

65.6 

%  Rec. 

3546/DRO 

08/15/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  15:52  Printed:  08/21/15  15:52 
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7 


IIESC 

L'A'B  S-C-l-e>N-C'E-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  750-5058 
1-800-767-5859 
Fax  (615)  750-5859 

Tax  I.D.  62-0814289 


Est.  1970 


.  REPORT  OF  ANALYSIS 

Chris  Boshoff 

Cohesion,  Inc.-  Trustfund 

5216  Yates  Mill  Pond  Rd. 

Raleigh,  NC  27606 


Date  Received 
Description 


August  14,  2015 
1101  E  3rd 


Sample  ID 


S-1  15FT 


Collected  By  :  Alton  Boshoff 

Collection  Date  :  08/13/15  09:30 


Parameter 

Dry  Result 

Det.  Limit 

Total  Solids 

84.7 

TPH  (GC/FID)  High  Fraction 
Surrogate  recovery  {%) 

BDL 

4.72 

o-Terphenyl 

82.3 

August  21,2015 


ESC  Sample  #  :  L782861-02 

Site  ID  : 

Project  #  :  201566 


Dnlts  Method  Date 

%  2540  G-2011  08/17/15 
mq/kg  3546/DRO  08/19/15 
%  Rec.  3546/DRO  08/19/15 


Dll. 

1 

1 

1 


Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note : 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  15:52  Printed:  08/21/15  15:52 


Page  3  of 


7 


4ilESC 

L-A-B  9*C'l'E-N'C<e-a 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sangjle  ID  : 

Collected  By  : 

Collection  Date  : 


August  14,  2015 
1101  E  3rd 

S-2  15FT 

Alton  Boshoff 
08/13/15  09:33 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  *  :  L7B2B61-03 

Site  ID  : 

Project  14  :  201566 


Parameter 

Dry  Result 

Det.  Limit 

Dnits 

Method 

Date 

Dil. 

Total  Solids 

84.3 

% 

2540  G-2011 

08/17/15 

1 

TPH  (GC/FID)  High  Fraction 
Surrogate  recovery (%) 

BDL 

4.74 

mg/ leg 

3546/DRO 

08/19/15 

1 

o-Terphenyl 

83.8 

%  Rec. 

3546/DRO 

08/19/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  OS/21/15  15:52  Printed:  OB/21/15  15:52 
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«IESC 

L-A'B  S-C-l-e-N'C-E-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


REPORT  OF  ANALYSIS 

Chris  Boshoff 

Cohesion,  Inc.-  Trustfund 

5216  Yates  Mill  Pond  Rd. 

Raleigh,  NC  27606 


Date  Received 
Description 


August  14,  2015 
1101  E  3rd 


Sample  ID 


S-3  16FT 


Collected  By  :  Alton  Boshoff 

Collection  Date  :  08/13/15  12:20 


August  21,2015 


ESC  Sample  #  :  L782861-04 

Site  ID  : 

Project  #  :  201566 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil 

Total  Solids 

82.4 

% 

2540  G-2011 

08/17/15 

1 

TPH  (GC/FID)  Low  Fraction 

3630 

38.8 

mg/ leg 

8015D/GRO 

08/19/15 

320 

Surrogate  Recovery-% 

a, a, a-Tr if luoro toluene (FID) 

121. 

%  Rec . 

8015D/GRO 

08/19/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  15:52  Printed:  08/21/15  15:52 
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<IESC 

L-A‘B  9-C-l-E-N-C<E-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5050 
1-800-767-5859 
Fax  (615)  750-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  14,  2015 
1101  E  3rd 

S-4  16FT 

Alton  Boshoff 
08/13/15  12:21 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  ;  L782861-05 

Site  ID  : 

Project  #  :  201566 


Parameter 

Dry  Result 

Det .  Limit 

Units 

Method 

Date 

Dil 

Total  Solids 

87.1 

« 

2540  G-2011 

08/17/15 

1 

TPH  (GC/FID)  Low  Fraction 

113. 

1.49 

mg/)tg 

8015D/GRO 

08/19/15 

13 

Surrogate  Recovery-% 

a, a, a-Trif luorotoluene (FID) 

97.9 

%  Rec. 

8015D/GRO 

00/19/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note; 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  15:52  Printed:  08/21/15  15:52 
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7 


l^ESC 

U-A-B  3'C' l-E-N.C- E- 3 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


REPORT  OF  ANALYSIS 

Chris  Boshoff 

Cohesion,  Inc.-  Trustfund 

5216  Yates  Mill  Pond  Rd. 

Raleigh,  NC  27606 


Date  Received 
Description 

Sample  ID 


August  14,  2015 
1101  E  3rd 

S-5  16FT 


Collected  By  :  Alton  Boshoff 

Collection  Date  :  08/13/15  12:22 


August  21,2015 


ESC  Sample  #  :  L782861-06 

Site  ID  : 

Project  #  :  201566 


Parameter 

Dry  Result 

Det.  Limit 

□nits 

Method 

Date 

Dil 

Total  Solids 

81.4 

% 

2540  G-2011 

08/17/15 

1 

TPH  (GC/FID)  Low  Fraction 

435. 

12.9 

ma/ka 

8015D/GRO 

08/20/15 

105 

Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 

98.6 

%  Rec. 

8015D/GRO 

08/20/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note : 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  15:52  Printed:  08/21/15  15:52 
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7 


«IESC 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Report:  Suzniaary 

Friday  August  21,  2015 

Report  Number:  L783591 
Samples  Received:  08/18/15 
Client  Project:  2015066 

Description:  1101  E  Third 


The  analytical  results  in  this  report  are  based  upon  information  supplied 
by  you,  the  client,  and  are  for  your  exclusive  use.  If  you  have  any 
questions  regarding  this  data  package,  please  do  not  hesitate  to  call. 


Laboratory  Certification  Numbers 

A2LA  -  1461-01,  AIHA  -  100789,  AL  -  40660,  CA  -  01157CA,  CT  -  PH-0197, 

FL  -  E87487,  GA  -  923,  IN  -  C-TN-01,  KY  -  90010,  KYUST  -  0016, 

NC  -  ENV375/DW21704/BIO041,  ND  -  R-140.  NJ  -  TN002,  NJ  NELAP  -  TN002, 

SC  -  84004,  TN  -  2006,  VA  -  460132,  WV  -  233,  AZ  -  0612, 

MN  -  047-999-395,  NY  -  11742,  WI  -  998093910,  NV  -  TN000032011-1, 

TX  -  T104704245-11-3,  OK  -  9915,  PA  -  68-02979,  lA  Lab  #364,  EPA  -  TN002 


Accreditation  is  only  applicable  to  the  test  methods  specified  on  each  scope  of  accreditation  held 
by  ESC  Lab  Sciences. 


This  report  may  not  be  reproduced,  except  in  full,  without  written  approval  from  ESC  Lab  Sciences. 
Where  applicable,  sampling  conducted  by  ESC  is  performed  per  guidance  provided 
in  laboratory  standard  operating  procedures:  060302,  060303,  and  060304. 
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«ESC 

L-A-a  a-c-t*K-N>c>e-s 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  ; 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

3-6  3  FT 

Alton  Boshoff 
08/17/15  09:30 


REPORT  OF  ANALYSIS 


August  21,2015 

ESC  Sample  #  :  L783591-01 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil 

Total  Solids 

69.5 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  High  Fraction 
Surrogate  recovery (%) 

BDL 

5.76 

mg/)tg 

3546/DRO 

08/21/15 

1 

o-Terphenyl 

50.3 

t  Rec. 

3546/DRO 

08/21/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 


Page  2  of 


12 


«IESC 

L-A-s  S'C-i-e-N'C-e'S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5050 
1-800-767-5059 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  ; 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

S-7  3  FT 

Alton  Boshoff 
08/17/15  09:35 


REPORT  OF  ANALYSIS 


Parameter_ Dry  Result  Pet.  Limit 


Total  Solids  71.7 

TPH  (GC/FID)  High  Fraction  BDL  5.58 

Surrogate  recovery (%) 

o-Terphenyl  50.0 


August  21,2015 


ESC  Sample  #  :  L783591-02 

Site  ID  : 

Project  #  :  2015066 


Dnits 


% 

mg/kg 
%  Rec. 


Method  Date  Dll. 

2540  G-2011  08/20/15  1 
3546/DRO  08/21/15  1 
3546/DRO  08/21/15  1 


Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 


Page  3  of 


12 


«ESC 

L-A-B  9-C>l-E-N-C- e-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5058 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

S-8  3  FT 

Alton  Boshoff 
08/17/15  09:40 


REPORT  OF  ANALYSIS 


August  21,2015 

ESC  Sample  #  :  L783591-03 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Dnits 

Method 

Date 

Dil 

Total  Solids 

73.4 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  High  Fraction 
Surrogate  recovery (%) 

BDL 

5.45 

mg/)cg 

3546/DRO 

08/21/15 

1 

o-Terphenyl 

51.8 

%  Rec. 

3546/DRO 

08/21/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 


Page  4  of 


12 


mwc 

U-A-B  S-C-I-E-N'C-E-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  75S-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


Chris  Boahoff 
Cohesion,  Inc.-  Truatfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

S-9  3  FT 

Alton  Boshoff 
08/17/15  09:45 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  :  L783591-04 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil 

Total  Solids 

73.5 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  High  Fraction 
Surrogate  recovery  (%) 

BDL 

5.44 

mg/kg 

3546/DRO 

08/21/15 

1 

o-Terphenyl 

50.3 

%  Rec. 

3546/DRO 

08/21/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


«ESC 

L>A-a  s-c-i*e>N>c-e-s 


1206S  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  750-5858 
1-000-767-5059 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  ; 

Sample  ID  ; 

Collected  By  : 

Collection  Date  : 

Parameter 

Total  Solids 


August  18,  2015 
1101  E  Third 

S-10  3  FT 

Alton  Boshoff 
08/17/15  10:30 


REPORT  OF  ANALYSIS 


Dry  Result  Pet.  Limit 

84.4 

BDL  1.75 

99.4 


TPH  (GC/FID)  Low  Fraction 
Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 


August  21,2015 


ESC  San^le  #  :  L783591-05 

Site  ID  : 

Project  #  :  2015066 


Dnits 


mg/)cg 
%  Rec. 


Method  Date  Dil. 

2540  G-2011  08/20/15  1 

8015D/GRO  08/20/15  14.75 

8015D/GRO  08/20/15  1 


Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


«ESC 

L-A  B  S-C- I- E-N-C<  C'S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5850 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0014289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  ; 

Collected  By  : 

Collection  Date  ; 


August  18,  2015 
1101  E  Third 

S-11  3  FT 

Alton  Boshoff 
08/17/15  10:35 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  :  L783591-06 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil. 

Total  Solids 

85.4 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  Low  Fraction 

BDL 

1.73 

ma/ka 

8015D/GRO 

08/20/15 

14.75 

Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 

99.3 

%  Rec. 

8015D/GRO 

08/20/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note : 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


«ESC 

L-A-a  a-C'i'E-N-c-e-s 


12065  Lebanon  Rd. 

Mt.  Juliet,  TO  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

S-12  3  FT 

Alton  Boshoff 
08/17/15  10:40 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  :  L783591-07 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil. 

Total  Solids 

85.8 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  Low  Fraction 

11.6 

1.49 

mg/)cg 

8015D/GRO 

08/20/15 

12.75 

Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 

99.7 

%  Rec. 

8015D/GRO 

08/20/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


«ESC 

L<AB  S*C<l>E*NC*eS 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5850 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


13BBE 


Eat.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

S-13  2.5  FT 

Alton  Boshoff 
08/17/15  11:30 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  :  L783591-08 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Dnits 

Method 

Date 

Dil 

Total  Solids 

76.1 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  Low  Fraction 

4.11 

1.68 

mg/ kg 

8015D/GRO 

08/20/15 

12.' 

Surrogate  Recovery-% 

a,  a,  a-Trifluorotoluene (FID) 

103. 

%  Rec. 

8015D/GRO 

08/20/15 

1 

TPH  (GC/FID)  High  Fraction 

771. 

26.3 

mg/ kg 

3546/DRO 

08/21/15 

5 

Surrogate  recovery (%) 

o-Terphenyl 

138. 

%  Rec . 

3546/DRO 

08/21/15 

5 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


«IESC 

L'A'B  S>C-l-e-N-C-E-S 


12065  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5058 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


Cliria  Boahoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  18,  2015 
1101  E  Third 

SP-2 

Alton  Boshoff 
08/17/15  09:00 


REPORT  OF  ANALYSIS 


August  21,2015 


ESC  Sample  #  :  L783391-09 


Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil. 

Total  Solids 

79.7 

% 

2540  G-2011 

08/20/15 

1 

TPH  (GC/FID)  Low  Fraction 

4.33 

1.35 

mg/)cg 

8015D/GRO 

08/20/15 

10.75 

Surrogate  Recovery-% 

a,  a, a-Trif luorotoluene (FID) 

102. 

%  Rec. 

8015D/GRO 

08/20/15 

1 

TPH  (GC/FID)  High  Fraction 

BDL 

5.02 

mg/)cg 

3546/DRO 

08/21/15 

1 

Surrogate  recovery (%) 

o-Terphenyl 

55.6 

%  Rec. 

3546/DRO 

08/21/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det.  Limit  -  Practical  Quantitation  Limit (PQL) 

Note: 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/21/15  16:29  Printed:  08/21/15  16:30 
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12 


Attachment  A 

List  of  Analytes  with  QC  Qualifiers 


Sample 

Number 

Work 

Group 

Sample 

Type 

Analyte 

Run 

ID 

Qualifier 

L783591-01 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

L783591-02 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

L783591-03 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

L783591-04 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

L783591-08 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

L783591-09 

WG810249 

SAMP 

TPH 

(GC/FID) 

High 

Fraction 

R3065521 

J3 

Page  11  of  12 


Attachment  B 

Explanation  of  QC  Qualifier  Codes 


Qualifier  Meaning 


J3 


The  associated  batch  QC  was  outside  the  established  quality  control  range 
for  precision. 


Qualifier  Report  Information 

ESC  utilizes  sarnie  and  result  qualifiers  as  set  forth  by  the  EPA  Contract  Ledjoratory  Program  and 
as  required  by  most  certifying  bodies  including  NELAC.  In  addition  to  the  EPA  qualifiers  adopted 
by  ESC,  we  have  implemented  ESC  qualifiers  to  provide  more  information  pertaining  to  our  analytical 
results.  Each  qualifier  is  designated  in  the  qualifier  explanation  as  either  EPA  or  ESC. 

Data  qualifiers  are  Intended  to  provide  the  ESC  client  with  more  detailed  information  concerning 
the  potential  bias  of  reported  data.  Because  of  the  wide  range  of  constituents  and  variety  of 
matrices  incorporated  by  most  EPA  methods, it  is  common  for  some  congjounds  to  fall  outside  of 
established  ranges.  These  exceptions  are  evaluated  and  all  reported  data  is  valid  and  useable 
"unless  qualified  as  'R'  (Rejected)." 


Definitions 

Accuracy  -  The  relationship  of  the  observed  value  of  a  known  sample  to  the 

true  value  of  a  )cnown  sample.  Represented  by  percent  recovery  and 
relevant  to  samples  such  as:  control  seunples,  matrix  spike  recoveries, 
surrogate  recoveries,  etc. 

Precision  -  The  agreement  between  a  set  of  sauries  or  between  duplicate  samples. 

Relates  to  how  close  together  the  results  are  and  is  represented  by 
Relative  Percent  Differrence. 

Surrogate  -  Organic  compounds  that  are  similar  in  chemical  composition,  extraction, 
and  chromotography  to  analytes  of  interest.  The  surrogates  are  used  to 
determine  the  probable  response  of  the  group  of  analytes  that  are  chem¬ 
ically  related  to  the  surrogate  compound.  Surrogates  are  added  to  the 
sample  and  carried  through  all  stages  of  preparation  and  analyses. 

TIC  -  Tentatively  Identified  Compound:  Compounds  detected  in  samples  that  are 

not  target  compounds,  internal  standards,  system  monitoring  compounds, 
or  surrogates . 
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l^ESC 

L-A-B  S-C-I'E'N-C'E-S 


1206S  Lebanon  Rd. 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Eat.  1970 


Chris  Boahoff 
Cohesion,  Inc.-  Trustfund 
5216  Yatea  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Report  Smnmary 

We<inesday  August  26,  2015 

Report  Number:  L785007 
Samples  Received:  08/25/15 
Client  Project:  2015066 

Description:  1101  E.  Third 


The  analytical  results  in  this  report  are  based  upon  information  supplied 
by  you,  the  client,  and  are  for  your  exclusive  use.  If  you  have  any 
questions  regarding  this  data  package,  please  do  not  hesitate  to  call. 


Entire  Report  Reviewed  By: 


Laboratory  Certification  Numbers 

A2LA  -  1461-01,  AIHA  -  100789,  AL  -  40660,  CA  -  01157CA,  CT  -  PH-0197, 

FL  -  E87487,  GA  -  923,  IN  -  C-TN-01,  KY  -  90010,  KYUST  -  0016, 

NC  -  ENV375/DW21704/BIO041,  ND  -  R-140,  NJ  -  TN002,  NJ  NELAP  -  TN002, 

SC  -  84004,  TN  -  2006,  VA  -  460132,  WV  -  233,  AZ  -  0612, 

MN  -  047-999-395,  NY  -  11742,  WI  -  998093910,  NV  -  TN000032011-1, 

TX  -  T104704245-11-3,  OK  -  9915,  PA  -  68-02979,  lA  Lab  #364,  EPA  -  TN002 

Accreditation  ia  only  applicable  to  the  test  methoda  specified  on  each  scope  of  accreditation  held 
by  ESC  Lab  Sciences. 


This  report  may  not  be  reproduced,  except  in  full,  without  written  approval  from  ESC  Lab  Sciences. 
Where  applicable,  Seunpling  conducted  by  ESC  is  performed  per  guidance  provided 
in  laboratory  standard  operating  procedures:  060302,  060303,  and  060304. 
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<IESC 

L'A'B  S-C- l-E-N-C- E- S 


12065  Lebanon  Rd, 

Mt.  Juliet,  TN  37122 
(615)  758-5858 
1-800-767-5859 
Fax  (615)  758-5859 

Tax  I.D.  62-0814289 


Est.  1970 


Chris  Boshoff 
Cohesion,  Inc.-  Trustfund 
5216  Yates  Mill  Pond  Rd. 
Raleigh,  NC  27606 


Date  Received  : 

Description  : 

Sample  ID  : 

Collected  By  : 

Collection  Date  : 


August  25,  2015 
1101  E.  Third 

SP-2 

Alton  Boshoff 
08/17/15  09:00 


REPORT  OF  ANALYSIS 


August  26,2015 


ESC  Sample  #  :  L785007-01 

Site  ID  : 

Project  #  :  2015066 


Parameter 

Dry  Result 

Det.  Limit 

Units 

Method 

Date 

Dil 

Total  Solids 

88.4 

% 

2540  G-2011 

08/26/15 

1 

TPH  (GC/FID)  Low  Fraction 

679. 

22.6 

mg /kg 

8015D/GRO 

08/26/15 

200 

Surrogate  Recovery-% 

a, a, a-Trifluorotoluene (FID) 

94.6 

%  Rec. 

8015D/GRO 

08/26/15 

1 

TPH  (GC/FID)  High  Fraction 

BDL 

4.52 

ma/ka 

3546/DRO 

08/26/15 

1 

Surrogate  recovery ( % ) 

0-Terphenyl 

70.0 

%  Rec. 

3546/DRO 

08/26/15 

1 

Results  listed  are  dry  weight  basis. 

BDL  -  Below  Detection  Limit 

Det .  Limit  -  Practical  Quantitation  Limit (PQL) 

Note : 

This  report  shall  not  be  reproduced,  except  in  full,  without  the  written  approval  from  ESC. 
The  reported  analytical  results  relate  only  to  the  sample  submitted 
Reported:  08/26/15  11:12  Printed:  08/26/15  11:12 
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CoCip^ny  Na/nc/Addriss: 

Cohesion,  Inc. 

5216  Yatas  Mill  Pond  Rd 
Ralaigh,  NC  27606 
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Chris  Boshoff 


Billing  Uifpiiaition: 


cbo$hoff@cohesio]i-inc.com 
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APPENDIX  D 


UST-3  Notice  of  Intent:  UST  Permanent  Closure 
Town  of  Siler  City  Inspection  Report 


UST-61  24  Hour  Release 


-*  1 

UST -3  Notice  of  Intent:  LIST  Permanent  Closure  or  Change-in-Service 

■-  -i‘  •'  1 

Return  completed  form  to: 

The  DWM  Reaional  Office  located  in  the  area  where  the  fadlitv  is  located.  Send  a  coov  to  the  Central  Office  In  Raleloh  so  that 
the  status  of  the  tank  may  be  changed  to  "PERMANENTLY  CLOSED”  and  your  tank  fee  account  can  be  dosed  out. 

SEE  MAP  ON  THE  BACK  OF  THIS  FORM  FOR  THE  CENTRAL  AND  REGIONAL  OFFICE  ADDRESSES. 

STATE  USE  ONLY 

ID.« 

OaM  Racalvad 

' . -S:  'if;#:- ■  ;v.fe."^S',lNSTRUCTlONS(ReAtttHIS:FlRST)iM^^^^ 

Complete  and  return  at  least  thirty  (30)  days  prior  to  dosure  or  change-in-service  activities.  If  a  Professional  Engineer  (P.E.)  or  a  Licensed  Geologist  (LG.) 
provides  supervision  for  dosure  or  change-in-service  site  assessment  activities  and  signs  and  seals  all  dosure  reports  than  at  least  a  five  (5)  working 
days  notice  is  acceptable. 

Completed  LIST  closure  or  change-in-servIce  site  assessment  reports,  along  with  a  copy  of  the  LIST-2  form,  should  be  submitted  to  the  appropriate  Division 
of  Waste  Management  (DWM)  Regional  Office  within  thirty  (30)  days  following  closure  activities.  The  LIST-2  form  should  also  be  submitted  to  the  Central 
Office  In  Raleigh  so  that  the  status  of  the  tanks  may  be  changed  to  permanently  closed  and  your  tank  fee  account  can  be  dosed  out. 

UST  dosure  and  change-in-service  site  assessments  must  be  completed  in  accordance  with  the  latest  version  of  the  Guidelines  for  Tank  Closure.  The 
Guidelines  for  Tank  Closure  can  be  obtained  at  www.wastenotnc.org. 

You  must  make  sure  that  USTs  removed  from  your  property  are  disposed  of  property.  When  choosing  a  closure  contractor,  ask  where  the  tank(s)  will  be 
taken  for  disposal.  Usually,  USTs  are  cleaned  and  cut  up  for  scrap  metal.  This  is  dangerous  work  and  must  be  performed  by  a  qualified  company.  Tanks 
disposed  of  illegally  in  fields  or  other  dumpsites  can  leak  petroleum  products  and  sludge  into  the  environment.  If  your  tanks  are  disposed  of  improperly,  you 
could  be  held  responsible  for  the  deanup  of  any  environmental  damage  that  occurs. 

1.  OWNERSHIP  OF  TANKS 

11.  LOCATION 

Owner  Name  (Corporation,  Individual,  Public  Agency,  or  Other  Entity) 

David  Welch 

Facility  Name  or  Company 

Townsends,  Inc. 

Street  Address 

6775  Reynolds  Road,  P.O.  Box  99 

Facility  ID  #  (If  known) 

00-0-0000032430 

City  County 

Pfafflown  Forsyth 

Street  Address 

1101  East  Thinl  Street 

State  Zip  Code 

NC  •  27040 

City  County  '  Zip  Code 

Siler  City  Chatham  27344 

Phone  Number 

704-219-9944 

Phone  Number 

N/A 

•  'HI.:  OONTAGT PERSONNEL.--^-  v 

Name:  Company  Name:  Job  Title: 

Christoph  Boshoff  Cohesion,  Inc.  President  - 

PtWM  Number 

233-8626 

IV.  TANK  REMOVAL  CLOSURglM  PLACE,  CHANGErtN  SgP\flC& 


li£^ 


1 .  Contact  local  fire  marshal. 

2.  Plan  entire  closure  event. 

3.  Conduct  Site  Soil  Assessment 

4.  If  removing  tanks  or  dosing  in  place,  refer  to 
API  Publication  2015  Cleaning  Petroleum 
Storage  Tanka  and  1604  Removal  and 
Disposal  of  Used  Underground  Petroleum 
Storage  Tanks. 


5.  Provide  a  sketch  locating  piping,  tanks  and 
soil  sampling  locations. 

6.  Submit  a  dosure  report  in  the  format  of 
UST-12  (Induding  the  form  UST-2)  within 
thirty  (30)  days  following  the  site 
investigation. 

7.  If  a  release  from  the  tanks  has  occurred,  the 
site  assessment  portion  of  the  tank  closure 
must  be  conducted  under  the  supervision  of 


a  P.E.  or  L.G.,  with  all  closure  site 
assessment  reports  bearing  the  signature 
and  seal  of  the  P.E.  or  L.G.  If  a  release  has 
not  occurred,  the  supervision,  signature  or 
seal  of  a  P.E.  or  LG.  is  not  required. 

8.  Keep  dosure  records  for  three  (3)  years. 


V.  WORK  TO  BE  PERFORMED  BY 


Contractor  Name: 
Christoph  Boshoff 


Contractor  Company  Name: 
Cohesion,  Inc. 


Address: 

5216  Yates  Mill  Pond  Road 


State: 

NC 


Zip  Code: 
27606 


Phone  No: 
919-233-8628 


Primary  Consultant  Name: 
Christoph  Boshoff 


Primary  Consultant  Company  Name: 
Cohesion,  Inc 


Consultant  Phone  No: 
919-233-8626 


Vl<  TANKS  SCHEDULED  FOR.  CLOSURE  OR  CHANGE-IN-SERVICE 


Tank  ID  No, 

Size  in  Gallons 

Last  Contents 

Proposed  Activity 

Closure 

Chanae-ln-ServIce 

Removal 

Abandonment  In  Place  * 

New  Contents  Stored 

#1 

10000 

Gasoline,  Gas  Mix 

#2 

10000 

Dielsel,  Dielsel  Mix 

_ 

□ 

u 

n 

u 

n 

u 

*  Prior  written  approval  to  abandon  a  tank  In  place  must  be  received  from  a  DWM  Regional  Office. 


Vlli  OWNER  OR  OWNERS  AUTHORIZED  REPRESENTATIVE/ 


I  understand  that  I  can  be  held  responsible  for  environmental  damage  resulting  from  the  improper  disposal  of  my  USTs. 
Print  name  and  official  title:  Chmtorm  Boshoff  -  President 


Signature 

Date  Signed 

SCHEDULED  REMOVAL  DATE 

Notify  your  DWM  Regional  Office 

6^  /  ^ 

8/12/2015 

48  hours  before  this  date  if 

W  P 

scheduled  removal  date  changes 

Town  of  Siler  City  Inspection  Report 


Name  of  BusinespX  )  ^ — 

Facility  (  jr?/i^/^/U 

Saqer 

//b/  ,£&,r  77/Vs:^c.e)^ 

JoLphon,  .^^^3.3 

Usec"od0 

OccuoancY^ 

Type 

Souare  ” 

Footage 

□  Original  Inspection  □  First  Re-Inspection  □  Second  Re-lnspectlon  □  Third  Ro-lnspocUon 

Exit  Access 

Exit  Signs /Lights 

1 

Aisle  Space 

1 

Door  Locks 

\ 

r 

Ingress  /  Egress 

A 

/ 

Circuit  Panel 

Fixtures 

Permanent  Wiring 

^ 

Exterrslon  Corde 

1 

Fire  ExUngulshers 

lb 

Sprinkler  /  Standpipe 

F.D.  Connection 

Fire  Alarm  Systems 

A 

/J 

Hood  System 

. '•■^v  •  ;V:'. 

Excessive  Amounts 

Stisa^  Practices 

Hazardous  Chemicals 

Compatibility 

''iXj'A 

1 

Appliances 

/ 

Vents 

Combustible  Clearances 

Shut  Oft  Valve 

1 

Water  Heater  Relief  Valve 

Inspection  Data 

-  -■  •  r-’''':  ■  '7  • ' 

Rubbish 

1 

Inside  CombusL  Storage 

I 

f 

Outside  Combust  Storage 

\ 

1  , 

Emergency  Lighting 

7^^ 

Comments  /  Corrections 


imenis  /  uorrecrions _ _ 


y.^.' - - -  ,  ^ 


5^^- 


Stawa 

In  Compliance 


I  I  Not  In  Compliance 
Re-Inspection  Date 


For  more  information  regarding  Town  of  Siler  City’s  Fire  Inspection  Program  or  the  statewide  fife  code,  contact  the 
Town  of  Siler  City’s  Building  Inspections  Office  at  (919)  742-4731  or  (919)  742-2759iax  Monday  through  Friday,  8  a.m.  until  5 

Owner  /  Operatef^ 


Your  Comments  are  welcome  and  appreciated. 


Tear  along  perforation  and  send  bottom  portion  with  payment. 

Ths  amount  below  is  due  and  payabla  to  the  Town  of  Slier  City  Building  Inspections  Department  within  15  days  foilowing  the  date  of  inspection. 


Business 

Name 


Amount  Due . $ 


Amount  Remitted . $ 


MAIL  PAYMENT  TO: 


Town  of  Siler  City  Building  Inspections  Office 

PO  Box  769 

Siler  City,  N.  C.  27344-0769 


lnsptct.Doc6n 


For  Releases  should  be  completed  and  submitted  to  the  UST  Section's  regional  office  following  a  Known  or  suspected  release  from 

an  underground  storage  tank  (UST)  system.  This  form  Is  required  to  be  submitted  within  24  hours  of  discovery  of  a  known  or 
In  NC  suspected  release 


Incident  #  _ 
Received  On 


(DWM  USE  ONLY) 

_  Risk  (H.I,L,U)_ 

Received  By . 


Reported  by  (circle  one):  Phone,  Fax  or  Report 
Region  _ 


Suspected  Contamination?  (Y/N) _ 

Confinned  GW  Contamination?  (Y/N) 

Confirmed  Soil  Contamination  ?(Y/N)  V 
Samples  Taken?(Y/N)  V 
Free  Product?  (Y/N)  iJ  ^  If  Yes,  State  Greatest 
Thickness _ 


C-Q-0OtOO3^H3O 

Facility  ID  Number  ■ 

Date  Leak  Discovered  ^  H  /Tg 

Comm/Non-Commercial?_t£i^a 

Reg/Non-regulated?  _ 


Incident  Name: 


INCIDENT  DESCRIPTION 

L=. 


Address: 


Ubi  ^.-TUirct  g'-r 


City/Town: 


county: 


Zip  Codo:.2J^  2  Uk 


gjonal  Office  (circle  one):  Asheville,  Mooresville,  Fayetteville, 
JRale!3f\  Washington,  Wilmington,  Winston-Salem 


_ ^ ^  t  V  j  w _ : _ ^ - 

Briefly  describe  suspected  or  confirmed  release;  (Including  but  not  limited  to:  nature  of  release,  date  of  release,  amount 
of  release,  amount  of  free  product  present  and  recovery  efforts,  initial  responses  conducted,  impacts  to  receptors) 

^  CtJa  o  e' 

feV  g  ft —  

•9^  t  .-m  -e  r-  ■>(-«  Q  i  Wa 

Obtained  by: 

□  GPS 

O  Topographic  map 
Q  GIS  Address  matching 
Q  Other 
Q  Unknown 
Describe  location; 


HOW  RELEASE  WAS  DISCOVERED  (Release  Code) 

(Check  one) 


□  Release  Detection  Equipment  or  Methods 
During  UST  Closure/Removal 
Q  Property  Transfer 


G  Visual/Odor 
G  Water  In  Tank 

G  Water  Supply  Well  Contamination 


G  Groundwater  Contamination 
G  Surface  Water  Contamination 
G  Other  (specify) _ 


SOURCE  OF  CONTAMINATION 


Source  of  Release 

(Check  one  to  indicete  primary 
source) 

Tank 
G  Piping 
G  Dispenser 

G  Submersible  Turbine  Pump 
G  Delivery  Problem 
G  Other 
G  Unknown 


Definitions  presented  on  reverse 


Cause  of  Release 

Tvoe  of  Release 

(Check  one  to  indicate  primary 

(Check  one) 

cause) 

G  Spill 

Petroleum 

G  Overfill 

G  Non-Petroleum 

G  Conoslon 

G  Both 

G  Physical  or  Mechanical 

Damage 

Location 

G  Install  Problem 

(Check  one) 

G  Other 

Facility 

Unknown 

G  Residence 

Definitions  presented  on  reverse 

G  Other 

Product  Type  Released 

(Check  one  to  indicete  primary  product  type 
released) 


M 

G 

G 

G 

G 

G 


Gasoline/  Diesel/ 
Kerosene 
Heating  Oil 
Other  Petroleum 
Products 
Metals 

Other  Inorganics 
Other  Organics 


G  Diesel/Veg.  Oil 
Blend 

G  Vegetable  Oil  100% 
G  E10-E20 
G  E21-E84 
G  E85-E99 
G  Ethanol  100% 

G  E01-E09 


Ownership 

1.  Municipal  2.  Military  'JL^nknownjA.  Private  5.  Federal  6.  County  7.  State 
Operation  Type 

1 .  Public  Service  2.  Agricultural  3.  Residential  4.  Educatlon/Relig.  S.VndustrialV  6.  Commercial  7.  Mining 


UST  Form  61  (02/08) 


Page  1  of  2 


Definitions  of  Sources 

Tank;  means  the  tank  that  stores  the  product  and  is  part  of  the  underground  storage  tank  system 

Piping:  means  the  piping  and  connectors  tunning  from  the  tank  or  submersible  turbine  pump  to  the  dispenser  or  other  end-use  equipment  (Vent,  vapor  recovery,  or  fill 

lines  are  excluded.) 

Dispenser:  includes  the  dispenser  and  the  equipment  used  to  connect  the  dispenser  to  the  piping  (e.g.,  a  release  from  a  suction  pump  or  from  components  located  above 
the  shear  valve) 

Submersible  Turbine  Pump  (STP)  Area  includes  the  submersible  turbine  pump  head  (typically  located  in  the  tank  sump),  the  line  leak  detector,  and  the  piping  that 
connects  the  submersible  turbine  pump  to  the  tank 

Delivery  Problem:  identifies  releases  that  occurred  during  produa  delivery  to  the  tank.  (Typical  causes  associated  with  this  source  are  spills  and  overftlls.) 

Other  serves  as  the  option  to  use  when  the  release  source  is  known  but  does  not  fit  into  one  of  the  preceding  categories  (e.g.,  for  releases  from  vent  lines,  vapor 
recovery  lines,  and  fill  lines) 

Unknown:  identifies  releases  for  which  the  source  has  not  been  determined 
Definitions  of  Causes 

Spill:  use  this  cause  when  a  spill  occurs  (e.g.,  when  the  delivery  hose  is  disconnected  from  the  tank  fill  pipe  or  when  the  nozzle  is  removed  from  the  dispenser) 

Overfill:  use  when  an  overfill  occurs  (eg.,  overfills  may  occur  from  the  fill  pipe  at  the  tank  or  when  the  nozzle  fails  to  shut  off  at  the  dispenser) 

Physical  or  Mechanical  Damage:  use  for  ail  types  of  physical  or  mechanical  damage,  except  corrosion  (e.g.,  puncture  of  tank  or  piping,  loose  fittings,  broken 

components,  and  components  that  have  changed  dimension)  ^ 

Corrosion:  use  when  a  metal  tank,  piping,  or  other  component  has  a  release  due  to  corrosion  (e  g.,  for  steel,  corrosion  takes  the  form  of  rust)  t ' 

Installation  Problem:  use  when  the  problem  is  determined  to  have  occurred  specifically  because  the  UST  system  was  not  installed  properly  > 

Other:  use  this  option  when  the  cause  is  known  but  does  not  fit  into  one  of  the  preceding  categories  (e.g.,  putting  regulated  substances  into  monitoring  wells) 

Unknown:  use  when  the  cause  has  not  been  determined 
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North  Carolina  Department  of  Environmental 


Quality  EEB  1  2016 


Pat  McCrary  Donald  R.  van  der  Vaart 

Governor  Secretary 

January  29, 2016 


Mr.  David  Welch 
Townsends  Inc.  Property 
PO  Box  99 
Pfafftown,  NC  27040 


Re:  Notice  of  Regulatory  Requirements 

15A  NCAC  2L  .0404  and  2L  .0405 
Risk-based  Assessment  and  Corrective  Action 
for  Petroleum  Underground  Storage  Tanks 

Townsends  UST 
1101  East  Third  Street 
Chatham  County 
Incident  Number:  39846 
Risk  Classification:  Pending 
Ranking:  Pending 


Dear  Mr.  Welch: 

Information  received  by  this  office  of  the  UST  Section,  Division  of  Waste  Management,  on 
September  25,  2015  confirms  a  release  or  discharge  from  a  petroleum  underground  storage  tank  (UST) 
system  at  the  above-referenced  location.  Records  indicate  that  you  are  the  owner  or  operator  of  this  UST 
system.  Therefore,  as  a  responsible  party,  you  must  comply  with  the  initial  response  and  abatement 
action  requirements  of  Title  15A  NCAC  2L  .0404  and,  if  applicable,  the  assessment  and  reporting 
requirements  of  Title  15A  NCAC  2L  .0405,  within  the  timeframes  specified  in  the  attached  rules.  (Be 
aware  that  if  the  latter  rule  is  applicable,  you  must  comply  with  its  requirements  even  if  you  do  not 
receive  formal  notification  from  the  UST  Section.) 

Initial  abatement  action  requirements  include  the  preparation  and  submittal  of  an  Initial 
Abatement  Action  (lAA)  Report,  in  accordance  with  Title  1 5  A  NCAC  2L  .0404  and  the  most  recent 
version  of  the  Guidelines  for  Site  Checks,  Tank  Closure,  and  Initial  Response  and  Abatement  for  UST 
Releases,  within  90  days  of  discovery  of  the  release. 

Because  a  release  or  discharge  has  been  confirmed,  a  Licensed  Geologist  or  a  Professional 
Engineer,  certified  by  the  State  of  North  Carolina,  is  required  to  prepare  and  certify  all  reports  submitted 
to  the  Department  in  accordance  with  Title  15A  NCAC  2L  .0103(e)  and  2L  .01 1 1(b). 

Please  note  that  before  you  sell,  transfer,  or  request  a  “No  Further  Action”  determination  for  a 
property  that  has  not  been  remediated  to  below  “unrestricted  use”  standards,  you  must  file  a  Notice  of 
Residual  Petroleum  ("Notice")  with  the  Register  of  Deeds  in  the  county  where  the  property  is  located 
(NCGS  143B-279.9and  143B-279.il). 

Failure  to  comply  with  the  State's  rules  in  the  manner  and  time  specified  may  result  in  the 
assessment  of  civil  penalties  and/or  the  use  of  other  enforcement  mechanisms. 

If  you  have  any  questions  regarding  trust  fund  eligibility  or  reimbursement  from  the  Commercial 
or  Noncommercial  Leaking  Petroleum  Underground  Storage  Tank  Cleanup  Funds,  please  contact  the 


An  Equal  Opportunity  /  Affirmative  Action  Employer  -  50  %  Recycled  \  1 0  %  Post  Consumer  Paper 


UST  Section  Trust  Fund  Branch  at  (919)  707-8171.  If  you  have  any  questions  regarding  the  actions  that 
must  be  taken  or  the  rules  mentioned  in  this  letter,  please  contact  me  at  the  address  or  telephone  number 
listed  below. 


Sincerely, 

Clark  Wipfield,  L.G. 

Hydrogeology 
Raleigh  Regional  Office 

UST  Section,  Division  of  Waste  Management,  NCDEQ 


Enclosures:  Title  15A  NCAC  2L  .0404  and  2L  .0405 

A  Brief  History  of  North  Carolina  Session  Laws,  Rules,  and  General  Statutes... 


cc:  Environmental  Health  Director,  Chatham  County  Health  Department 

Mr.  W.H.  Gibson,  Cohesion,  Inc. 


UST  Regional  Offices 

Asheville  (ARO)  -  2090  US  Highway  70,  Swannanoa,  NC  28778  (828)  2964500 

Fayetteville  (FAY)  -  225  Green  Street,  Suite  714,  Systel  Building,  Fayetteville,  NC  28301  (910)  433-3300 

Mooresville  (MOR)  -610  East  Center  Avenue,  Suite  301,  Mooresville,  NC  28115  (704)  663-1699 

Raleigh  (RRO)  -  1628  Mail  Service  Center,  Raleigh,  NC  27699  (919)  791-4200 

Washington  (WAS)  -  943  Washington  Square  Mall,  Washington,  NC  27889  (252)  946-6481 

Wilmington  (WIL)-  127  Cardinal  Drive  Extension,  Wilmington,  NC  28405  (910)  796-7215 

Winston-Salem  (WS)  -  450  West  Hanes  Mill  Road,  Suite  300,  Winston-Salem,  NC  27105,  (336)  776-9800 

Guilford  County  Environmental  Health,  400  West  Market  Street,  Suite  300,  Greensboro,  NC  27401,  (336)  641-3771 


North  Carolina  Department  of  Environmental  Quaitty 


Pat  McCrary 
Governor 


Donald  R.  van  der  Vaart 
Secretary 


October  29,  20 1 5 


Mr.  David  Welch 
Townsends  Inc.  Property 


PO  Box  99 
Pfafftwon,  NC  27040 


Re:  Notice  of  Regulatory  Requirements 


1 5A  NCAC  2L  .0404  and  2L  .0405 
Risk-based  Assessment  and  Corrective  Action 
for  Petroleum  Underground  Storage  Tanks 


Townsends  UST 
1101  E.  Third  St. 
Chatham  County 


Incident  Number:  39846 
Risk  Classification:  Pending 
Ranking;  Pending 


Dear  Mr.  Welch: 

Information  received  by  this  office  of  the  UST  Section,  Division  of  Waste  Management,  on 
September  25,  2015  confirms  a  release  or  discharge  from  a  petroleum  underground  storage  tank  (UST) 
system  at  the  above-referenced  location.  Records  indicate  that  you  are  the  owner  or  operator  of  this  UST 
system.  Therefore,  as  a  responsible  party,  you  must  comply  with  the  initial  response  and  abatement 
action  requirements  of  Title  15A  NCAC  2L  .0404  and,  if  applicable,  the  assessment  and  reporting 
requirements  of  Title  15A  NCAC  2L  .0405,  within  the  timeframes  specified  in  the  attached  rules.  (Be 
aware  that  if  the  latter  rule  is  applicable,  you  must  comply  with  its  requirements  even  if  you  do  not 
receive  formal  notification  from  the  UST  Section.) 

Initial  abatement  action  requirements  include  the  preparation  and  submittal  of  an  Initial 
Abatement  Action  (LAA)  Report,  in  accordance  with  Title  15A  NCAC  2L  .0404  and  the  most  recent 
version  of  the  Guidelines  for  Site  Checks,  Tank  Closure,  and  Initial  Response  and  Abatement  for  UST 
Releases,  within  90  days  of  discovery  of  the  release. 

Because  a  release  or  discharge  has  been  confirmed,  a  Licensed  Geologist  or  a  Professional 
Engineer,  certified  by  the  State  of  North  Carolina,  is  required  to  prepare  and  certify  all  reports  submitted 
to  the  Department  in  accordance  with  Title  15A  NCAC  2L  .0103(e)  and  2L  .01 1 1(b). 

Please  note  that  before  you  sell,  transfer,  or  request  a  “No  Further  Action”  determination  for  a 
property  that  has  not  been  remediated  to  below  “unrestricted  use"  standards,  you  must  file  a  Notice  of 
Residual  Petroleum  ("Notice")  with  the  Register  of  Deeds  in  the  county  where  the  property  is  located 
(NCOS  143B-279.9  and  143B-279.il). 

Failure  to  comply  with  the  State's  rules  in  the  manner  and  time  specified  may  result  in  the 
assessment  of  civil  penalties  and/or  the  use  of  other  enforcement  mechanisms. 

If  you  have  any  questions  regarding  trust  fund  eligibility  or  reimbursement  from  the  Commercial 
or  Noncommercial  Leaking  Petroleum  Underground  Storage  Tank  Cleanup  Funds,  please  contact  the 


An  Equal  Opportunity  /  Affirmative  Action  Employer  -  50  %  Recycled  \  10  %  Post  Consumer  Paper 


LIST  Section  Trust  Fund  Branch  at  (919)  707-8171.  If  you  have  any  questions  regarding  the  actions  that 
must  be  taken  or  the  rules  mentioned  in  this  letter,  please  contact  me  at  the  address  or  telephone  number 
listed  below. 


Sincerely, 


Hydrogeology 
Raleigh  Regional  Office 

UST  Section,  Division  of  Waste  Management,  NCDEQ 


Enclosures:  Title  1 5A  NCAC  2L  .0404  and  2L  .0405 

A  Brief  History  of  North  Carolina  Session  Laws,  Rules,  and  General  Statutes... 

cc:  Environmental  Health  Director,  Chatham  County  Health  Department 

Mr.  W.H.  Gibson,  Cohension,  Inc. 

UST  Regional  Offices 

Asheville  (ARO)  -  2090  US  Highway  70,  Swannanoa,  NC  28778  (828)  296-4500 

Fayetteville  (FAY)  -  225  Green  Street,  Suite  714,  Systel  Building,  Fayetteville,  NC  28301  (910)  433-3300 

Mooresville  (MOR)  -610  East  Center  Avenue,  Suite  301,  Mooresville,  NC  28115  (704)  663-1699 

Raleigh  (RRO)  -  1628  Mail  Service  Center,  Raleigh,  NC  27699  (919)  791-4200 

Washington  (WAS)  -  943  Washington  Square  Mall,  Washington,  NC  27889  (252)  946-6481 

Wilmington  (WIL)-  127  Cardinal  Drive  Extension,  Wilmington,  NC  28405  (910)  796-7215 

Winston-Salem  (WS)  -  450  West  Hanes  Mill  Road,  Suite  300,  Winston-Salem,  NC  27105,  (336)  776-9800 

Guilford  County  Environmental  Health,  400  West  Market  Street,  Suite  300,  Greensboro,  NC  27401,  (336)  641-3771 


NCDENR 

North  Carolina  Department  of  Environment  and  Natural  Resources 


Pat  McCrary 
Governor 


John  E.  Skvarla,  III 
Secretary 


August  21,  2014 


CERTIFIED  MAIL  70130600000050078322 

RETURN  RECEIPT  REQUESTED 

Becky  Standridge,  Registered  Agent 
Southeast  Land  Holdings  Lie 
721  Anchors  Bend  Cove 
Lake  Wylie,  SC  29710 

Re:  NOTICE  OF  VIOLATION  OF  15A  NCAC  2N  .0303{RGS1),  .0801(CL1) 

Townsends,  Inc 

1 101  East  Third  Street,  Siler  City,  NC  27344 

Chatham  County 

Facility  ID#:  00-0-0000032430 

Dear  Ms  Standridge: 

On  August  11,  2014,  I  conducted  a  compliance  inspection  at  the  above-referenced  facility.  I  observed  that 
underground  storage  tanks  (USTs)  at  Townsends,  Inc  are  not  in  compliance  with  North  Carolina  UST  regulations 
(North  Carolina  Administrative  Code  [NCAC]  2N  "Criteria  and  Standards  Applicable  to  Underground  Storage 
Tanks).  According  to  those  rules  (15 A  NCAC  2N  .0203)  Southeast  Land  Holdings  Lie  is  identified  as  the  owner 
and/or  operator  of  UST(s)  at  Townsends,  Inc. 

The  following  violations  of  the  state  rules  (15A  NCAC  2N)  were  observed  on  August  1 1,  2014  at  Townsends,  Inc. 
Following  each  violation  are  the  actions  required  to  correct  the  violations: 

Violation  1:  15A  NCAC  2N  .0303  RGSl;  Failure  to  register  or  update  the  registration  for  a  UST  system  as  required 
by  federal  regulation  40  CFR  280.22  (as  incorporated  by  15A  NCAC  2N  .0303). 

Corrective  Actiontsl: 

Tank  owners  and  operators  are  required  to  register  their  regulated  tanks.  Please  register  or  update  the  registration  for 
the  UST(s)  within  5  working  days  of  receipt  of  this  notice  by  completing  the  following  form(s): 

1)  Submit  a  UST-15  form  Change  of  Ownership  of  UST  systems 

Please  send  the  completed  UST-8  and/or  UST-15  form  to  the  address  located  on  the  form  and  send  a  copy  to  the 
inspector  at  the  address  provided  in  this  notice.  It  is  recommended  that  you  also  keep  a  copy  for  your  records. 

Violation  2:  15A  NCAC  2N  .0801  CLl;  Failure  to  permanently  close  a  substandard  UST  system  that  has  been 
temporarily  closed  for  more  than  twelve  months,  or  beyond  December  22,  1999,  whichever  is  earlier,  according 
to  federal  regulation  40  CFR  280.70  (as  incorporated  by  15A  NCAC  2N  .0801). 

Corrective  Actionisl: 

The  Division  of  Waste  Management  UST  Section  has  determined  that  a  substandard  regulated  tank(s)  has  not  been 
permanently  closed.  The  closure  requirements  are  described  in  the  state's  UST  regulations. 


1637  Mail  Service  Center,  Raleigh,  North  Carolina  27699-1637 
Phone:  919-707-8171  \  FAX;  919-715-1117  Internet;  http://portal.ncdenr.org/web/wm 


An  Equal  Opportunily  \  AllinnativB  Action  Employef  -  Made  In  part  by  recycled  paper 


1)  Please  complete  the  requirements  for  permanent  closure  in  accordance  with  15A  NCAC  2N  .0802  and  .0803 
and  the  LIST  Section  Guidelines  for  Site  Checks,  Tank  Closure,  and  Initial  Response  and  Abatement. 

Within  30  days  of  receipt  of  this  notice,  submit  a  UST-3  form  (Notice  of  Intent;  Permanent  Closure  or  Change-of- 
Service).  Within  30  days  following  closure,  submit  a  UST-2  form  (Site  Investigation  Report  for  Permanent  Closure 
or  Change-ln-Service)  along  with  a  UST-12  (Tank  Closure  Report).  Permanent  Closure  must  be  completed  within 
60  days  of  receipt  of  this  notice.  Please  note  that  engineering  and  geological  work  must  be  performed  under  the 
supervision  of  a  Professional  Engineer  (P.E.)  or  Licensed  Geologist  (L.G.),  and  subsequent  reports  must  be  signed 
and  sealed  by  the  P.E.  or  L.G.  For  information  concerning  the  requirements  of  engineering  or  geological  work,  you 
may  contact  the  appropriate  licensing  board. 

Comment:  Site#0-0-0000032430:  Contact  Clark  Wipfield  at  the  Raleigh  Regional  Office,  919-791-4218  for 
assistance  in  permanently  closing  your  tanks. 


Inspection  Comment:  REMOVE  PRODUCT  FROM  DIESEL  TANK  TO  LESS  THAN  1  IN.  PERMANENTLY 
CLOSE  SUBSTANDARD  SYSTEM.  TANKS  MUST  BE  REMOVED  BECAUSE  IMPRESSED  CURRENT  HAS 
BEEN  OFF  FOR  MORE  THAN  1  YEAR.POWER  OFF  TO  IMPRESSED  CURRENT  SYSTEM  SINCE  201 1.  NO 
CORROSION  PROTECTION.  REMOVE  TANKS.REGISTRATION  NOT  UPDATED.  SUBMIT  CHANGE  OF 
OWNERSHIP  UST15.INSPECTION  CONDUCTED  IN  RESPONSE  TO  NEIGHBOR  COMPLAINT  ABOUT 
FUMES  IN  HIS  BUILDING. 

Corrective  actions  must  be  completed  and  reported  to  the  inspector  at  the  address  provided  within  30  days  of  receipt 
of  this  notice,  unless  otherwise  noted  in  one  of  the  corrective  actions  listed  above.  Assessment  of  civil  penalties  may 
be  recommended  for  violations  described  in  this  NOV,  as  well  as,  operating  permit  revocation/denial  unless  the 
violations  are  corrected.  If  Southeast  Land  Holdings  Lie  believes  that  the  inspection  findings  are  in  error,  or  if 
Southeast  Land  Holdings  Lie  has  any  questions  pertaining  to  this  NOV  and/or  corrective  actions  please  have  it 
contact  me  at  (336)  852-9088  or  rose.pruitt@ncdenr.gov. 

Sincerely, 


Rose  Pruitt,  Environmental  Specialist 
Division  of  Waste  Management,  NC  DENR 


Enclosures 

cc:  Steve  Booe  w/  Enclosures  (electronic) 

Files  (electronic) 


Divider 

Page 


GLENDALE  HOSIERY  CO. 

P.O.  BOX  666.  SILER  CITY.  NC  27344  •  PHONE  (919)  663-2200 


May  28,  1992 


Mr.  Arthur  Mouberry,  P.E. 

North  Carolina  Department  of  Environment,  Health, 

&  Natural  Resources 
Division  of  Environmental  Management 
3800  Barrett  Drive 
Raleigh,  N.C.  27609 

Re:  Completion  of  Groundwater  Investigation 

Dear  Mr.  Mouberry: 

Attached  is  a  report  which  presents  the  findings  of  the  completion  of 
certain  tests  performed  in  determining  the  extent,  if  any,  of  groundwater 
contamination  at  the  Glendale  Hosiery  Company  facility  in  Siler  City, 

North  Carolina.  This  groundwater  investigation  report  is  submitted  in 
compliance  with  Title  15  of  the  North  Carolina  Administrative  Code  (NCAC), 
Subchapter  2L. 

If  there  are  any  questions,  please  feel  free  to  call  me. 


JUiM  -  3  1992 


Raieigh  Regional  (ttfice 


Sincerely, 


- * 


GJF/pk 


Glenn  J.  Floyd 
ConTrfol  ler 


JUN  .  3  1992 


Raleigh  Regional  Office 

. 


Initial  Groundwater  Investigation 

Glendale  Hosiery 
1200  East  Third  Street 
Siler  City,  North  Carolina  Facility 


Prepared  for 

Glendale  Hosiery  Company 


May  18,  1992 


Thomas  Lennon 
Staff  Geologist 


Bruce  K.  Braswell,  P.G. 
Senior  Hydrogeologist 


ENSCI  Corporation 
1108  Old  Thomasville  Road 
High  Point,  North  Carolina  27260 
(919)  883-7505 
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Executive  Summary 

ENSCI  Corporation  removed  four  underground  storage  tanks  from  the  Glendale  Hosiery 
Mills  facility  in  June  1991.  In  the  course  of  removing  the  USTs,  free  petroleum  product 
was  discovered  in  the  soil  in  one  excavation  and  groundwater  in  another.  All  impacted 
groundwater  was  pumped  off,  and  as  much  of  the  soil  as  possible  was  excavated  and 
disposed.  Soil  excavation  was  impeded,  however,  by  the  presence  of  adjacent  structural 
foundations. 

In  order  to  comply  with  requirements  which  are  stated  in  the  North  Carolina 
Administrative  Code,  ENSCI  was  subsequently  contracted  to  conduct  an  initial  soil  and 
groundwater  investigation.  The  purpose  of  the  investigation  was  to  determine  the  extent 
of  remaining  impacted  soils  and  groundwater  which  were  discovered  during  the  removal 
of  underground  storage  tanks  in  June  1991. 

The  initial  investigation,  which  is  discussed  in  this  report,  included  installation  of  six  soil 
borings/monitoring  wells,  soil  and  groundwater  sampling,  and  analysis  of  sampling  data. 
ENSCI  designated  two  areas  of  concern  for  the  potential  presence  of  remaining  impacted 
soils  and  groundwater. 

The  first  area  of  concern  surrounded  the  excavation  of  two  15,000-gallon  USTs. 
Analytical  results  from  this  area  indicate  no  petroleum  contamination  in  soils  or 
groundwater. 

The  second  area  of  concern  surrounded  the  excavation  of  a  5,000-gallon  diesel  UST. 
Results  of  analytical  testing  of  soils  in  this  area  using  EPA  Method  3550  indicate  a 
limited  presence  of  diesel-impacted  soils.  Only  one  of  three  soil  borings  in  the  area  was 
indicated  to  contain  diesel,  and  the  detected  concentration  was  relatively  low  (35  parts 
per  million).  Petroleum  hydrocarbons  were  also  detected  using  EPA  Method  9071  (for 
oil  and  grease),  but  there  is  no  evidence  of  a  release  of  such  material  in  the  area. 

Analytical  testing  of  groundwater  samples  from  monitoring  wells  in  the  second  area  of 
concern  detected  no  presence  of  petroleum  hydrocarbons.  These  results  indicate  that  any 
diesel-impacted  soils  left  in  this  area  are  of  a  limited  extent  and  is  not  affecting  the 
groundwater. 


ill 
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1 .  Introduction 

1.1  Scope  of  Work 

ENSCI  Corporation  was  contracted  to  conduct  an  initial  investigation  at  the  Glendale 
Hosiery  Mills  facility  located  at  1200  East  Third  Street  in  Siler  City,  North  Carolina. 
The  puipose  of  the  investigation  was  to  determine  the  extent  of  remaining  impacted  soils 
and  groundwater  which  were  discovered  during  the  removal  of  underground  storage  tanks 
in  June  1991. 

The  following  steps  were  implemented  between  March  19,  1992  and  April  2,  1992  to 
assess  the  site: 

•  Installation  of  six  soil  borings 

•  Collection  of  soil  samples  from  the  borings 

•  Completion  of  the  soil  borings  as  monitoring  wells 

•  Calculation  of  groundwater  flow  direction 

•  Collection  of  groundwater  samples  from  the  monitoring  wells 

•  Analysis  of  soil  and  groundwater  data  to  delineate  potential  contamination 
plume(s). 


This  Initial  Groundwater  Investigation  report  represents  a  comprehensive  summary  of  the 
investigation  conducted  at  the  Glendale  facility.  It  is  presented  in  accordance  with  the 
requirements  of  15A  NCAC  2L  and  guidelines  which  have  been  established  by  the  North 
Carolina  Department  of  Environment,  Health  &  Natural  Resources  (NCDEHNR). 

1 .2  Site  History 

In  1991,  ENSCI  Corporation  was  contracted  to  remove  two  15,000-gallon  and  two  500- 
gallon  underground  storage  tanks  (USTs)  located  at  the  Glendale  Hosiery  Mills  facility 
in  Siler  City,  North  Carolina. 

On  June  4,  1991,  prior  to  the  scheduled  date  of  removal,  ENSCI  was  notified  of  an 
emergency  situation.  As  a  result  of  high  groundwater  levels,  the  two  15,000-gallon  tanks 
had  floated  up  and  penetrated  the  asphalt.  ENSCI  responded  to  the  emergency  by 
excavating  the  two  15,000-gallon  USTs  on  June  5.  In  order  to  prevent  a  similar  situation 
from  occurring  with  the  two  500-galIon  USTs,  these  tanks  were  removed  on  June  6. 
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Free  petroleum  product  and  impacted  soils  were  located  in  soils  and  groundwater  in  the 
excavations  of  three  of  the  four  USTs  (two  of  which  shared  one  excavation).  All  free 
product  and  as  much  impacted  soil  as  possible  were  removed.  Soil  removal  was  impeded 
by  nearby  structural  foundations.  The  excavations  were  backfilled  with  clean  fill. 

An  Underground  Storage  Tank  Closure  Assessment  Report  detailing  removal  and  initial 
assessment  activities  was  submitted  to  Glendale  Hosiery  Mills  on  November  19,  1991. 
The  report  was  forwarded  by  Glendale  Hosiery  to  the  NCDEHNR,  Division  of 
Environmental  Management,  Raleigh  Regional  Office. 

On  January  22,  1992,  Glendale  was  issued  a  notice  from  the  NCDEHNR  instructing 
them  to  comply  with  the  following  sections  of  Title  15A  North  Carolina  Administrative 
Code  (NCAC): 

•  15A  NCAC  2N  .0704  Initial  Site  Characterization 

•  15A  NCAC  2N  .0705  Free  Product  Removal 

•  15A  NCAC  2N  .0706  Investigation  for  Soil  and  Groundwater  Cleanup. 

In  order  to  comply  with  these  requirements,  Glendale  contracted  ENSCI  to  conduct  an 
initial  investigation  to  determine  the  extent  of  impacted  soil  and  groundwater  which  may 
remain  in  the  two  areas  in  which  a  release  had  occurred. 

1.3  Site  Description  and  Source  Location 

The  Glendale  Hosiery  Mills  facility  is  located  on  1200  East  Third  street  in  Siler  City, 
Chatham  County,  North  Carolina  (see  Figure  1).  It  is  located  on  the  crest  of  a  rolling 
hill  that  slopes  gradually  down  to  the  southwest.  There  are  no  creeks  or  streams  in  the 
immediate  vicinity  of  the  impacted  areas,  although  there  are  some  large  drainage  pipes 
ninning  north  to  south  under  the  west  side  of  the  parking  lot  which  eventually  feed  into 
a  small  creek  across  the  street  on  the  southwest  side  of  the  facility. 

Petroleum  hydrocarbons  from  underground  storage  tanks  have  impacted  two  separate 
areas  on  the  facility.  The  following  areas,  where  the  leaking  underground  storage  tanks 
were  previously  located,  have  been  designated  areas  of  concern: 

•  The  alley  on  the  southeast  part  of  the  facility  where  the  two  15,000-gallon  USTs 
were  located,  and 

•  The  southwest  side  of  the  building  where  the  500-gallon  diesel  tank  was  removed. 
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These  areas  are  illustrated  in  Figure  2. 


2.  Geology 

2.1  Regional  Geologic  Units 

The  1985  Geologic  map  of  North  Carolina  indicates  that  Siler  City  is  located  in  the 
central  portion  of  the  Carolina  Slate  Belt.  Ancient  metamorphic  rocks  of  the  Cenozoic 
Era  dominate  the  province.  The  map  indicates  the  underlying  bedrock  lithology  in  the 
Siler  City  area  as  "Metamudstone  and  Meta-argillite"  (Czmd).  The  Preliminary 
Explanatory  Text  for  The  1985  Geologic  Map  of  North  Carolina  describes  this  unit  as 
"metafnudstone  and  meta-argilite  interbedded  witli  metasandstone,  metaconglomerate,  and 
metavolcanic  rock".  The  map  showed  no  major  structural  features  in  the  area  of  study. 

2.2  Site  Soils  and  Geology 

Field  observations  made  during  monitoring  well  installation  indicated  that  the  site  is 
underlain  by  an  argillaceous  saprolitic  soil  and  indurated  by  multiple  stringers  of 
metavolcanic  chert  or  metamorphosed  arkosic  rock.  The  saprolite  has  developed  in  situ 
as  a  result  of  chemical  and  physical  weatliering  of  the  surrounding  rock  types.  Additional 
descriptions  of  the  soil  and  geology  of  the  site  are  available  in  the  Field  Drilling  Records, 
which  are  included  in  Appendix  A.  The  AGI  Data  Sheets  36.1  thur  38.2  were  utilized 
as  a  guideline  for  all  geologic  descriptions. 


3.  Monitoring  Well  Locations 

Before  installing  monitoring  wells,  ENSCI  obtained  the  necessary  well  construction 
permit  from  the  NCDEHNR.  The  permit  is  included  in  Appendix  B. 

As  seen  in  Figure  2,  a  total  of  six  monitoring  wells  were  installed  at  the  Glendale 
Hosiery  facility.  Three  monitoring  wells  were  installed  in  each  of  the  two  areas  of 
concern.  These  wells  were  placed  in  a  trimigular  configuration  surrounding  each  area 
where  impacted  soil  and  groundwater  had  been  observed.  In  order  to  delineate  the  extent 
of  j)otentially  affected  groundwater,  one  well  was  located  hydraulically  upgradient,  while 
the  other  two  were  located  hydraulically  downgradient.  Well  locations  were  chosen  based 
on  site  topography  and  estimated  groundwater  flov/  direction  (see  Section  1.3). 
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Three  monitoring  wells,  MW-1,  MW-2,  and  MW-3,  were  installed  on  the  southeast  side 
of  the  facility  in  order  to  delineate  the  extent  of  impact  which  may  have  remained  from 
releases  originating  from  the  two  previously  existing  15,000-gallon  USTs.  One  tank  had 
contained  ff6  fuel  oil,  and  the  other  had  contained  diesel  fuel.  With  respect  to  the 
suspected  source  area,  monitoring  well  MW-1  is  in  a  hydraulically  upgradient  position 
and  monitoring  wells  MW-2  and  MW-3  are  in  a  hydraulically  downgradient  position. 
Due  to  the  confining  conditions  of  the  alley,  all  three  wells  are  in  the  immediate  vicinity 
of  the  area  of  concern. 

Monitoring  wells  MW-4,  MW-5,  and  MW-6  are  located  on  the  southwest  side  of  the 
facility  around  the  excavation  for  the  previously  existing  500-gallon  UST.  This  UST  had 
been  used  to  store  diesel  fuel.  Monitoring  well  MW-6  is  located  hydraulically  upgradient 
of  the  excavation,  while  MW-4  is  located  in  a  hydraulically  downgradient  position.  MW- 
5  is  located  immediately  next  to  the  excavation  (i.e.,  neither  upgradient  nor 
downgradient).  Monitoring  wells  were  installed  using  the  drilling  procedures  described 
in  Appendix  C.  Boring  logs  and  well  construction  records  are  included  in  Appendix  A, 


4.  Groundwater  Flow  Direction 

ENSCI  utilized  a  computer  model  called  WaterVel  marketed  by  InSitu,  Inc.  in  Laramie, 
Wyoming  to  calculate  the  direction  of  groundwater  flow.  The  WaterVel  program 
provides  a  least  square  fit  to  a  plane  (the  groundwater  table),  provided  that  the  program 
is  supplied  with  a  minimum  of  three  well  points  with  known  elevations. 

To  collect  data  for  the  calculation,  a  site  survey  was  generated  for  ENSCI  by  Mark  Terry 
and  Associates  of  Archdale,  North  Carolina.  The  survey  provided  the  X,  Y,  and  Z 
coordinates  for  monitoring  wells  on  site.  The  X  and  Y  coordinates  were  based  on  a 
temporary  local  grid  system  developed  for  the  Glendale  site,  with  a  positive  Y  axis 
parallel  to  the  calculated  north  bearing.  The  southeast  corner  of  the  top  of  a  stairway 
landing  on  the  southwest  side  of  the  facility  provided  a  relative  survey  elevation  control 
(Z  axis). 

To  run  the  WaterVel  program,  ENSCI  created  a  data  file  that  consists  of  data  triplets. 
The  triplets  were  composed  of  the  X  and  Y  coordinates  of  the  various  wells  (which  were 
calculated  during  the  survey),  and  Z  data  consisting  of  potentiometric  head  elevations  for 
the  various  wells  with  respect  to  benchmark  elevation.  The  potentiometric  head 
measurements  used  to  generate  the  Z  data  were  obtained  using  a  water  level  rule 
manufactured  by  Solinst  Canada  Ltd.  This  water  rule  is  graduated  in  lOths  of  a  foot  and 
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has  an  electric  probe  on  the  end  of  the  tape,  which  connects  to  an  audible  indicator  used 
to  locate  the  water  level. 

All  water  level  data  used  to  calculate  the  direction  of  groundwater  flow  was  generated 
during  measurements  taken  on  March  30,  1992.  Table  1  presents  the  monitoring  well 
elevation  and  static  water  level  data  utilized  to  calculate  the  groundwater  flow  direction. 
The  depth  to  groundwater  data  was  collected  without  any  well  development. 


Table  1 

Static  Water  Level  Data 
Data  Collected  March  30,  1992 


Monitoring  Well 
Number 

Well  Head  Elevation 
(feet) 

Depth  To 
Groundwater  (feet) 

Static  Water  Level 
Elevation  (feet) 

MW-1 

100.36 

2.00 

98.36 

MW-2 

100.01 

2.50 

97.51 

MW-3 

99.94 

2.10 

97.84 

MW-4 

97.85 

4.00 

93.85 

MW-5 

97.42 

3.60 

93.82 

MW-6 

97.63 

4.00 

93.63 

Based  on  these  calculations,  the  direction  of  groundwater  flow  lies  at  a  compass  bearing 
of  258.5  degrees  (west  to  southwest).  It  is  illustrated  in  Figure  3.  The  initial  estimation 
of  groundwater  flow  direction  (based  on  surface  topography)  which  was  used  to  plan 
monitoring  well  locations  is  in  reasonable  agreement  with  this  calculation. 
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5.  Soil  Investigation 

5.1  Initial  Discovery  of  Impacted  Soils 

Petroleum  hydrocarbon-impacted  soils  were  detected  in  June  1991  during  the  excavation 
and  removal  of  the  two  15,000-gallon  USTs  (which  contained  tt6  fuel  oil  and  diesel)  and 
one  500-gallon  UST  (which  contained  diesel). 

Approximately  172  cubic  yards  of  impacted  soils  were  removed  from  the  two 
excavations.  The  removal  of  additional  impacted  soil  was  terminated  due  to  foundations 
and  walls  immediately  adjacent  to  both  excavations.  Visible  and  analytical  evidence 
indicated  that  some  impacted  soils  remained  in  the  excavations. 

5.2  Investigation  for  Remaining  Impacted  Soils 

In  order  to  determine  the  extent  of  remaining  soil  contamination,  samples  were  collected 
during  the  boring  activities  associated  with  the  installation  of  the  monitoring  wells  (see 
Section  3).  Split  spoon  soil  samples  were  collected  at  5-foot  intervals  during  soil  boring 
using  the  methods  described  in  Appendix  C.  These  samples  were  screened  with  a 
properly  calibrated  Foxboro  Model  128  Organic  Vapor  Analyzer  (OVA).  Corresponding 
head  space  readings  are  recorded  in  the  boring  logs  contained  in  Appendix  A. 

The  sample  from  each  boring  which  exhibited  the  highest  OVA  reading  or  was  closest 
to  the  groundwater  table  was  collected  for  analysis  under  EPA  methods  5030,  3550  and 
9071.  Table  2  lists  all  soil  samples  collected  for  analysis  and  the  corresponding  analytical 
results.  Copies  of  the  original  analytical  reports  are  included  in  Appendix  D. 


Table  2 


Soil  Sample  Analytical  Data 
Samples  Collected  April  21,  1992 


Sample 

Sample 

EPA  5030 

EPA  3550 

EPA  9071 

Location 

Depth 

(TPFH) 

(TPH) 

HEAVY  OIL 

MW-1 

5  feet 

<  10  ppm 

<  10  ppm 

<  10  ppm 

MW-2 

5  feet 

<  10  ppm 

<  10  ppm 

<  10  ppm 
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Sample 

Location 

Sample 

Depth 

EPA  5030 
(TPFH) 

EPA  3550 
(TPH) 

EPA  9071 
HEAVY  OIL 

MW-3 

No  Recovery 

No  Data 

No  Data 

No  Data 

MW-4 

5  feet 

<  10  ppm 

<  10  ppm 

490  ppm 

MW-5 

5  feet 

<  10  ppm 

35  ppm 

78  ppm 

MW-6 

5  feet 

<  10  ppm 

<  10  ppm 

<  10  ppm 

As  illustrated  in  Table  2,  results  from  the  analytical  testing  of  the  samples  from  the 
borings  completed  as  monitoring  wells  MWl  and  MW2  (see  Figure  2)  indicated  no 
petroleum  contamination  in  the  area  around  the  previously  existing  15,000-gallon  USTs. 

Samples  collected  from  the  borings  completed  as  MW4,  MW5,  and  MW6  (see  Figure 
2)  were  used  to  assess  the  area  surrounding  the  previously  existing  500-gallon  diesel 
UST.  When  tested  with  EPA  Method  3550,  the  standard  testing  procedure  for  detection 
of  diesel  fuel,  the  soil  sample  from  monitoring  well  boring  MW-5  indicated  35  parts  per 
million.  Samples  from  the  other  borings  revealed  no  detection  of  diesel  contaminants. 

Under  EPA  Method  9071,  which  is  the  standard  test  for  detection  of  oil  and  grease,  the 
samples  from  MW4  and  MW5  indicated  the  presence  of  petroleum  hydrocarbons.  Since' 
there  is  no  indication  of  a  release  of  oil  or  grease  in  the  area  around  the  500-gallon  diesel 
UST,  these  levels  may  be  attributable  to  naturally  occurring  organic  material  or  the 
location  of  a  nearby  sewage  line.  It  is  common,  using  this  analytical  method,  to  receive 
results  which  are  affected  by  such  sources. 


6.  Groundwater  Investigation 

6.1  Initial  Discovery  of  Impacted  Groundwater 

Petroleum  hydrocarbon-contaminated  groundwater  was  detected  in  June  1991  during  the 
excavation  and  removal  of  the  two  15,000-gallon  USTs  (which  contained  ^6  fuel  oil  and 
diesel). 

Approximately  3,000  gallons  of  water  and  oil  (in  the  form  of  free-floating  product)  were 
removed  from  the  excavation  using  a  vacuum  truck.  The  liquid  which  could  not  be 
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pumped  using  the  vacuum  truck  was  removed  using  oil  sorbent  pads.  There  was  no 
visible  evidence  that  impacted  groundwater  remained  at  the  time  the  excavation  was 
backfilled. 

6.2  Investigation  for  Remaining  Impacted  Groundwater 

On  April  2,  1992,  forty-eight  hours  after  development,  all  of  the  monitoring  wells  at  the 
Glendale  facility  were  purged  and  sampled  for  groundwater  contamination.  These 
samples  were  sent  to  AnalytiKEM,  an  EPA-approved  laboratory.  The  samples  were 
tested  using  EPA  methods  602  +  xylene  and  625. 

Analytical  results,  which  are  included  in  Appendix  D,  indicated  no  presence  of  any 
compounds  associated  with  petroleum-contaminated  groundwater  in  either  of  the  two 
impacted  areas.  The  only  detectable  compounds,  Bis(2-ethylhexyl)  Phlhalate  and  Dibutyl 
Phthalate,  are  associated  with  common  plasticizer  in  the  latex  gloves  utilized  during 
sampling  procedures. 


7.  Conclusions 

Results  of  the  initial  groundwater  investigation  at  the  Glendale  Hosiery  Mill  indicate  that 
there  is  no  groundwater  contamination  at  the  site  and  that  soil  contamination  is  of  a 
limited  extent  and  not  affecting  groundwater. 

In  the  vicinity  of  the  excavation  of  the  two  15,000-gallon  USTs,  soils  and  groundwater 
were  sampled  during  and  after  installation  of  monitoring  wells  MWl,  MW2,  and  MW3. 
Analytical  results  indicate  no  petroleum  contamination. 

In  the  vicinity  of  the  excavation  of  the  5,000-gallon  diesel  UST,  monitoring  wells  MW4, 
MW5,  and  MW6  were  installed.  Results  of  analytical  testing  of  soils  indicate  diesel 
contamination  of  a  limited  extent.  Petroleum  hydrocarbons  were  also  detected  using  EPA 
Method  9071  (for  oil  and  grease),  but  there  is  no  evidence  of  such  a  release  in  the  area. 

Analytical  testing  of  groundwater  samples  from  these  monitoring  wells  detected  no 
petroleum  contamination.  These  results  indicate  that  any  diesel  contamination  left  in  the 
soil  is  of  a  limited  extent  and  is  not  affecting  the  groundwater. 

A  Site  Sensitivity  Evaluation,  included  in  Appendix  E,  was  completed  for  the  Glendale 
facility.  It  indicates  that  the  site  is  near  the  "least  sensitive"  end  of  the  scale,  which 
measures  sensitivity  to  groundwater  contamination  by  the  release  of  petroleum-related 
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substances.  According  to  the  document  "Guidelines  for  Remediation  of  Soil  Contaminated 
By  Petroleum,"  which  was  published  by  the  NCDEHNR  in  August  1990,  the  existing 
levels  of  petroleum  hydrocarbons  under  Method  3550  will  not  require  remediation. 

Based  on  all  available  field  observations  and  analytical  results,  ENSCI  recommends  no 
further  remedial  action  at  this  site. 
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FIELD  DATA  SHEET  FOR  GROUNDfATER  SAMPLING 


COSPOliTlOX 


April  2,  1992 


DATE. 

FIELD  PERSONNEL 

FACILITY  NAME _ ; 

EPA  ID  NO. _ 

WELL  ID  NO _ 


Kevin  Cranford 


Glendale  Hosiery 


MWl 


^UPGRADIENT 

WEATHER  CONDITIONS. 
AIR  TEMPEPJirJRE _ 


□DOWNGRADIENT 

Eianr/auB/nrar/Pirai  aemfiaa/wt 

T 


TOTAL  WELL  DEPTH  fTWD)  26.0 


1/100  ft 


DEPTH  TO  GROUNDWATER  (DGW)  2.52 _ 1/100  ft 

LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW  =23.46 
1  CASING  VOLUME  (OCV)  =  LWC  X  153  =  3  s  gal 
3  CASING  VOLUMES  =  ' 


11.38 


GU.  s  3T0  ETlOUIKn  TOUDB 


METHOD  OF  WELL  E\UICUAT].0N  suataam  tw/ca.  T  Bflm/B-t  pug 
METHOD  OF  SAMPLE  CDTJECTinN  nmiaigi  t  Bina/m  T  MiiB/fr-i  MIUB 
T0T.4L  VOLUME  OF  WATER  REMOVED  5 _ gd 


CASING  DIAMETER  ^  2  INCHES  ^4  INCHES 


CASING  MATERIAL  ^  PVC  □  TEFLON  □  STEEL 
MEASURING  POINT  ELEVAHON  (MSP  ~ 


1/100  ft 


WATER  TABLE  ELEVATION  (MSL) _  1/100  ft 

pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME) _ 

pH  BUFFER  SOLUTION  USED 


STEEL  GUARD  PIPE  AROUND  CASING¬ 
LOCKING  CAP _ 


S[-raD(o 


PROTECTIVE  .4BUTMENT _ 

WELL  mTEGRITY  SATISFACTORY _ 

WELL  YIELD  tsiw  □mmni 


□  tssB-ho 


CONTAINERS 


PQSQRREi 

lun 

ma 

VO. 

TITS 

MKWriH 

PiSAVSnS 

f 

J 

FIELD  ANALYSIS 


VOLUME  PURGED  rcn.) 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCTHTTY 
WATER  TEMP  {£) 
TURBIDITY  (SUBJECTIVE)^ 
ODOR  (SUBJECTIVE)** 


/ 

1 

2  !  3 

4 

5 

1  gal 

2  gal 

— 

3  gal 

4  gal 

5  gal 

1025 

1030 

1035 

1040 

1045 

6.6 

6.7 

6.8 

6.8 

6.8 

22.6 

22.8 

22.8 

22.8 

22.8 

4 

4 

4 

4 

4 

L i 

1 

1 

1 

1 

J 

■  (1)  eimr  (2)  d{bt  (3)  suxlcnU  (4)  ld(h  **  (1)  boo*  (2)  tml  (3)  modenla  (4)  Idfli 


April  2,  1992 


DATE- 
FIELD  PERSONNEL 
FACILITY  NAME 
EPA  ID  NO. 

WELL  ID  NO. 


Kevin  Cranford 


Glendale  Hosiery 


Mw2 


□  UPGRADIENT 

WEATHER  CONDITIONS. 
AIR  TEMPERATURE _ 


8D0WNGRADIENT 

UmT/ClUS/TmDT/PUnLT  aODDT/fiHI,/EtTr 


TOTAL  WELL  DEPTH  (TWD)  20.5 


1/100  ft 


DEPTH  TO  GROUNDWATER  (DGW)  9.3 _ 1/100  ft 

LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW  =n_.?t 
1  CASING  VOLUME  (OCV)  =  LWC  X  153  =  is  gal 
3  CASING  VOLUMES  = 


5.4 


GIL  =  SID  znnimm  Touna 


METHOD  OF  WEl.T.  EVACUATION  gnBMStmg  pmip/iai  t  Bima/B-s  puiD* 
METHOD  OF  SAMPLE  CnT.T.FCTTON  ramom  t  Htna/m  T  Bum/B-I  HAiua 
TOTAL  VOLUME  OF  WATER  REMOVED  5.5 _ gal 


CASING  DIAMETER  ^  2  INCHES  ^4  INCHES 


CASING  MATERIAL  K  PVC 


□  TEFLON 

(MSL)_ 


□  STEEL 

1/100  ft 


MEASURING  POINT  ELEVATION 
WATER  TABLE  ELEVATION  (MSL). 
pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME) 
pH  BUFFER  SOLUTION  USED 


1/lQ.OJLt 


STEEL  GUARD  PIPE  AROITID  CASING¬ 
LOCKING  CAP _ 


□  tbBIho 


ISthDho 


PROTECTIVE  ABUTMNT _ 

WELL  INTEGRITY  SATISFACTORY _ 

WELL  YIELD  -  □nmnii 


□  TSglHO 


KtbDio 


□  ho 


CONTAINERS 


PBBQIDIXL 

ms 

TUB 

NO. 

TIPI 

PNEmV 

PiE&XrTEB 

/ - - 

V 

J 

[field  analysis' 


VOLUME  PURGED  (c>l) 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCTT/nr 
WATER  TEMP  {£) 
TURBIDITY  (SUBJECTIVE)^ 
ODOR  (SUBJECTIVE)** 


. 

2 

3 

4 

5 

> 

1  gal 

2  gal 

3  gal 

4  gal 

5  gal 

6.7 

6.6 

6.7 

6.6 

6.6 

22.7 

22.7 

22.7 

22.8 

22.7 

4 

4 

4 

4 

4 

1  1 

1 

1 

1 

1 

J 

'  (1)  cImt  (2)  (3)  rae<tentc  (4)  hl(B  **  (1)  nan*  (2)  fslnt  (3)  aadenU  (4)  Ufli 


April  2.  1992 


DATE. 

FIELD  PERSONNEL 
FACILITY  NAME_ 

EPA  ID  NO. _ 

WELL  ID  NO _ 


Kevin  Cranford 


Glendale  Hosiery 


MW3 


□  UPGRADIENT 

WEATHER  CONDITIONS. 
AIR  TEMPERATURE _ 


KIDOWNGRADIENT 


MHT/iiM/TOnjT/Piigr  cmm/raot/wf 


T 


TOTAL  WELL  DEPTH  (IWD)  io-6 


1/100  ft 


DEPTH  TO  GROUNDWATER  (DGW)  s.i _ 1/100  ft 

LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW  ft 
1  CASING  VOLUME  (OCV)  =  LWC  X163  =.7335  gal 

3  CASING  VOLUMES  =  2.205 _ gai,  m  tr Acumm  TOume 

METHOD  OF  WKI.L  EVACUATION  mmsmi  pomp/gL  t  Binn/B-I  mp 
METHOD  OF  SAMPLE  nOT.T.FCTTON pmcim)  t  Bina/ca.  t  Hiiin/>-t  Bun 
TOTAL  VOLUME  OF  WATER  REMOVED  1.5  _g^ 


CASING  DTAMFTFR  1^  2  INCHES  04  INCHES 


CASING  MATERIAL  81  PVC  □  TEFLON  □  STEEL 


MEASURING  POINT  ELEVATION  (MSL) 
WATER  TABLE  ELEVATION  (MSL). 


1/100  ft 


pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME) 
pH  BUFFER  SOLUTION  USED 


1/100  ft 


STEEL  GUARD  PIPE  AROUND  CASING¬ 
LOCKING  CAP _ 


□  TPlgNO 


KtbDno 


PROTECTIVE  ABUTMENT _ 

WELL  INTEGRITY  SATISFACTORY _ 

WELL  YIELD  iSunr  □mmini 


□  negro 


BItbGho 


□  Hiia 


CONTAINERS 


FKSSQHHZL 

Din 

TDa 

Ha 

TIT* 

TRESEfV 

PASAMTm 

/ 

N, 

V 

J 

FIELD  ANALYSIS 


VOLUME  PURGED  (cal) 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCnVITY 
WATER  TEMP  {£) 
TURBIDITY  (SUBJECTIVE)^' 
ODOR  (SUBJECTIVE)' 


u* 


1 

2 

3 

.5 

1.0 

1.5 

1105 

1110 

1115 

6.6 

6.7 

6.6 

22.6 

22.6 

22,6 

4 

4 

4 

L  1 

1 

1 

y 

*  (1)  etaar  (2)  d(ht  (3)  msdsata  (A)  idfh  **  (1)  not  (2)  laiat  (3)  nwVnU  (4)  Ufli 


April  2.  1992 


DATE_ 

FIELD  PERSONNEL 
FACILITY  NAME 

EPA  ID  NO. _ 

¥ELL  ID  NO _ 


Kevin  Cranford 


Glendale  Hosiery 


MW4 


CASING  DTAMFTFP  2  INCHES  04  INCHES 


CASING  MATERIAL  m  PVC  □  TEFLON  □  STEEL 


□  UPGRADIENT 

WEATHER  CONDITIONS, 
AIR  TEMPERATURE _ 


KDOWNGRADIENT 

auHT/ciKAP./rmiT/'Punj  clobut/tibi/hot 

T 


15.7 


TOTAL  WELL  DEPTH  (TWD) 

DEPTH  TO  GROUNDWATER  (DGW)  4.38 


1/100  ft 


1/100  ft 


LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW  =n_3& 
1  CASING  VOLUME  (OCV)  =  LWC  X.163  =  1.845  gal 
3  CASING  VOLUMES  = 


5.5 


OU.  =  3TS  KTAOUran  TOUm 


METHOD  OF  WELL  EVACUATION  aPBuggHiJi  ppip/ca.  t  bjub/b-s  pump 
METHOD  OF  SAMPLE  COT.T.FCTTON  pbuccti  t  Juwa/caa.  t  Biiia/-B-5  Bum 
TOTAL  VOLUME  OF  WATER  REMOVED  i-5  gal 


MEASURING  POETT  ELEVATION  (MSL) 
WATER  TABLE  ELEVATION  (MSL)_ 


1/100  ft 

1  /inn  « 


pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME) 
pH  BUFFER  SOLUTION  USED 


1/100  ft 


STEEL  GUARD  PIPE  AROUND  CASING- 
LOCIONG  CAP _ 


□  tbKno 


EtssOko 


PROTECTIVE  ABUTMENT _ 

WELL  INTEGRITY  SATISFACTORY _ 

WELL  YIELD  □mmoii 


□  Tss®n) 


CgTISDNO 


□  mcE 


CONTAINERS  ) 


PQSQHHSL 

nm 

Na 

TIPJ 

PEESOT 

PASiUETES 

c 

N 

j  1 

L  1 

FIELD  ANALYSIS 


VOLUME  PURGED  ((ay 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCTTVirf 
WATER  TEMP  {£) 
TURBIDITY  (SUBJECTIVE)’' 
ODOR  (SUBJECTIVE)' 


f  1 

2 

3 

> 

.5  gal 

1.0  gal 

1.5  gal 

1130 

1135 

1140 

6.7 

6.6 

6.6 

22.6 

22.7 

22.7 

4 

4 

4 

1  1 

1 

1 

J 

*  (1)  clnr  (2)  (3)  madnLa  (i) 


(1)  DAM  (2)  trot  (3)  modenU  (4)  falfb 


FIELD  DATA  SHEET  FOR  GROUNDWATER  SAMPUNG 


FIELD  PERSONNEL 
FACILITY  NAME_ 

EPA  ID  NO. _ 

WELL  ID  NO _ 


Kevin  Cranford 

Glendale  Hosiery 


MW5 


□  UPGRADIENT 

WEATHER  CONDITIONS. 
AIR  TEMPERATURE _ 


KDOWNGRADIENT 

mr[/axa/rm/?aaj  amn/foai/art 

Y 


14.6 


1/100  ft 


6.12 


1/100  ft 


TOTAL  WELL  DEPTH  (TWD)_ 

DEPTH  TO  GROUNDWATER  (DGW)^ _ 

LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW 
1  CASING  VOLUME  (OCV)  =  LWC  X  .163  =  1.38  gal 

3  CASING  VOLUMES  =  4. 14 _ m  -  sic  mcumsi  TDung 

METHOD  OF  WI*!liTi  EVACUATION  suaiamz  pusp/cb.  t  aaia/c-K  tomp 
METHOD  OF  SAMPLE  rOT.T.ECTTON cmiaim  ?  aum/OL  T  Baa/B-i  sum 
TOTAL  VOLUME  OF  WATER  REMOVED  3 _ 


CASING  MATERIAL  K  PVC  □  TEFLON 
MEASURING  POINT  ELEVATION  (MSL)_ 
WATER  TABLE  ELEVATION  (MSL) 


□  STEEL 


1/100  ft 


pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME) 
pH  BUFFER  SOLUTION  USED 


1/100  ft 


STEEL  GUARD  PIPE  AROUND  CASING¬ 
LOCKING  CAP _ 


□  iBglWO 


KjIBOIO 


PROTECTIVE  ABUTMENT _ 

WELL  INTEGRITY  SATISFACTORY _ 

WELL  YIELD  □Bamni 


□  tisHho 


glTISDlO 


CsiCH 


CONTAINERS 


PSgSQHKEL 

nm 

wa 

DC. 

TI7J 

FSESnv 

PASAJOTS 

's. 

J 

FIELD  ANALYSIS 


VOLUME  PURGED  (ca.) 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCnVTTY 
WATER  TEMP  (JO) 
TURBIDriY  (SUBJECTIVE)^ 
ODOR  (SUBJECTIVE)' 


Ut 


f  1 

2 

3 

- N 

1  gal 

2  gal 

3  gal 

1135 

1140 

1145 

6.6 

6.7 

6.7 

22.6 

22.7 

22.6 

4 

4 

4 

1  1 

1 

1 

J 

*  (1)  d«ir  (2)  (3)  nuxtermU  (4)  Mgii  **  (1)  aeai*  (2!)  bdot  (3)  raodenU  (4)  Idcb 


DATE. 


April  2,  1992 


FIELD  PERSONNEL 

FACILITY  NAME _ ] 

EPA  ID  NO. _ 

WELL  ID  NO _ 


Kevin  Cranford 


Glendale  Hosiery 


MW6 


KUPGRADIENT 

WEATHER  CONDITIONS. 
AIR  TEMPERATURE _ 


□DOWNGRADIENT 

Riiitr/cius/tnitT,'PuaiT  aouuT/wni/HOT 

T 


13-6 


1/100  ft 


4.84 


1/100  ft 


TOTAL  WELL  DEPTH  (TWD)_ 

DEPTH  TO  GROUNDWATER  (DGW)^ _ 

LENGTH  OF  WATER  COLUMN  (LWC)  =  TWD  -  DGW  =_8_7|L 
1  CASING  VOLUIIE  (OCV)  =  LWC  X.163  =  1.427  gal 

3  CASING  VOLUMES  =  4.28 _ gu,  °  ct  CTAnimm  Toung 

METHOD  OF  WELL  EVACUATION  sumgcm  pmip/cg.  t  Bima/3-i  Fuig 
METHOD  OF  SAMPLE  CnT.T.FCTTON  ngnom  t  bim/bi.  t  Hmn/g-i  aiiin 
TOTAL  VOLUME  OF  WATER  REMOVED _ 


CASING  DTAMFTFR  2  INCHES  DA  INCHES 


CASING  MATERIAL  K  PVC  □  TEFLON  □  STEEL 


MEASURING  POINT  ELEVATION  (MSL) 
WATER  TABLE  ELEVATION  (MSL) _ 


1/100  ft 


pH/SPECIAL  CONDITION  METER  CAL  (DATE/TIME). 
pH  BUFFER  SOLUTION  USED. 


1/100  a 


STEEL  GUARD  PIPE  AROUND  CASING¬ 
LOCKING  CAP _ 


□  tbK|no 


PROTECTIVE  ABUTMENT _ 

WELL  INTEGRITY  SATISFACTORY _ 

WELL  YIELD  18iot  □)gdiuii 


K’TBDro 


□  Hiia 


CONTAINERS 


fessqhhh 

Dm 

TDa 

Ka 

TIP* 

FSZ3ST 

PAEAXETXS 

V 

J 

(FIELD  ANALYSIS 

VOLUME  PURGED  {(ul) 
TIME  (MILITARY) 
pH  (S.U.) 

CONDUCTIVITY 
WATER  TEMP  {£) 

TURBronr  (subjective)^ 
ODOR  (SUBJECTIVE)** 


1 

2 

3 

.5  ga! 

1.0  gal 

1.5  gal 

6.8 

6.7 

6.8 

22.6 

22.7 

22.6 

4 

4 

4 

1  1 

1 

1 

_ J 

*  (1)  eJor  (2)  tUfiit  (3)  modmit  (4)  Ush  **  (1)  ooim  (Z)  bdnl  (3)  swdenU  (4)  Ufh 


In1:roduct.ion 


ENSCI  Corporation  contracted  with  Glendale  Hosiery  Mills 
(Glendale)  to  remove  two  15,000-gallon  and  two  500-gallon 
underground  storage  tanks  at  their  active  facility  in  Siler 
City,  North  Carolina.  Work  was  scheduled  to  begin  July  10, 
1991.  Notification  forms  (see  Appendix  A  and  B)  were  submitted 
to  the  North  Carolina  Department  of  Environment,  Health  and 
Natural  Resources  (NCDEHNR)  in  preparation  for  this  action,  f 

On  June  4,  Troy  Hancock  of  Glendale  informed  ENSCI  that  the  two 
15,000-gallon  USTs  had,  because  of  high  groundwater  levels, 
floated  up  and  penetrated  the  asphalt  above,  creating  an 
emergency  situation.  ENSCI  immediately  notified  the  NCDEHNR. 

In  an  emergency  response  action  which  began  June  5,  ENSCI 
excavated  the  two  15,000-gallon  tanks  that  represented  the 
emergency.  When  Glendale  expressed  concern  that  the  two  500- 
gallon  tanks  for  which  ENSCI  had  contracted  could  penetrate  the 
asphalt,  these  tanks  were  also  removed,  along  with  all  visibly 
contaminated  soil  and  groundwater  in  the  excavations 

Before  and  during  tank  removal,  ENSCI  utilized  an  L.E.L.  Toxic 
Vapor  Meter  and  an  Organic  Vapor  Analyzer  (Foxboro  Model 
Century  128  OVA)  to  conduct  basic  sample  screening  associated 
with  the  closure  of  USTs. 


Tank 

Number 

Capacity 

Tank 

Cons  true  t ion 

Contents 

Tank 

Status 

1 

15,000  gal 

Steel 

No.  6 

Fuel  Oil 

Removed 

2 

15,000  gal 

Steel 

Diesel 

Removed 

3 

500  gal 

Steel 

Diesel 

Removed 

4 

500  gal 

Steel 

Gasoline 

Removed 

Removal  of  Tanks  #1  and  #2 

Prior  to  the  removal  of  tanks  #1  and  #2,  300  gallons  of 
residual  product  (#6  diesel  fuel)  was  removed  from  the  tanks. 
The  fuel  was  recovered  by  ENSCI . 


Tanks  #1  and  #2  were  removed  and  transported  by  Safeway  Tank 
Disposal,  Inc.  (see  Appendix  C)  and  disposed  of  at  the  Safeway 
facility  in  accordance  with  API  1604  (1987),  Removal  and 
Disposal  of  Used  Underground  Petroleum  Storage  Tanks.  A  Site 
Investigation  Report  for  Permanent  Closure  of  USTs  is  included 
in  Appendix  I . 


Remediation  of  Contaminated  Water  and  Soli  ' 

Free-floating  black  oil  was  observed  by  the  ENSCI  Project 
Manager  in  the  groundwater  in  the  excavation  pits  of  tank  #1 
and  #2.  After  Glendale  representatives  were  notified,  a  vacuum 
truck  was  used  to  remove  3,000  gallons  of  water  and  oil.  The 
contaminated  groundwater  was  sampled  using  EPA  methods  9070, 
3550,  and  602  (plus  xylene),  and  the  mixture  was  disposed  of  at 
the  Environmental  Compliance  Corporation  facility  in  Winston- 
Salem.  Test  results  are  included  in  Appendix  E. 

After  the  water /oil  mixture  was  removed,  soil  within  the 
excavations  was  observed  to  be  contaminated.  A  total  of  201 
tons  of  visually  contaminated  soil  was  excavated  and  staged  on 
30  mil  poly  sheeting.  The  staged  soil  was  sampled  and  analyzed 
in  accordance  with  EPA  Methods  #9071  and  #3550  and  tested  for 
TCLP  -  Metals .  Tests  indicated  a  heavy  oil  contamination  level 
at  2,380  ppm  and  total  petroleum  hydrocarbons  at  50  ppm. 
Stockpiled  soils  were  transported  to  the  Cherokee  Sanford 
Group,  Inc.  facility  in  Gulf,  North  Carolina.  Analytical  data 
is  included  in  Appendix  D  and  F,  and  soil  manifests  are 
included  in  Appendix  H. 

Because  Tanks  #1  and  #2  were  installed  side-by-side,  they 
shared  one  excavation  area.  All  visually  contaminated  soils 
which  could  be  safely  excavated  were  removed,  leaving  an 
excavation  25-feet  by  50-feet,  14  feet  deep.  Due  to  structural 
foundations  and  walls  immediately  adjacent  to  the  excavation  on 
three  sides,  some  soils  could  not  be  removed. 

The  excavation  was  backfilled  with  compacted,  clean  2-inch 
stone  in  2-foot  lifts  up  to  1  foot  from  grade  level  or  the 
asphalt  surface.  The  remaining  1-foot  lift  was  filled  with 
compacted  (crush  and  run)  ABC  rock.  No  soils  were  used  as 
backfill  in  the  excavation,  since  stone  provides  maximum 
efficiency  for  any  groundwater  monitoring  or  recovery  systems 


that  may  be  required.  As  an  added  benefit,  the  stone  backfill 
ensures  maximum  structural  stability  of  the  building  adjacent 
to  the  excavation. 


Probable  Sources  of  Contamination 

No  leaks  were  observed  in  either  Tank  1  or  #2,  but 
approximately  20  gallons  of  free-floating  product  were  present 
in  the  excavations  (see  site  sketch.  Appendix  G)  .  It  is 
probable  that  the  USTs  leaked  at  the  piping  connections  at  the 
top  of  the  tanks,  which  may  have  been  dcimaged  when  the  tanks 
hit  the  asphalt  above  them. 


Removal  of  Tanks  #3  and  #4 

When  Tank  #3  was  excavated,  the  500-gallon  diesel^  tank  was 
found  to  have  leaked  from  several  small  pin  holes  at  the  bottom 
of  the  tank.  The  holes  appeared  to  have  been  caused  by 
corrosion.  Diesel  fuel  had  contaminated  the  soil  immediately 
adjacent  to  the  UST,  and  it  was  necessary  to  excavate  five 
cubic  yards  of  the  soil.  This  soil  was  disposed  of  at  the 
Cherokee  Sanford  facility  along  with  the  soil  from  the 
excavation  of  Tanks  #1  and  #2.  Again,  the  amount  of  soil  that 
could  be  safely  removed  was  limited  by  the  building  located 
adjacent  to  the  UST.  The  5-cubic-yard  excavation  pit  was 
backfilled  with  #57  stone. 

Tank  #4,  the  other  500-gallon  tank,  was  formerly  used  to  store 
gasoline.  It  was  excavated  and  disposed  of  on  June  6.  This  UST 
showed  no  indications  of  leaking,  and  all  soil  analysis  tests 
were  negative  (see  Appendix  D)  .  The  tank  was  disposed  of  at  Mid 
East  Industrial  in  Carthage,  North  Carolina,  and  the  excavation 
was  backfilled.  Certificates  of  disposal  for  Tanks  #3  and  #4 
are  included  in  Appendix  C. 


Conclusion 

ENSCI's  initial  site  characterization  and  free  product  removal 
indicate  the  need  for  further  study.  Determination  of  vertical 


and  lateral  extent  of  contamination  in  accordance  with  40  CFR 
280.65  is  recommended  to  determine  an  appropriate  course  of 
action. 


ENSCI  Corporation 
Henry  M.  Havener 
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DATE  COLLECTED:  6-17-91 

COLLECTED  BY :  CUSTOMER 

LAB  I.D.  If  EW  7759 


SAMPLE  DESCRIPTION:  SOIL  -  GLENDALE  MILLS 


TESTS /SAMPLES 

UNITS 

STOCK  PILE 

HEAVY  OIL 

PPM 

2,380 

TOTAL  PETROLEUM  HYDROCARBON 

PPM 

50 

TCLP  -  METALS: 


ARSENIC 

PPM 

0.032 

BARIUM 

PPM 

0.83 

CADMIUM 

PPM 

<0.01 

CHROMIUN 

PPM 

<0.02 

LEAD 

PPM 

<0.05 

MERCURY 

PPM 

<0.002 

SELENIUM 

PPM 

0.016 

SILVER 

PPM 

<0.01 

EPA  METHOD  If  907  1  HEAVY  OIL 

EPA  METHOD  If  3550  GAS  CHROMATOGRAPH  (TPH) 


LABORATOR^D  IRECTOR 
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REGION  A  . 


..NTAL  PROTECTION  AGENCY 


RECEIPT  FOR  FORM 

RECEIPT  FOR  SAMPLES 


l%v.  •LoiUll  HO.  i 
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ATHENS,  GEORGIA  30613 


IJ  HI  j 

Division 


PROJ  NO. 

PROJECT  NAME 

4"/<i  1 

' 

^  \  (c. 

Mvlb 
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^ 


(SLn/X/n'^jC/\ 
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Facility/Site  Location 
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DATE 

TIME 
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0) 

< 

a 

o 

SPIIT 

SAMPlES 
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STAtlON  DESCniPtlON 

NO  OF 
CON¬ 
TAINERS 

REMARKS 

/ 

\ 

^  ncl*)h 

4-n-^( 

V 

1 

0>  I  A  ^r07tl« 

4-IT-Tl 

Ale  • 

1 

Ern  n^h^\ 

• 

1 
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Date 

■  Time 

Title  '■ 

Dale 

Time 

L-  h-nl 

_ 

f 
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CorfliHtnr 


IFilei 


ti 
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PP1 


stive 


■1  miR 


I 


LAW  &  COMPANY  ' SoiSi 

Consulting  and  Analytical  Chemists 
ESTABLISHED  1903 


1711  CasUe  Street  •  P.O.Bqx629  •  Wilmin5ton.  North  Carolina  2S402 
Telephones  (919)  762-7082  or  (919)  762-8956 
FAX  (919)  762-3785 


OF  CUSTODY  BECORD 


CUSTOMEB: 


PROJECT  ID; 


SAMPLERS  (SIgnatura) 

SAMPLE 

NUMBER 

SAMPLE  LOCATION 

DATE 

TIME 

SAMPLE  TYPE 

NO.  OF 
CONT. 

ANALYSIS  REQUIRED 

WATER 

SOIL 

CCMP 

GRAB 

T^aiA:) 

/ 

cB/9  /p}6r/Aca  S<^SC 

0/C 

/ 

<^rrt'3 

c/(. 

/ 
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/ 
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P.O.  Box  629 

Wilmington,  N.C.  28402 

REPORT  DATE: 

6-14-9  I 

919-762-7082  919-762-8956 

FAX  919-762-8785 

ENSCI  INC. 

1108  OLD  THOMASVILLE  ROAD 

HIGH  POINT,  N.C.  27263 

DATE  RECEIVED: 
DATE  COLLECTED: 
COLLECTED  BY: 

LAB  I.D.  II 

6-12-91 

6-06-91 

R.B. 

EW  7336 

poll  3043  I 

SAMPLE  DESCRIPTION; 

SOIL  PROJECT 

I.D.  II  S9  1036A 

GLENDALE  MILLS 

TESTS /SAMPLES 

UNITS  Gull  I 

GHil  2  GHil  3 

GM//4 

TOTAL 

PETROLEUM 

FUEL  HYDROCARBON 

PPM 

<  10* 

<  10* 

— 

— 

TOTAL 

PETROLEUM 

HYDROCARBON 

PPM 

— —  — 

300 

540 

EPA  METHOD  II  5030  GAS  CHROMATOGEIAPH  (TPFH) 
EPA  METHOD  II  3550  GAS  CHROMATOGRAPH  (TPH) 

DETECTION  LIMITS  =  10  PPM 

*  BELOW  DETECTION  LIMITS 


LABOEiATO^Y  DIRECTOR 


L/ 


February  28,  1992 


CORPORATION 


ORPORATION 


Mr.  Nile  Testerman 
NCDEHNR 

Division  of  Environmental  Management 
Groundwater  Section 
3800  Barrett  Drive,  Suite  101 
Raleigh,  North  Carolina  27609 


sjFr.PlVED 


RE:  January  22,  1992  Notice  of  Violation  . 

Glendale  Hosiery  Mills 
Siler  City,  Chatham  County 

Dear  Mr.  Testerman: 

ENSCI  Corporation  has  been  contracted  to  perform  an  initial 
assessment  of  areas  potentially  impacted  by  petroleum  products 
released  from  two  UST  systems  at  the  Glendale  Hosiery  Mills 
facility  in  Siler  City,  North  Carolina.  As  part  of  this  process, 
ENSCI  Corporation  will  install  three  soil  borings  in  each  area  of 
concern  at  the  facility.  These  soil  borings  will  be  converted  to 
monitoring  wells  to  assess  the  quality  of  groundwater  in  each  of 
the  areas  and  to  determine  the  direction  of  groundwater  flow. 

A  monitoring  well  constiruction  permit  application  has  been  attached 
to  this  letter  showing  the  proposed  soil  boring/monitoring  well 
locations .  ENSCI  Corporation  can  mobilize  to  the  facility  to  begin 
the  investigation  within  one  to  two  days  of  receipt  of  the 
monitoring  well  construction  permit.  Accordingly,  ENSCI  appreciates 
any  effort  *on  your  behalf  to  expedite  the  permit  application. 

A  report  detailing  aspects  of  the  initial  soil /groundwater 
assessment  will  be  completed  and  submitted  to  your  office  within 
forty  five  days  of  initial  investigative  activity. 

If  I  can  answer  any  questions,  or  be  of  further  assistance,  please 
do  not  hesitate  to  call. 

Sincerely  Yours, 

ENSCI  CORPORATION 


Bruce  K.  Braswell,  P.G. 
SENIOR  HYDROGEOLOGIST 


CC:  Glenn  J.  Floyd 

Glendale  Hosiery  Mills 

1 108  Old  Thomasville  Rd.  •  High  Point.  NC  27260  •  919-883-7505  •  Fax  919-882-7958 


AN  ENVIRONMENTAL  SERVICE  COMPANY 

ENGINEERING  •  ASSESSMENT  •  SITE  REMEDIATION 


Keistnedy  Covington  Lobdell  8c  Hickman,  l.l.p. 

ATTORNEYS  AT  LAW 


NationsBank  Corporate  Center 
Suite  4200 

100  North  Tryon  Street 
Charlotte,  North  Carolina  28202-4006 

Telephone  704/331-7400 

James  L.  Conner  II  Facsimile  704/331-7598 

704/331-7420 


November  9,  1994 


Mr.  S.  Jay  Zimmerman 
Hydrogeological  Regional  Supervisor 
Division  of  Environmental  Management 
3800  Barrett  Drive 
Raleigh,  NC  27609 


[1  ®  ^ 

[]  w  p: 

NOV  1 

\ 

4 1994 

i  >: 


DEHNR  (Ml  Finn  f 


Dear  Jay: 

This  firm  represents  Glendale  Hosiery  Company.  This  letter  is  to  report  an  apparent 
release  of  petroleum  hydrocarbons  at  the  company’s  facility  in  Siler  City. 


In  the  course  of  performing  a  Phase  II  investigation  on  this  property  for  a  third  party, 
Delta  Environmental  Consultants,  Inc.  took  six  groundwater  samples  from  the  property, 
including  one  each  in  three  former  underground  storage  tank  ("UST")  pits.  Though  four  of  the 
groundwater  samples  came  up  completely  clean,  low  levels  of  contamination  were  found  in  two 
samples.  A  sample  obtained  from  near  the  former  location  of  a  500  gallon  gasoline  UST  was 
found  to  contain  14  ug/1  of  benzene,  48  ug/1  of  toluene,  170  ug/1  ethylbenzene,  and  440  ug/1  of 
total  xylenes.  As  you  can  see,  only  the  benzene  and  ethylbenzene  are  in  excess  of  the  2L 
standards.  Another  groundwater  sample  taken  from  the  former  location  of  two  fuel  oil  USTs 
and  analyzed  using  EPA  Method  625  for  base/neutrals  extractables  reported  below  detection 
limits  on  all  parameters  except  aniline,  which  was  found  at  17  ug/l.‘ 


Please  let  me  know  if  the  Division  believes  any  further  action  should  be  taken  at  this  site. 


With  best  regards,  I  remain 


JLCII/hkd 

cc:  Mr.  Glenn  J.  Floyd 

Clarence  W.  Walker,  Esq. 


234430.1 


State  of  North  Carolina 
Department  of  Environment,  Health,  and  Natural  Resour<5^s 


Raleigh  Regional  Office 

James  G.  Martin,  Governor 
William  W.  Gobey,  Jr.,  Secretary 


Edmond'J^n  Maguire 
Regional  Manager 


DIVISION  OF  ENVIRONMENTAL  MANAGEMENT 
January  22,  1992 


CERTIFIED  MAIL 

RETURN  RECEIPT  REQUIRED 


Troy  Hancock 

Maintenance  Supervisor 

Glendale  Hosiery  Mills 

Post  Office  Box  686 

Siler  City,  North  Carolina  27344 


grounov<ater  section 
RAIOGH,  nc 


Subject:  Notice  of  Violation 

N.C.  General  Statutes  143-215.83 
Location:  Glendale  Hosiery  Mills 

Siler  City,  Chatham  County 


Dear  Mr .  Hancock : 

Chapter  143,  Article  21  A,  of  the  North  Carolina  General  Statutes, 
directs  ti\e  Environmental  Management  Commission  of  the  Department 
of  Environment,  Health,  and  Natural  Resources  to  protect  and 
preserve  the  water  and  air  resources  of  the  State.  The  Division 
of  Environmental  Management  (Division)  has  been  charged  with  the 
duty  and  authority  to  enforce  adopted  pollution  control  rules  and 
regulations . 

Glendale  Hosiery  Mills  has  been  identified  as  the  owner  and 
operator  of  an  underground  storage  tank  (UST)  at  the  above 
location  pursuant  to  G.S.  143-21 5. 94A. 

The  Division  received  laboratory  data  on  January  3,  1992 
indicating  total  petroleum  hydrocarbons  (TPH)  concentrations  up 
to  540  parts  per  million  under  an  UST  at  the  subject  location. 
Information  to  date,  therefore,  indicates  a  discharge  of 
petroleum  products  from  an  UST  has  entered  the  subsurface.  This 
constitutes  an  unlawful  discharge  of  oil  as  defined  by  G.S. 
143-215-77.  This  discharge  is  a  violation  of  G.S.  143-215.83 
which  prohibits  the  discharge  of  oil  or  other  hazardous 
substances  to  the  lands  or  waters  of  the  State,  regardless  of  the 
fault  of  the  person  having  control  over  the  oil  or  hazardous 
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substance,  or  regardless  of  whether  the  discharge  was  the  result 
of  intentional  or  negligent  conduct,  accident  or  other  cause. 

Glendale  Hosiery  Mills  is  requested  to  submit  by  February  3,  1992 
a  written  response  to  this  Notice  describing  its  intention  to 
achieve  compliance  with  the  above-cited  statutes.  It  should  be 
noted  that  G.S.  143.215.94E  requires  the  owner  or  operator  of  an 
UST  to  immediately  undertake  to  collect  and  remove  the  discharge 
or  release  and  to  restore  the  area  affected  to  its  preexisting 
condition . 

Failure  to  restore  the  area  affected  is  a  violation  of  G.S. 
143-21 5. 94E  and  may  result  in  the  issuance  of  a  proposed  civil 
penalty  assessment  by  the  Director  under  authority  of  G.S. 
143-21 5. 94K,  which  states  that  the  penalties  provided  in  G.S. 
143-215.102  shall  apply  provided  that  a  civil  penalty  of  not  more 
than  $5000  may  be  assessed  against  any  person  who  fails  to 
collect  and  remove  a  discharge  as  required  in  G.S.  143-21 5. 94E. 

If  you  have  any  questions  please  call  Mr.  Nile  Testerman  of  the 
Raleigh  Regional  Office  at  (919)  571-4700. 


Sincerely 


i 

Regional  supervisor 
Raleigh  Regional  Office 


AM: JZ:NT:nt 


cc:  Perry  Nelson 


GLENDALE. NOV 


Divider 
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August  27,  2008 

Mr.  Glyn  Collins  and  Ms.  Joan  Beal 
Chatham  Chevrolet  Buick  Pontiac 
1402  East  1 1*  Street 

Siler  City  (Chatham  Co.),  North  Carolina  27344 


Reference:  Limited  Phase  U  Environmental  Site  Assessment  Addendum 

Chatham  Chevrolet  Buick  Pontiac 
1402  East  11 '^Street 

Siler  City  (Chatham  Co.),  North  Carolina  27344 


El  Project  No.:  ENM0081197.00 


Dear  Mr.  Collins  and  Ms.  Beal: 

The  El  Group,  Inc.,  (El)  has  completed  the  authorized  Limited  Phase  II  Environmental  Site  Assessment 
(Phase  II  ESA)  Addendum  at  the  above-referenced  property.  The  purpose  of  this  assessment  was  to 
obtain  additional  information  on  the  findings  presented  in  a  Limited  Phase  II  ESA  completed  at  the 
subject  property  by  El  dated  October  30,  2007,  the  El 2007  Phase  II ESA  (enclosed  in  Appendix  A). 

The  findings  of  the  El  2007  Phase  II  ESA  were  summarized  as  follows: 

•  The  soil  quality  assessment  indicated  the  presence  of  impacts  adjacent  to  the  former  hydraulic 
lifts/service  bay  area.  There  appears  to  have  been  a  release  of  petroleum  hydrocarbons  consistent 
with  diesel  and  gasoline  fuel  at  this  area; 

•  The  groundwater  quality  assessment  did  not  indicate  the  presence  of  impacts  at  the  existing 
groundwater  monitoring  well,  MW-1.  In  order  to  verify  whether  groundwater  quality  has  been 
impacted  near  the  hydraulic  lifts/service  bay  area,  further  assessment  would  be  necessary; 

•  The  well  receptor  survey  indicated  one  potential  water  supply  well  to-  be  present  within  a  1,500- 
foot  radius  of  the  subject  property.  The  area  around  the  subject  property  (1,500  feet  and  beyond) 
is  serviced  by  municipal  water  and  sewer  services. 

In  addition,  El  was  authorized  to  excate  and  dispose  of  a  limited  amount  of  petroleum-impacted  soils 
adjacent  to  the  former  hydraulic  lifts/service  bay  area,  and  install  a  permanent  groundwater  monitoring 
well  (“MW-3”)  for  sampling.  The  location  of  the  site  is  shown  on  Figure  1.  Figure  2  shows  the  general 
layout  of  the  site,  the  soil  excavation  limits,  and  the  soil  boring/monitoring  well  location.  A  copy  of  the 
laboratory  analytical  report  for  the  soil  and  groundwater  samples  is  presented  in  Appendix  B. 


FIELD  ACTIVITIES 

Soil  Excavation  and  Confirmation  Sampling 

El  personnel  mobilized  to  the  subject  property  on  January  23,  2008  to  perform  the  soil  excavation 
activities.  El  subcontracted  Soil  Solutions,  Inc.  (SSI),  of  Winston-Salem,  North  Carolina  to  conduct  the 
soil  removal  activities  and  dispose  of  the  impacted  soils  according  to  applicable  NC  guidelines. 

fir  '  ' 

\r'  sEP3-2tt® 
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A  total  of  40.21  tons  of  petroleum-impacted  soils  were  removed  utilizing  a  backhoe  and  loaded  onto 
dump  trucks  for  transport  and  disposal.  The  final  limits  of  the  excavation  measured  approximately  13 
feet  by  13  feet  by  6  feet  deep.  Subsurface  soils  encountered  were  consistent  with  those  logged  by  the  El 
2007  Phase  II  ESA  and  did  not  appear  to  have  been  disturbed.  Copies  of  the  non-hazardous  materials 
manifests  and  Certificates  of  Disposal  for  the  soils  are  included  in  Appendix  C.  After  confirmation 
sampling  was  completed,  the  excavation  was  backfilled  to  grade  with  clean,  clayey/silty  soils  and  crusher 
run.  The  soils  were  compacted  using  the  backhoe. 

El  collected  a  total  of  ten  (10)  confirmation  samples  from  the  soil  excavation  limits  for  submittal  to  a  NC- 
certified  laboratory  for  analysis  by  EPA  Method  8260B  for  volatile  organics  (VOCs),  EPA  Method 
8270C  for  semi-VOCs,  EPA  Method  8081  for  pesticides,  EPA  Method  8082  for  poly-chlorinated 
biphenyls  (PCBs),  Massachusetts  Department  of  Environmental  Protection  (MADEP)  Methods  EPH  and 
VPH  for  extractable  and  volatile  petroleum  hydrocarbons,  respectively,  and  for  chromium  and  lead  by 
EPA  method  6010B.  To  conserve  on  laboratory  analytical  expenses,  only  three  (3)  of  the  ten  (10)  total 
confirmation  samples  were  submitted  for  all  of  the  laboratory  analytical  methods  listed  above.  The 
samples  were  delivered  to  SGS  Environmental  Services,  Inc.  of  Wilmington,  NC  via  courier  under  chain- 
of-custody  protocol  for  laboratory  analysis.  Refer  to  Figure  3  for  the  location  and  final  limits  of  the  soil 
excavation,  as  well  as  the  confirmation  soil  sample  locations. 

Monitoring  Well  Installation/  Soil  and  Groundwater  Sampling 

El  personnel  mobilized  to  the  subject  property  on  March  5,  2008  to  install  a  permanent  groundwater 
monitoring  well  through  the  excavation  backfill  and  into  the  shallow  aquifer.  Refer  to  Figure  2  for  the 
location  of  the  monitoring  well.  El  subcontracted  J  &  L  Drilling,  LLC  of  Four  Oaks,  North  Carolina  to 
advance  the  borehole  and  install  the  well. 

The  borehole  was  advanced  using  rotary-auger  and  air  hammer  methods  down  to  25  feet  below  land 
surface  (bis).  One  (1)  soil  sample,  “SBMW-3”,  was  obtained  from  the  soil' boring  between  eight  (8)  and 
ten  (10)  feet  bis  and  submitted  for  laboratory  analysis  for  VOCs,  SVOCs  and  extractable  and  volatile 
hydrocarbons.  The  borehole  was  converted  into  a  permanent  monitoring  well  by  inserting  a  25-foot 
column  of  PVC  piping  (15  feet  of  well  screen  and  10  feet  of  well  casing).  The  aimular  space  around  the 
PVC  piping  was  filled  with  sand  to  one  foot  above  the  well  screen,  followed  by  two  feet  of  bentonite, 
then  6.5  feet  of  cement  grout.  The  wellhead  was  completed  with  a  concrete  pad,  manhole  cover,  and  a 
locking  cap  for  the  well  casing.  Soil  cuttings  were  drummed  for  disposal  by  SSI  (refer  to  Appendix  C 
for  a  copy  of  the  Certificate  for  Disposal).  A  copy  of  the  well  construction  record  is  included  in 
Appendix  D. 

Groundwater  quality  sampling  was  performed  on  March  1 1,  2008  using  a  disposable  polyethylene  bailer. 
Groundwater  sample  “MW-3”  was  obtained  and  submitted  to  SGS  Environmental  Services,  Inc.  for 
laboratory  analysis  for  VOCs  by  EPA  Method  6210D,  for  SVOCs  by  EPA  Method  625  plus  top  10 
tentatively  identifiable  compounds  (TICs),  and  for  extractable  and  volatile  petroleum  hydrocarbons. 
Depth  to  water  in  monitoring  well  MW-3  was  measured  at  16.75  feet  bis. 
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Well  Receptor  Survey 

El  personnel  conducted  a  well  receptor  survey  within  a  1,500-foot  radius  of  the  subject  property  by 
reconnaissance  and  questionnaire  forms.  One  (1)  water  supply  well  was  identified  along  Center  Street  at 
a  single  family  residence  at  approximately  1,250  feet  east/southeast  of  the  subject  property.  No  further 
information  on  this  well  was  available  at  the  time  of  this  assessment.  A  copy  of  the  only  questionnaire 
returned  to  date  is  included  in  Appendix  E. 


LABORATORY  ANALYTICAL  RESULTS 
Soil  Excavation  -  Confirmation  Samples 

The  laboratory  analytical  results  for  the  confirmation  soil  samples  show  that  VOCs,  SVOCs,  EPHs,  and 
VPHs  remain  in  subsurface  soils  at  the  southern  portions  of  the  excavated  area  in  the  sidewall  and  the 
floor  at  levels  above  the  North  Carolina  Department  of  Environment  and  Natural  Resources  (NCDENR), 
Division  of  Waste  Management’s  (DWM),  Soil-to-Groundwater  Maximum  Soil  Contaminant 
Concentrations  (MSCCs).  There  were  no  analytes  detected  above  Soil-to-Groundwater  MSCCs  in  any 
other  portions  of  the  excavated  area  and  none  were  detected  above  Residential  MSCCs.  Chromium  was 
detected  above  the  respective  regulatory  standard  in  one  of  the  four  (4)  samples  analyzed.  Lead  was 
detected  in  each  of  the  four  samples;  however  none  of  the  concentrations  were  reported  above  the 
respective  regulatory  standard  for  lead.  The  laboratory  analysis  did  not  detect  the  presence  of  PCBs  or 
pesticides  in  any  of  the  samples.  Refer  to  Table  1  and  Figure  4  for  a  summary  of  the  laboratory 
analytical  results  for  the  confirmation  soil  sampling  and  their  respective  locations. 

Soil  Sample  at  MW-3  Borehole 

The  laboratory  analytical  results  for  the  soil  sample  (“SBMW-3”)  at  the  MW-3  borehole  show  that  VOCs 
and  SVOCs  are  present  beneath  the  floor  of  the  excavated  area,  but  at  levels  well  below  the  Soil-to- 
Groundwater  M<;rrg 

t»-Gpa>*”iil»iiw*><P4WwPrg^yTiphatir.  hydrocarbons  (C19-C36)  were  detected  in  the  sample;  however  these 
■^fOTstituents  are  considered  immobile  for  Soil-to-Groundwater  MSCCs  and  do  not  have  a  standard.  Refer 
to  Table  2  and  Figure  5  for  a  summary  of  the  laboratory  analytical  results  for  soil  sample  “SBMW-3” 
and  its  location. 

Groundwater  Sample  at  MW-3 

The  laboratory  analytical  results  for  the  groundwater  quality  sample  (“MW-3”)  reported  the  presence  of 
the  VOCs,  benzene  and  cis-l,2-dichloroethene  (cis-l,2-DCE),  and  the  SVOC,  bis(2-ethylhexylphthalate) 
(DEHP)  at  levels  above  their  respective  NC  Groundwater  Quality  Standards,  15NCAC  2L  standards. 
Five  (5)  other  analytes  were  detected  above  method  detection  limits;  however  their  concentrations  were 
reported  at  levels  well  below  15NCAC  2L  standards.  The  laboratory’s  library  search  for  TICs  indicated 
the  presence  of  five  (5)  unknown  compounds,  three  (3)  unknown  alkanes,  phthalic  anhydride,  1(3H)- 
isobenzofuranone,  and  cyclohexane  (1,2-dichloro-  and  trans).  None  of  the  TICs  are  believed  to  represent 
significant  findings  for  groundwater  quality  at  the  subject  property  at  this  time.  Refer  to  Table  3  and 
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Figure  6  for  a  summary  of  the  laboratory  analytical  results  for  water  quality  at  MW-3.  A  copy  of  the 
-  laboratory  analytical  report  for  water  quality  is  included  in  Appendix  B. 

I 

"  CONCLUSIONS  AND  RECOMMENDATIONS 

EFs  conclusions  are  as  follows:  ^ 

n 


ir 


^ased  on  information  obtained  during  a  well  receptor  survey,  one  (1)  water  supply  well 
exists  approximately  1,250  feet  southeast  of  the  subject  property.  No  further  information 
regarding  the  construction  or  use  of  this  well  was  available  at  the  time  of  this  assessment. 
Siler  City  provides  water  and  sanitary  sewer  services  to  the  subject  property  and  vicinity. 
The  risk  of  impact  to  this  well  is  believed  to  be  minimal  given  the  relative  distance; 
however,  this  should  be  confirmed  by  mapping  the  potentiometric  surface  to  establish 
groundwater  flow  direction  and  by  sampling  the  water  supply  well,  if  permissible. 

A  copy  of  this  report  has  been  provided  to  the  NCDENR,  DWM  review  and  comments  at: 

NC  DENR-  Raleigh  Regional  Office 
Division  of  Waste  Management 
1628  Mail  Service  Center 
Raleigh,  NC  27699 
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El  appreciates  the  opportunity  to  provide  these  environmental  services  to  Chatham  Chevrolet  Buick 
Pontiac.  Should  you  have  any  questions  regarding  this  project,  please  feel  free  to  contact  us  at  (919)  657- 
7500,  ext.  278. 


Sincerely, 

The  EfQroup,  Inc. 


V  V*.  \ 


Dafreh  R.  LockhaiVi'  'J.Y-^**^<i>o 
Manager,  Mofrisville  EnvrtfeimjefnallciSiM^j^ 

***••11110*'*' 


Michael  L.  Walker,  P.E. 

Manager,  Environmental  &  Engineering  Services 


Attachments\\\ 
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TABLE  1 

Summary  of  Soil  Analytical  Results 
(Soil  Excavation) 

Chatham  Chevrolet  Buick  Pontiac 
El  Project  No.:  ENMO081 197.00 


BQL  =  Below  Quantitabon  Limits 
NA  =  not  analyzed 


TABLE  2 

Summary  of  Soil  Analytical  Results 
(borehole  for  MW-3) 
Chatham  Chevrolet  Buick  Pontiac 
El  Project  No.:  ENVtOOSl  197.00  ’ 


,J 


Samole  Point  Location 

SBMW.3 

Samole  Deoth  -  Feet 

8'-10' 

Sample  Date 

3/5/2008 

Field  Screening  Results-PID  (ppm) 

3 

Laboratory  Analysis 

VOC's 

GCMS  8280/5035 

1  Cleanup  Standards  (MSCC 

Laboratory 
Analytical  Results/ 
mg/kg 

Residential 
MSCCs  (mg/kg) 

Industrlal/Commerclal 
MSCCs  (mg/kg) 

Soll.to.GVI/ 
MSCCs  (mg/kg) 

Acetone 

1564 

40880 

3 

0,0665 

2-Butanone 

NS 

NS- 

NS 

00119 

Carbon  disulfide 

1564 

40880 

4 

BQL 

2*Hexanone 

625 

16352 

1.9 

BQL 

Benzene 

22 

200 

0.0056 

0  0Q164 

Toluene 

3200 

82000 

7 

00132 

Ethylbenzene 

1560 

40000 

0.24 

0  0528 

Xylene 

32000 

200000 

5 

0  0318 

sec-butyl  benzene 

626 

16350 

3.3 

BQL 

tert-butylbenzne 

626 

16350 

3.4 

0.00206 

Isopropylbenzene  (Cumene) 

1564 

40880 

-  2 

BQL 

1 , 1  -dichloraethane 

1560 

40000 

0.38 

0.00369 

cis-1.2,  dichloroethane 

156 

4000 

0.35> 

0.0127 

methylene  chloride 

85 

763 

0.02 

0  0029 

4-isopropyltoluene 

NS 

NS 

NS 

BQL 

1 ,2 ,4-T  richlorobenzene 

156 

4088 

2.6 

BQL 

n-Propylbenzene 

NS 

NS 

NS.. 

0.00302 

1 ,3,5-Trimethvlbenzene 

782 

20440 

7 

BQL 

1 .2,4-TnmethvIbenzene 

782 

20440 

8 

0.0081 

n-Butyl  benzene 

156 

4088 

4 

BQL 

1 .2’dichioropropane 

9 

84 

0.0026 

BQL 

Naphthalene 

63 

1635 

.  i».0.58 

0.0188 

1,1,1-trichloroethan8 

4380 

114500 

1.6 

0  0017 

tnchloroethene 

58 

520 

0.0183 

0.00583 

Tetrachloroethene 

12 

110 

0.0074 

0,0027 

Methvl-terl-butvl  Ether 

156 

4088 , 

QJ2 

0,00287 

Seml-VOC’s  GCMS  8270 

Laboratory 
Analytical  Results 
mg/kg 

Acenaphthene 

940 

24000 

8 

NA 

Anthracene 

4600 

12200 

995 

NA 

Benzofalanthracene 

0.88 

8 

0.34 

NA 

A  Benzofalpyrene 

0.088 

0.78 

0.091/0.088 

NA 

6enzo|b]fluoranthene 

0.88 

8 

1 

NA 

Benzole, h.llperylene 

469 

12264 

6720 

NA 

Benzofklfluoranthene 

9 

78 

12 

NA 

Chrysene 

88 

780 

38' 

NA 

DIbenzola.hlanthracene 

0.088 

0.78 

-t.0.17  ■ 

NA 

Oibenzofuran 

62 

1635 

4.7'  • 

NA 

Fluoranthene 

620 

16400 

.276  . 

NA 

Fluorene 

620 

16400 

•  r-m44 

NA 

Indenod  ,2.3-cd)pyrene 

0.68 

8 

.  3 

NA 

Phenol 

4693 

122600 

— 

NA 

Naphthalene 

63 

1635 

'OSS 

0.0652 

2-Methylnapthalene 

63 

1635 

3.sT^' 

0.168 

Fluorene 

620 

16400 

'44:.  ' 

NA 

bis  (2-Ethylhexvl)phthalate 

46 

410 

0.141 

Phenanthrene 

469 

12264 

■'  eolf.'  — 

0.0515 

Pyrene 

469 

12264 

286 

NA 

MADEP  VPH 

Laboratory 
Analytical  Results 
mg/kg 

C5-C8  Aliphatics 

939 

24.528 

72 

BRL 

C9-C12  Aliphalics 

9386 

245280 

3255 

BRL 

C9-C10  Aromatics 

469 

12264 

u  34 

BRL 

MADEP  EPH 

Laboratory 
Analytical  Results 
mg/kg 

C9-C18  Aliphatics 

9386 

245280 

3255 

BRL 

C1S-C36  Aliphatics 

93860 

* 

Immobile 

525 

C11-C22  Aromatics 

469 

12264 

34 

79.1 

6QL  =  Below  Quantitation  Limits 
NA  =  not  analyzed 
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TABLE  3 

SUMMARY  OF  GROUNDWATER  ANALYTICAL  RESULTS  -  (MW-3) 
Chatham  Chevrolet,  Buick,  Pontiac 
1402  East  1 1th  Street 
Siler  City,  NC 
ENMO08 11 97.00 


Sample  Idenrincation 

MW-3 

Sample  Date 

3.  1 1. '2008 

L  voiji^ikiprga^t^ . 
Compounds 

EPA  Method  6210D 

2L.  * 

Groundwater 

Standard! 
(uj/L)  . 

^i^.pontaimnation 
Levels  for 

Groundwater  (GCL) 
(ug/l) 

Conceotratiou  (ug/L) 

Benzene 

1 

5000 

5.2 

1.1-Dichloroethane 

70 

70000 

44.8 

Ethylbenzene 

550 

84500 

BQL 

p-l$opropvltoluene 

NS 

NS 

BOL 

Isopropylbenzene 

70 

25000 

BOL 

seC'Butylbenzene 

NS 

NS 

BOL 

Total  Xylenes 

530 

87500 

BOL 

Toluene 

1000 

257500 

2.2 

MTBE 

200 

200000 

25.8 

1 .3.S-Trimethvlbenzeoe 

350 

25000 

BQL 

1 .2,4>TrimetbylbenzeQe 

350 

28500 

BOL 

n-Propylbenzene 

70 

30000 

BOL 

n>BiUvlbenzene 

70 

6900 

BQL  1 

Naphthalene 

21 

15500 

BOL 

CIS- 1  ^-dichloroetheoe 

70 

70000 

360 

- ^E - 

70 

70000 

3.6 

Vinyl  Chloride 

0.015 

15 

BOL 

All  Remainins  Analytes 

N/A 

N/A 

BOL 

"uevr*' 

MADEP  VPH 

Standards 

Cooceotratioua  (ug/L) 

(us'L) 

CfCi,  Aliphatics 

420 

BQL 

C  .-C  ;  Ahphatics 

4200 

BQL 

Cg-C  1 0  Aromatics 

210 

1  BQL 

•  •• 

■ 

MADEP  EPH  : 

Standards 

Concentrations  (ug/L) 

(ug/L) 

* 

C9-C18  Ahphatics 

1  4200 

1  BQL 

C19-C36  Ahphatics 

42000 

BQL 

Cl  1-C22  Aromatics 

210 

BQL 

2109?" 

Method  625 

Standards 

Concentrations  (ug/L) 

(ug/L) 

Naphthalene 

21 

15500 

BQL 

Bis(2-ehtvlhexviphttialate) 

2.5 

2500 

4.7 

2,4-Dimethvlphcnol 

140 

140000 

10.4 

Acenaplhvleno 

210 

1965 

BOL 

Fluorene 

280 

950 

BOL 

Phenanthrene 

210 

410 

BOL 

Phenol 

300 

30000 

BOL 

All  Remainins  Analytes 

1  N/A 

N/A 

1  BOL 

Legend: 


Italics  fBcld  Font  =  In  Excess  ofNCAC  2L  Class  GA  Standards 
ND  “  Not  Detected  at  or  above  the  method  laboratory  detection  limit 
NA  »  Not  Applicable,  NS  -  No  Standard 


textile  mill 


auto  parts  store 


restaurant 


Commercial 

properties 


East  Street  and  US  HWY  64 


formerly 
Tummy  & 
Tank  Site 

Exxon  / a 
station  ^ 

CO 


'  Soil  excavation 

Acme/McCrory  'jimits - 

textiles  \ 

Formerly  •  MW-S 

Glendale  Hosiery  \  new  and 

^used  oil. 


original 
building  ^ 


s'bO'P 


addition 


MW-3  monitoring  well  location 

• 

Pole-mounted  transformer 

— 

Property  Boundary 

• 

Existing  groundwater 
monitoring  well 

■ 

Oil-water  separator 

(» 

Aboveground  storage  tank 

nil 

Catch  basin 

© 

In-ground  hydraulic  lift 

FIGURE  NUMBER: 
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Siler  City,  North  Caroiina 


El 


ENVIRONMENTAL  INVESTIGATIONS,  INC. 


FIG  NO: 

3 

DWN  BY: 

DRL 
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8/15/08 

PROJ.  NO. 

ENMOO01197.OC 

SCALE: 

1”  ~  30’ 

SOIL  EXCAVATION  UMITS  AND 
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FIG  NO: 
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DWN  BY: 

DRL 

DATE: 

8/15/08 

PROJ.  NO. 
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SCALE: 

1”  ~  40’ 
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ANALYTICAL  RESULTS  MAP 
SOIL  CONFIRMATION  SAMPLES 

Chatham  Chevrolet  Buick  Pontiac 
1402  East  nth  Street 
Siler  City,  North  Carolina 
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backfilled  area 


SBMW-3 


BMW 


acetone 


0.0188 

0.0017 

vO.00583 

'^.0037 

0100387 


BQL 


-3 


VDCs 


"a/><g 


3-butQnon' 
benzene 
toluene 


0.0665 

0.0119 

0.00164 

0.0133 


0.0538 

0.0318 


ethylbenzer 
xylene 

tert-butylbfenzene  0.00306 
1,1-DCA  \  0.00369 

cls-1,3  DCE  \  0.0137 

nethylene  cWorlde  0.0039 
n-propylbenzene  0.00303 
U3,4-fMB  \  0.0081 

naphthalene 
1,14-TCA 
TCE 
PCE 
MTBE 

svacs 

naphthalene  0.0653 

3-nethylnapthalene  IaJ68 
DEHP  0.141 

phenanthrene  0.0515 

VPHs 


EPHs_ np/kQ 

C9-C18  Allphatics  BQL 
C19-C36  Allphatics  535 
C11-C33  Aronatlcs  79.1 
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ANALYTICAL  RESULTS  MAP 
BOREHOLE  SOIL  AT  MW-3 

Chatham  Chevrolet  Buick  Pontiac 
1402  East  11th  Street 
Siler  City,  North  Ceu-olina 
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1  FIG  NO: 

6 

;DWN  BY; 

DRL 
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ANALYTICAL  RESULTS  MAP 
GROUNDWATER  (MW-3) 
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1402  East  nth  Street 
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NCDENR 


North  Carolina  Department  of  Environment  and  Natural  Resources 

Beverly  Eaves  Perdue,  Governor  Management  Secretary 

LIST  Section  Dexter  R.  Matthews,  Director 

March  9,  2009 

CERTIFIED  MAIL 

RETURN  RECEIPT  REQUESTED 


Mr.  Glyn  Collins 
Chatham  Chevrolet  Buick  Pontiac 
1402  East  11'"  Street 
Siler  City,  NC  27344 


Re:  Notice  of  Violation  of  ISA  NCAC  2L  .0400 

Risk-based  Assessment  and  Corrective  Action  for  Petroleum 
Underground  Storage  Tanks 

Chatham  Chevrolet  Buick  Pontiac 
Facility  #  N/A 
1402  East  1  T"  Street 
Siler  City,  NC  27344 
Chatham  County 
Incident  Number:  33570 
Risk  Classification:  N/A 
Ranking:  N/A 


Dear  Mr.  Collins: 

Information  received  by  this  office  on  September  3,  2008  confirms  a  release  or  discharge  from  a  petroleum 
underground  storage  tank  (UST)  system  at  the  above-referenced  location.  Records  indicate  that  you  are  the  owner  or  operator  of 
this  UST  system.  This  letter  explains  the  violation(s)  and  associated  corrective  action(s)  you  must  take  as  a  result  of  the  release 
or  discharge  in  accordance  with  North  Carolina  statutes  and  rules.  The  Division  of  Waste  Management,  UST  Section  administers 
the  state's  rules  for  USTs  and  the  required  response  for  petroleum  releases.  Those  rules  are  located  in  Title  ISA,  Subchapter  2L 
and  Title  ISA,  Subchapter  2N  of  the  North  Carolina  Administrative  Code  (NCAC). 


VIOLATION  I: 

Failure  to  submit  a  20-Day  Report  in  accordance  with  Title  1 5A  NCAC  2L  .0404  and  Title  1 5 ANCAC  2N  .0703  to  the  UST 
Section  within  20  days  of  discovery  of  a  discharge  or  a  release. 

REQUIRED  CORRECTIVE  ACTION: 

Please  submit  a  20-Day  Report  in  accordance  with  Title  ISA  NCAC  2L  .0404,  Title  15ANCAC  2N  .0703,  and  the  most  recent 
version  of  the  Guidelines  for  Site  Checks,  Tank  Closure,  and  Initial  Response  and  Abatement  for  UST  Releases.  The  20-Day 
Report  must  be  received  by  this  office  within  20  days  of  receipt  of  this  notice. 

Please  take  the  corrective  action(s)  for  the  above  violation(s)  as  necessary  to  bring  the  site  into  compliance.  Corrective 
actions  must  be  taken  and  reported  to  the  Raleigh  Regional  Office,  within  30  days  from  the  date  of  this  notice,  unless  otherwise 
noted  in  the  above  corrective  actions,  to  avoid  recommendation  of  civil  penalties  for  continuing  violations. 


Penalties  may  be  assessed  for  the  violation(s)  described  within  this  Notice  of  Violation.  Your  prompt  attention  to  the 
items  described  herein  is  required.  Failure  to  comply  with  the  State's  rules,  in  the  manner  and  time  specified,  may  result  in  the 
assessment  of  additional  civil  penalties  and/or  the  use  of  other  enforcement  mechanisms  available  to  the  State.  Each  day  that  a 
violation  continues  may  be  considered  a  separate  violation. 


.-•Ti- 


Please  note  that  performing  assessment  and  cleanup  work  that  is  not  required  under  ISA  NCAC  2L  .0400  is  not 
reimbursable  from  the  Commercial  or  Noncommercial  Leaking  Petroleum  Underground  Storage  Tank  Cleanup  Funds. 

If  you  have  any  questions  regarding  the  actions  that  must  be  taken  or  the  rules  mentioned  in  this  letter,  please  contact 
John  F.  Maloy  at  the  address  or  telephone  number  listed  below.  If  you  have  any  questions  regarding  trust  fund  eligibility  or 
reimbursement,  please  contact  the  UST  Section  Trust  Fund  Branch  at  (919)  733-8486. 


Sincerely, 


Mark  Powers 

UST  Section  Regional  Supervisor 
Raleigh  Regional  Office 


Raleigh  Regional  Office/JFM-  1628  Mail  Service  Center,  Raleigh,  NC  27699  (919)  791-4200 
Chatham  County  Health  Department 

El;  2101  Gateway  Centre  Boulevard.  Suite  200;  Morrisville,  NC  27560 


Divider 

Page 


January  21,  2015 


Geological  Resources,  Inc. 


Mr.  Clark  Wipfield 
NCDENR-UST  Section 
Raleigh  Regional  Office 
1628  Mail  Service  Center 
Raleigh,  North  Carolina  27699-1628 

Re:  January  2015  Site  Check  Addendum 

Quick  Way  Mart 
1322  East  11*  Street 
Siler  City,  Chatham  Covmty 
Incident  No.  39615 
Risk  Classification:  Low 
GRI  Project  No.  3591 

Dear  Mr.  Wipfield, 

Geological  Resources,  Inc.  (GRI)  presents  this  information  to  complete  the  scope  of  work  that  was 
requested  for  the  above  referenced  site.  These  activities  were  conducted  in  accordance  with  a 
conversation  between  GRI  personnel  and  the  North  Carolina  Department  of  Environment  and  Natural 
Resources  (NCDENR)  incident  manager  on  December  17,  2014.  Please  find  enclosed  the  site  location 
map,  site  map,  summary  of  ground  water  analytical  results  and  the  laboratory  analytical  report. 

On  January  12,  2015,  ground  water  samples  were  collected  from  the  two  existing  onsite  monitoring  wells 
noted  as  MW-1  and  MW-2.  Depths  to  ground  water  ranged  from  1.87  feet  in  MW-1  to  3.49  feet  in  MW- 
2.  Ground  water  samples  were  submitted  for  laboratory  analysis  of  volatile  organic  compoimds  (VOCs) 
using  EPA  Method  6200B,  semi-VOCs  using  EPA  Method  625,  lead  using  EPA  Method  6010  and  EDB 
by  EPA  Method  504.1  as  well  as  EPH  and  VPH  using  the  MADEP  Method. 

Concentrations  of  benzene,  xylenes,  MTBE,  naphthalene,  IPE,  1 ,2,4-trimethlybenzene,  1,3,5- 
trimethylbenzene,  2,4-dimethylphenol,  1 -methylnaphthalene,  2-methylnaphthalene,  lead,  C5-C8 
aliphatics,  C9-C18  aliphatics,  C19-C36  aliphatics  and/or  C9-C10  aromatics  exceeded  the  maximum 
allowable  concentrations  (MACs)  specified  in  T15A  NCAC  2L.0202  for  the  ground  water  samples 
collected  from  MW-1  and  MW-2.  None  of  the  reported  contaminant  concentrations  exceeded  the  gross 
contaminant  levels  (GCLs). 

Work  conducted  for  the  previous  incident  at  the  site  determined  the  site  to  have  a  low  risk  i  unking  and  a 
Notice  of  Residual  Petroleum  was  filed  for  the  incident.  As  stated  in  the  September  29,  2014  Site  Check 
Report,  tank  and  line  testing  did  not  identify  any  leaking  UST  system  component;  therefore,  the  residual 
contaminant  concentrations  can  be  attributed  to  the  prior  incident.  Based  on  this  information,  the  site  risk 
classification  should  remain  low  risk  and  a  No  Further  Action  Letter  should  be  issued. 

3502  Hayes  Road  •  Monroe,  North  Carolina  28110 
113  West  Firetower  Road,  Suite  G  •  Winterville,  North  Carolina  28590 
Phone  (704)  845-4010  •  (888)870-4133  •  Fax  (704)  845-4012 


Quick  Way  Mart 
January  2015 
Site  Check  Addendum 
Page  2  of  2 

Please  do  not  hesitate  to  contact  the  undersigned  at  (704)  845-4010  if  you  have  any  questions  or  require 
additional  information. 


Sincerely, 

Geological  Resources,  Inc. 


Enclosures:  Site  Location  Map,  Site  Map,  Summary  of  Ground  Water  Analytical  Results  and  Laboratory 
Analytical  Report 
cc:  file 


3502  Hayes  Road  •  Monroe,  North  Carolina  28110 
113  West  Firetower  Road,  Suite  G  •  Winterville,  North  Carolina  28590 
Phone  (704)  845-4010  •  (888)870-4133  •  Fax  (704)  845-4012 
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1322  East  11th  Street 
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TABLE  1 

SUMMARY  OF  GROUND  WATER  SAMPLE  ANALYTICAL  RESULTS 
QUICK  WAY  MART;  1322  E  IITH  ST»  SILER  CITY,  NC 
INCIDENT  NO:  39615 

Date:  01/20/15  Facility  ID  0-007843 


.\nalytical  Method 

SM  6200B 

EPA  625 

SW846 
60  IOC 

MADEP  VPH  REV  LI 

MADEP  EPH 

Contaminant  of  Concern 
-> 

Benzene 

Toluene 

Ethylbenzene 

Total  Xylenes 

Methyl-tcrt-butyl  ether 

(MTBE) 

Naphthalene 

Di-isopropyl  ether 

s 

V 

N 

s 

A 

u 

S 

■4^ 

S 

0* 

14 

a 

£l 

ct 

2 

o 

e 

w 

x: 

a 

JZ 

1 

9 

4 

rf 

o 

*a 

CQ 

s 

2-Methylnnphthalcnc 

Lead 

C5-C8  Aliphatics 

C9-C12  Aliphatics 

C9-C10  Aromatics 

C9-C18  Aliphatics 

C19-C36  Aliphatics 

CU-C22  Aromatics 

WeUID 

Date 

Collected 

(mm/dd/yy) 

2L  Standard  (tig/I) 

1 

600 

600 

500 

20 

6 

70 

400 

400 

100 

I 

30 

15 

400 

700 

200 

700 

10,000 

200 

GCL(^E/I) 

5,000 

260.000 

84400 

85400 

20,000 

6,000 

70,000 

28400 

25,000 

100,000 

1,000 

12,500 

15,000 

NE 

NE 

NE 

NE 

NE 

NE 

MW-1 

01/12/15 

201 

119 

22.4  J 

10400 

17.5  J 

466 

46.3 

3420 

964 

103 

67J 

117 

<5.0 

646 

<350 

19400 

3400 

<96 

1,080 

MW-2 

01/12/15 

<1.0 

<1.0 

<1.0 

<2.0 

2,950 

<1.0 

247 

<1.0 

<1.0 

<0.47 

<0.47 

<0.50 

29.1 

<350 

<35 

<35 

<94 

<94 

253 

Notes: 

•  Results  reported  in  micrograms  per  litCT  (fig/l). 

»  <  :  Less  than  the  method  detection  limit  specihed  in  the  laboratory  report 

•  2L  Standard  specified  in  T15ANCAC  2L.0202. 

•  GCL:  Gross  contaminatioD  level. 

•  NE:  Not  Established 

•  Concentrations  in  bold  face  type  exceeded  the  2L  standards. 

■  Concentrations  in  italics  exceeded  the  gross  contamination  levels. 

•  Refer  to  laboratory  report  for  detected  constituents  that  did  not  exceed  the  MACs,  or  for  which  no  standard  has  been  established. 
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Geological  Resources,  Inc. 


January  8,  2016 


Mr.  Clark  Wipfield 

NCDEQ  -  UST  Section 

a 

Til 

Raleigh  Regional  Office 

f'  • 

•'i  1 

1 628  Mail  Service  Center 

> 

Raleigh,  NC  27699 

t*  * 

Re:  Soil  Vapor  Assessment 

7^5 

December  2015 

OJ 

o:\ 

CD 

Quick  Way  Mart 

\  'i 

1322  East  1 1*  Street 

i 

Siler  City,  Chatham  County,  NC 

r ' » 

Incident  Number:  39615 

CD 

Facility  ED  Number:  0-007843 

GRI  Project  No:  3591 

Dear  Mr.  Wipfield, 

Please  find  enclosed  the  referenced  report  for  the  above  mentioned  site.  If  you  have  any  questions,  please 
do  not  hesitate  to  contact  Angela  Roach  at  704-845-4010. 


Sincerely, 

Geological  Resources,  Inc. 


ickie  Donnelly 
Project  Coordinator 


Enclosure 


Cc:  Mr.  Mike  Desai,  Quick  Way  Mart,  Inc. 
file 


3502  Hayes  Road  •  Monroe,  North  Carolina  28110 
113  West  Firetower  Road,  Suite  G  •  Winterville,  North  Carolina  28590 
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SOIL  VAPOR  ASSESSMENT 
DECEMBER  2015 
QUICK  WAY  MART 
1322  EAST  ll'"  STREET 
SILER  CITY,  CHATHAM  COUNTY 
NORTH  CAROLINA 
FACILITY  ID  NUMBER:  0-007843 
INCIDENT  NUMBER:  39615 
GRI  PROJECT  NO.  3591 


Prepared  for: 


Quick  Way  Mart,  Inc. 

1322  East  11*  Street 
Siler  City,  North  Carolina  27344 


Prepared  by: 

Geological  Resources,  Inc 
3502  Hayes  Road 
Monroe,  North  Carolina  28110 


January  8,  2016 


Angela  Roach 
Project  Manager 


SITE  IDENTIFICATION 


•  Facility  Name:  Quick  Way  Mart 

•  Location:  1322  East  1 1*  Street 

Siler  City,  NC  27344 

•  Ground  Water  Incident  No:  39615 

•  Land  Use  Classiflcation;  Commercial 


•  UST  Owner/Operator: 


•  Property  Owner: 


•  Primary  Consultant: 


•  Laboratory: 


Release  Information 
•  Date  Reported: 


•  Estimated  Quantity  of  Release: 

•  Cause  of  Release: 

•  Source  of  Release: 

•  UST  Size/Contents: 


•  Latitude/Longitude: 


Quick  Way  Mart,  Inc. 

1322  East  1 1*  Street 

Siler  City,  North  Carolina  27344 

(336)  509-4054 

Quick  Way  Mart,  Inc. 

1322  East  1 1“'  Street 
Siler  City,  North  Carolina  27344 
(336)  509-4054 
Geological  Resources,  Inc. 

3502  Hayes  Road 

Monroe,  North  Carolina  28110 

(704)  845-4010 

Accutest  Laboratories-Southeast 
4405  Vineland  Road,  Suite  C-15 
Orlando,  Florida  32811 
(407)  425-6700 

North  Carolina  Certification  No.  573 

A  Notice  of  Violation  was  issued  on  August  8,  2014 

requiring  a  site  check.  Soil  samples  collected  on  September 

9,  2014  indicate  a  release  has  occurred  at  the  site. 

Unknown 

Unknown 

Unknown 

One  (1)  10,000-gallon  gasoline  UST,  two  (2)  6,000-gallon 
USTs,  one  (1)  10,000-gallon  diesel  UST  and  one  (1)  2,000- 
gallon  kerosene  UST. 

35.7324023°  N/79.4472533°  W 


Certification: 

I,  Randy  A.  Sr 
contained  in  th^r^ 


St  for  Geological  Resources,  Inc.,  do  certify  that  the  information 
urate  to  the  l^t  of  my  knowledge. 


Geological  Resd*(Ir^^iji^^  «  . 

numbers  of  the  cor^jdUhiXMSGt^'l^  and  C-2727,  respectively. 


practice  geology  and  engineering  in  North  Carolina.  The  certification 
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EXECUTIVE  SUMMARY 


The  Quick  Way  Mart  site  is  located  at  1322  East  1 1*  Street  in  Siler  City,  Chatham  County,  North  Carolina. 
The  site  is  currently  an  active  convenience  store  and  petroleum  retail  facility.  The  site  contains  a  UST  system 
consisting  of  one  1 0,000-gallon  gasoline  UST,  two  6,000-gallon  gasoline  USTs,  one  10,000-gallon  diesel  UST 
and  one  2,000-gallon  kerosene  UST  along  with  associated  product  piping  and  dispensers.  A  petroleum  vapor 
intrusion  complaint  was  received  by  the  North  Carolina  Division  of  Waste  Management  on  August  3, 2014  in 
regards  to  the  nearby  property  located  at  1 3 1 4  East  1 1  *  Street  indicating  a  suspected  petroleum  release.  The 
property  is  zoned  commercial  and  is  currently  occupied  by  This  N  That  Thrift  Store.  On  September  9, 2014,  a 
site  check  was  performed  at  the  Quick  Way  Mart  site.  The  surrounding  properties  are  commercial. 

In  order  to  address  the  vapor  concern  at  1 3 14  East  1 1*  Street,  on  December  9, 201 5,  GRI  advanced  three  soil 
borings  to  total  depths  of  4  feet  around  the  foimdation  of  the  structure  located  at  1 3 14  East  1 1  *  Street  in  Siler 
City  and  three  temporary  soil  gas  vapor  wells  were  installed  to  collect  soil  vapor  samples.  Soil  vapor  samples 
(SVW-1  through  SVW-3)  were  collected  over  an  8  hour  period  from  each  vapor  monitoring  well  and  analyzed 
for  VOCs  using  Method  TO-15  MSV. 

None  of  the  detectable  concentrations  that  were  reported  in  the  samples  collected  exceeded  the  North  Carolina 
Division  of  Waste  Management  non-residential  exterior  soil  gas  screening  levels. 


GRI  recommends  no  further  action. 


1.0 


SITE  fflSTORY  AND  CHARACTERIZATION 


The  Quick  Way  Mart  site  is  located  at  1322  East  1 1“*  Street  in  Siler  City,  Chatham  County,  North  Carolina 
(Figure  1).  The  site  is  currently  an  active  convenience  store  and  petroleum  retail  facility.  The  site  contains  an 
underground  storage  tank  (UST)  system  consisting  of  one  10,000-gallon  gasoline  UST,  two  6,000-gallon 
gasoline  USTs,  one  10,000-gallon  diesel  UST  and  one  2,000-gallon  kerosene  UST  along  with  associated 
product  piping  and  dispensers.  The  surrounding  properties  are  commercial.  A  petroleum  vapor  intrusion 
complaint  was  received  by  the  North  Carolina  Division  of  Waste  Management  on  August  3, 2014  in  regards  to 
the  nearby  property  located  at  1 3 1 4  East  11*'’  Street  indicating  a  suspected  petroleum  release.  On  September  9, 
20 1 4,  a  site  check  was  performed  at  the  Quick  Way  Mart  site.  Total  petroleum  hydrocarbons  (TPH)  gasoline 
range  organics  (GRO)  and  TPH  diesel  range  organics  were  reported  above  the  regulatory  action  levels. 
Additional  ground  water  sampling  was  conducted  in  January  2015.  Ground  water  contaminants  did  not  exceed 
the  gross  contamination  levels.  A  Notice  of  Regulatory  Requirements  was  issued  on  June  9, 2015  requiring  a 
Limited  Site  Assessment  (LS  A).  After  further  discussion  with  the  NC  Department  of  Environmental  Quality 
(NCDEQ)  on  Jime  10, 2015,  it  was  decided  soil  vapor  samples  should  be  collected  around  the  exterior  of  the 
building  located  at  1314  East  1 1  Street.  This  report  summarizes  the  results  of  December  20 1 5  soil  vapor 
sampling  event. 

2.0  CURRENT  SITE  ASSESSMENT 

This  report  presents  the  results  of  soil  vapor  sampling  conducted  on  December  9,2015  at  1314  East  1 1 Street 
located  nearby  the  Quick  Way  Mart  site.  The  activities  were  conducted  in  accordance  with  GRI  Proposal  No. 
15-382,  which  was  submitted  to  the  NCDEQ  on  July  14,  2015  and  approved  as  Task  Authorization  No.  TA- 
39615-01  on  September  28,  2015.  The  purpose  of  the  activities  was  to  determine  if  the  incident  at  the  Quick 
Way  Mart  site  has  affected  vapor  levels  within  the  building  located  at  1314  East  11*  Street. 


3.0  SOIL  VAPOR  ASSESSMENT 

On  December  9,  2015,  GRI  advanced  three  soil  borings  (SVW-1  through  SVW-3)  to  total  depths  of  4  feet 
around  the  foundation  of  the  structure  located  at  1314  East  11*  Street  in  Siler  City.  Temporary  soil  vapor 
monitoring  wells  were  installed  by  placing  a  2-inch  PVC  pipe  in  each  boring  to  a  depth  of  4  feet  and  sealed  in 
place  using  bentonite  to  prevent  the  introduction  of  ambient  air  into  the  air  sample.  Soil  vapors  would  enter 
the  well  at  approximately  4  feet  below  grade.  A  cap  with  a  tubing  cormector  was  placed  on  each  wellhead  and 
sealed.  6-liter  summa  air  canisters  with  flow  control  T-valve  set  for  8  hours  were  connected  to  each  wellhead 
using  silicon  tubing.  Once  the  valves  were  open,  soil  gas  vapors  were  collected  over  an  8  hour  period  within 
the  summa  canisters.  The  locations  of  the  soil  vapor  sampling  points  are  shown  on  Figure  2.  Tlie  soil  vapor 
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samples  (SVW-1  through  SVW-3)  were  analyzed  for  VOCs  using  Method  TO-1 5  MSV.  A  copy  of  the  right  to 
enter  agreement  and  subsurface  logs  are  included  as  Appendix  A. 

4.0  SOIL  VAPOR  ANALYTICAL  ANALYTICAL  RESULTS 

1 ,2-dibromoethane  was  detected  at  a  concentration  above  the  North  Carolina  Division  of  Waste  Management 
(NCDWM)  residential  exterior  gas  screening  levels.  However,  the  property  and  surrounding  properties  are 
zoned  commercial.  None  of  the  detectable  concentrations  that  were  reported  in  the  samples  collected  exceeded 
the  NCDWM  non-residential  exterior  soil  gas  screening  levels.  The  laboratory  analytical  results  for  the  air 
samples  are  summarized  in  Table  1.  The  laboratory  analytical  report  is  included  as  Appendix  B. 


5.0  CONCLUSIONS  AND  RECOMMENDATIONS 

•  On  December  9,2015,  three  soil  borings  were  advanced  around  the  onsite  structure  located  at  1 3 1 4 
East  11*  Street  and  temporary  soil  vapor  monitoring  wells  installed. 

•  Soil  vapor  samples  were  collected  for  a  total  of  8  hours  from  each  vapor  monitoring  well  using  summa 
canisters.  Air  samples  were  analyzed  for  VOCs. 

•  None  of  the  detectable  concentrations  that  were  reported  in  the  samples  collected  exceeded  the 
NCDWM  non-residential  exterior  soil  gas  screening  levels. 

•  The  property  is  commercial  and  surroimding  properties  are  zoned  commercial. 

•  GRI  recommends  no  further  action. 

6.0  LIMITATIONS 

This  report  has  been  prepared  for  the  exclusive  use  of  Quick  Way  Mart,  Inc.  for  the  specific  application  to  the 
referenced  site  in  Chatham  County,  North  Carolina.  The  assessment  was  conducted  based  on  the  scope  of 
work  and  level  of  effort  specified  by  the  NCDEQ  and  with  resources  adequate  only  for  that  scope  of  work. 
Our  findings  have  been  developed  in  accordance  with  generally  accepted  standards  of  geology  and 
hydrogeology  practices  in  the  State  of  North  Carolina,  available  information,  and  our  professional  judgment. 
No  other  warranty  is  expressed  or  implied. 

The  data  that  are  presented  in  this  report  are  indicative  of  conditions  that  existed  at  the  precise  locations 
sampled  and  at  the  time  the  samples  were  collected.  In  addition,  the  data  obtained  from  samples  would  be 
interpreted  as  being  meaningful  with  respect  to  parameters  indicated  in  the  laboratory  report.  No  additional 
information  can  logically  be  inferred  from  these  data. 
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TABLE  1 

SUMMARY  OF  LABORATORY  ANALYSES  -  SOIL  GAS  AIR  SAMPLES 
QUICK  WAY  MART  (INCIDENT  NO.  39615) 


Date:  01/04/16  Facility  ID  #:  0-007843 


Analytical  Method 

Method  T015  MSV 

Contaminant  of  Concern 

Acetone 

Benzene 

Chloromethane 

1,2-Dibromoethane 

Dichlorodifluoromethane 

Ethanol 

Isopropyl  Alcohol 

(Isopropanol) 

Methyl  Ethyl  Ketone 

Propylene 

Toluene 

1 ,2,4-Trimethylbenzene 

Xylenes  (total) 

Sample  ID 

Date  Collected 

Residential  Vapor 
Intrusion  Screening 
Concentrations 

216,000 

120 

626 

1.56 

695 

NE 

1,390 

34,800 

20,900 

34,800 

48.7 

695 

Non-Residential  Vapor 

Intrusion  Screening 
Concentrations 

2,720,000 

1,570 

7,880 

20.4 

8,760 

NE 

17,500 

438,000 

263,000 

438,000 

613 

8,760 

SVW-I 

12/9/2015 

33.0 

<0.38 

2.5 

<1.1 

0.74  J 

135 

5.4 

1.2  J 

30.4 

<0.31 

<0.45 

2.3  J 

SVW-2 

37.1 

1.5  J 

3.3 

9.2 

2.3 

187 

5.2 

2.0 

77.5 

1.7  J 

8.4 

<0.43 

SVW-3 

4.6 

<0.38 

1.1  J 

4.4 

2.4  J 

4.7 

<1.2 

<0.56 

2.4  J 

<0.31 

<0.45 

<0.43 

Notes: 

•  Results  reported  in  (ig/m3 

•  NE:  Not  established. 

•  J:  Estimated  value. 

•  Results  in  bold  face  type  exceed  the  NCDWM  Residential  Vapor  Intrusion  Screening  Concentratons. 


Pat  McCrary 
Governor 


North  Carolina  Department  of  Environmental 


FFR  1  8  2016 

Quality 


February  16,  2016 


Donald  R.  van  der  Vaart 
Secretary 


Mr.  Shailesh  Desai 
Quick  Way  Mart,  Inc. 

4  Raintree  Court 
Greensboro,  NC  27407 

Re:  Conditional  Notice  of  No  Further  Action 

15ANCAC  2L  .0407(d) 

,  Risk-based  Assessment  and  Corrective  Action 

for  Petroleum  Underground  Storage  Tanks 

Quickie  Way  Mart 

1322  East  1 1*  Street,  Siler  City 

Chatham  County 

Incident  Number:  39615 

Risk  Classification:  Low 

Ranking:  L  60  R 

Dear  Mr.  Desai: 

The  Soil  Vapor  Assessment  Report  received  by  the  UST  Section,  Division  of  Waste 
Management,  Raleigh  Regional  Office  on  January  1 1, 2016  to  accompany  the  Initial  Abatement  Action 
Report  submitted  on  January  26,  2015  has  been  reviewed.  The  review  indicates  that  soil  contamination 
does  not  exceed  the  lower  of  the  soil-to-groundwater  or  residential  maximum  soil  contaminant 
concentrations  (MSCCs)  established  in  Title  15A  NCAC  2L  .041 1  and  that  groundwater  contamination 
meets  the  cleanup  requirements  for  an  low-risk  site  but  exceeds  the  groundwater  quality  standards 
established  in  Title  15A  NCAC  2L  .0202. 

Based  on  information  provided  to  date,  the  UST  Section  finds  it  appropriate  to  reduce  the  risk 
classification  of  the  subject  incident  to  low.  Furthermore,  the  UST  Section  determines  the  subject 
incident  to  be  eligible  conditionally  for  no  further  action  status.  On  July  1,  2010,  the  UST  Section 
received  a  certified  copy  of  the  Notice  of  Residual  Petroleum  for  this  property  which  is  filed  with  the 
Register  of  Deeds.  However,  final  approval  of  no  further  action  status  is  contingent  on  receipt  of 
confirmation  that  a  current  public  notice  has  been  completed,  as  described  in  the  following  paragraphs. 

Be  advised  that  as  groundwater  contamination  exceeds  the  groundwater  quality  standards 
established  in  Title  15A  NCAC  2L  .0202,  groundwater  within  the  area  of  contamination  or  within  the  area 
where  groundwater  contamination  is  expected  to  migrate  is  not  suitable  for  use  as  a  water  supply. 

As  groundwater  contamination  exceeds  the  groundwater  quality  standards  established  in  Title 
15A  NCAC  2L  .0202,  pursuant  to  NCOS  143B-279.9  and  143B-279.1 1,  you  must  file  the  approved 
Notice  of  Residual  Petroleum  (attached)  with  the  Register  of  Deeds  in  the  county  in  which  the  release  is 
located  and  submit  a  certified  copy  to  the  UST  Section  within  30  days  of  receipt  of  this  letter.  This  No 
Further  Action  determination  will  not  become  valid  until  the  UST  Section  receives  a  certified  copy  of  the 
Notice  of  Residual  Petroleum  which  is  filed  with  the  Register  of  Deeds. 

If  groundwater  contamination  exceeds  the  groundwater  quality  standards  established  in  Title  15A 
NCAC  2L  .0202,  public  notice  in  accordance  with  15A  NCAC  2L  .0409(b)  also  is  required.  Thus,  within 
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30  days  of  receipt  of  this  letter,  a  copy  of  the  letter  must  be  provided  by  certified  mail,  or  by  posting  in  a 
"  prominent  place,  if  certified  mail  is  impractical,  to  the  local  health  director,  the  chief  administrative 
officer  of  each  political  jurisdiction  in  which  the  contamination  occurs,  all  property  owners  and  occupants 
within  or  contiguous  to  the  area  containing  contamination,  and  all  property  owners  and  occupants  within 
or  contiguous  to  the  area  where  the  contamination  is  expected  to  migrate.  Within  60  days  of  receiving 
this  letter,  this  office  must  be  provided  with  proof  of  receipt  of  the  copy  of  the  letter  or  of  refusal  by  the 
addressee  to  accept  delivery  of  the  copy  of  the  letter  or  with  a  description  of  the  manner  in  which  the 
letter  was  posted.  Interested  parties  may  examine  the  Soil  Vapor  Assessment  Report  by  contacting  this 
regional  office  and  may  submit  comments  on  the  site  to  the  regional  office  at  the  address  or  telephone 
number  listed  below. 

t 

This  conditional  No  Further  Action  determination  will  not  become  valid  until  the  UST 
Section  receives  public  notice  requirements  are  completed. 

This  No  Further  Action  determination  applies  only  to  the  subject  incident;  for  any  other  incidents 
at  the  subject  site,  the  responsible  party  must  continue  to  address  contamination  as  required. 

If  you  have  any  questions  regarding  this  notice,  please  contact  me  at  the  address  or  telephone 
number  listed  below. 


Sincerely, 


Mark  R.  Powers 
Hydrogeologist 
Raleigh  Regional  Office 

UST  Section,  Division  of  Waste  Management,  NCDEQ 


cc:  Environmental  Health  Director,  Chatham  County  Health  Department 

Ms.  Angela  Roach,  GRI,  Inc. 


UST  Regional  Offices 

Asheville  (ARO)  -  2090  US  Highway  70.  Swannanoa,  NC  28778  (828)  296-4500 

Fayetteville  (FAY)  -  225  Green  Street,  Suite  714,  Systel  Building,  Fayetteville,  NC  28301  (910)  433-3300 

Mooresville  (MOR)  -610  East  Center  Avenue,  Suite  301,  Mooresville,  NC  281 15  (704)  663-1699 

Raleigh  (RRO)  -  1628  Mail  Service  Center,  Raleigh,  NC  27699  (919)  791-4200 

Washington  (WAS)  -  943  Washington  Square  Mall,  Washington,  NC  27889  (252)  946-6481 

Wilmington  (WIL)  -  127  Cardinal  Drive  Extension,  Wilmington,  NC  28405  (910)  796-7215 

Winston-Salem  (WS)  -  450  West  Hanes  Mill  Road,  Suite  300,  Winston-Salem,  NC  27105,  (336)  776-9800 

Guilford  County  Environmental  Health,  400  West  Market  Street,  Suite  300,  Greensboro,  NC  27401,  (336)  641-3771 


( 


Waste  Management 

ENVIRONMINTAL  QUALITY 


PAT  MCCRORY 

Governor 

DONALD  R.  VAN  DER  VAART 

Secrtlary 

SCOTT  MICHAEL 

Acting  Director 

April  5,  2016 


Mr.  Shailesh  Desai 
Quick  Way  Mart,  Inc. 

4  Raintree  Court 
Greensboro,  NC  27407 

Re:  Notice  of  No  Further  Action 

15ANCAC  2L  .0407(d) 

Risk-based  Assessment  and  Corrective  Action 
for  Petroleum  Underground  Storage  Tanks 

Quickie  Way  Mart 

1322  East  1 1'*’  Street,  Siler  City 

Chatham  County 

Incident  Number:  39615 

Risk  Classification:  Low 

Ranking:  L  60  R 

Dear  Mr.  Desai: 

The  Soil  Vapor  Assessment  Report  for  a  second  release  was  received  by  the  UST  Section, 
Division  of  Waste  Management,  Raleigh  Regional  Office  on  January  1 1,  2016  and  the  Notice  of  Residual 
Petroleum  was  received  on  July  7,  2010  for  the  first  release  (incident  #16359).  The  review  indicates  that 
soil  contamination  does  not  exceed  the  lower  of  the  soil-to-groundwater  or  residential  maximum  soil 
contaminant  concentrations  (MSCCs)  established  in  Title  15A  NCAC  2L  .041 1  and  that  groundwater 
contamination  meets  the  cleanup  requirements  for  an  intermediate-risk  site  but  exceeds  the  groundwater 
quality  standards  established  in  Title  15A  NCAC  2L  .0202.  Both  incident  number  #16359  and  #39615  are 
located  at  the  same  site. 

The  UST  Section  determines  that  no  further  action  is  warranted  for  this  incident.  All  required 
actions  have  been  completed.  On  July  7,  2010,  the  UST  Section  received  a  certified  copy  of  the  Notice  of 
Residual  Petroleum  which  is  filed  with  the  Register  of  Deeds.  On  April  4,  2016,  the  UST  Section  was 
provided  with  proof  of  receipt  of  the  conditional  Notice  of  No  Further  Action  letter  or  of  refusal  by  the 
addressee  to  accept  delivery  of  the  letter  or  with  a  description  of  the  manner  in  which  the  letter  was 
posted. 


This  determination  shall  apply  unless  the  UST  Section  later  finds  that  the  discharge  or  release 
poses  an  unacceptable  risk  or  a  potentially  unacceptable  risk  to  human  health  or  the  environment. 

Pursuant  to  Title  15A  NCAC  2L  .0407(a),  you  have  a  continuing  obligation  to  notify  the  Department  of 
Environmental  Quality  of  any  changes  that  might  affect  the  risk  or  land  use  classifications  that  have  been 
assigned. 

Be  advised  that  as  groundwater  contamination  exceeds  the  groundwater  quality  standards 
established  in  Title  15A  NCAC  2L  .0202,  groundwater  within  the  area  of  contamination  or  within  the  area 
where  groundwater  contamination  is  expected  to  migrate  is  not  suitable  for  use  as  a  water  supply. 

State  of  North  Carolina  |  Environmental  Quality  |  Waste  Management 
UST  Section  Raleigh  Regional  Office  1 1628  Mail  Service  Center  |  Raleigh,  NC  27699-1628 1  (919)  791-4200 


Interested  parties  may  examine  the  Site  Closure  Report  by  contacting  this  regional  office  and  may 
submit  comments  on  the  site  to  the  regional  office  at  the  address  or  telephone  number  listed  below.  i 

This  No  Further  Action  determination  applies  only  to  the  subject  incident;  for  any  other  incidents 
at  the  subject  site,  the  responsible  party  must  continue  to  address  contamination  as  required. 

If  you  have  any  questions  regarding  this  notice,  please  contact  me  at  the  address  or  telephone 
number  listed  below. 


Sincerely, 


Mark  R.  Powers 
Hydrogeologist 
Raleigh  Regional  Office 

UST  Section,  Division  of  Waste  Management,  NCDEQ 


cc:  Environmental  Health  Director,  Chatham  County  Health  Department 

Ms.  Angela  Roach,  GRI,  Inc. 


Raleigh  Regional  Office  |  1628  Mall  Service  Center  |  Raleigh,  NC  27699-1628  |  (919)  791-4200 
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Appendix  D 


Former  Townsend  Plant 
1101  East  Third  Street 
Siler  City,  NC  27344 

Inquiry  Number:  4611581.9 
May  06,  2016 


The  EDR  Aerial  Photo  Decade  Package 


6  Armstrong  Road,  4th  floor 
Shelton,  CT  06484 
Toll  Free:  800.352.0050 
www.edrnet.com 


EDR  Aerial  Photo  Decade  Package 


Site  Name: 

Former  Townsend  Plant 
1101  East  Third  Street 
Siler  City,  NC  27344 
EDR  Inquiry#  4611581.9 


Client  Name: 

Duncklee  &  Dunham,  PC 
511  Keisler  Drive  Suite  102 
Cary,  NC  2751 1 
Contact:  Russell  Molyneux 


05/06/16 


Environmental  Data  Resources,  Inc.  (EDR)  Aerial  Photo  Decade  Package  is  a  screening  tool  designed  to  assist 
environmental  professionals  in  evaluating  potential  liability  on  a  target  property  resulting  from  past  activities.  EDR’s 
professional  researchers  provide  digitally  reproduced  historical  aerial  photographs,  and  when  available,  provide  one  photo 
per  decade. 


Search  Results: 


Year 

Scale 

Details 

Source 

2012 

1"=500' 

Flight  Year:  2012 

USDA/NAIP 

2010 

1"=500' 

Flight  Year:  2010 

USDA/NAIP 

2009 

1"=500' 

Flight  Year:  2009 

USDA/NAIP 

2008 

1"=500' 

Flight  Year:  2008 

USDA/NAIP 

2006 

1"=500' 

Flight  Year:  2006 

USDA/NAIP 

2005 

1"=500' 

Flight  Year:  2005 

USDA/NAIP 

1999 

1"=750' 

Flight  Date:  February,  15  1999 

USGS 

1993 

1"=500' 

Acquisition  Date:  January,  30  1993 

USGS/DOQQ 

1983 

1"=500' 

Flight  Date:  April,  04  1983 

USGS 

1980 

1"=1000' 

Flight  Date:  January,  01  1980 

USGS 

1973 

1"=1000' 

Flight  Date:  February,  24  1973 

USGS 

1965 

1"=500' 

Flight  Date:  February,  22  1965 

USGS 

1961 

1"=500' 

Flight  Date:  October,  16  1961 

USGS 

When  delivered  electronically  by  EDR,  the  aerial  photo  images  included  with  this  report  are  for  ONE  TIME  USE 
ONLY.  Further  reproduction  of  these  aeriai  photo  images  is  prohibited  without  permission  from  EDR.  For  more 
information  contact  your  EDR  Account  Executive. 


Disclaimer  -  Copyright  and  Trademark  Notice 

This  Report  contains  certain  information  obtained  from  a  variety  of  public  and  other  sources  reasonably  available  to  Environmental  Data  Resources,  Inc.  It  cannot 
be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from  other  sources.  NO  WARRANTY 
EXPRESSED  OR  IMPLIED,  IS  MADE  WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA  RESOURCES,  INC.  SPECIFICALLY 
DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION,  MERCHANTABILITY  OR  FITNESS  FOR  A  PARTICULAR  USE 
OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL  ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE, 
WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OF  DAMAGE,  INCLUDING, 
WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL 
DATA  RESOURCES,  INC.  IS  STRICTLY  LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.  Purchaser  accepts  this  Report  "AS  IS".  Any 
analyses,  estimates,  ratings,  environmental  risk  levels  or  risk  codes  provided  in  this  Report  are  provided  for  illustrative  purposes  only,  and  are  not  intended  to 
provide,  nor  should  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmental  risk  for  any  property.  Only  a  Phase  I 
Environmental  Site  Assessment  performed  by  an  environmental  professional  can  provide  information  regarding  the  environmental  risk  for  any  property. 

Additionally,  the  information  provided  in  this  Report  is  not  to  be  construed  as  legal  advice. 

Copyright  2016  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or  in  part,  of  any  report  or  map  of 
Environmental  Data  Resources,  Inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates.  All  other  trademarks  used  herein  are 
the  property  of  their  respective  owners. 
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Appendix  E 


Former  Townsend  Plant 
1101  East  Third  Street 
Siler  City,  NC  27344 

Inquiry  Number:  4611581.4 
May  06,  2016 


EDR  Historical  Topo  Map  Report 

with  QuadMatch^'^ 


6  Armstrong  Road,  4th  floor 
Shelton,  CT  06484 
Toll  Free:  800.352.0050 
www.edrnet.com 


EDR’ 


EDR  Historical  Topo  Map  Report 

05/06/16 

Site  Name: 

Client  Name: 

Former  Townsend  Plant 

Duncklee  &  Dunham,  PC 

1101  East  Third  Street 

511  Kelsler  Drive  Suite  102 

(GC  EDR* 

Siler  City,  NC  27344 

Cary,  NC  27511 

EDR  Inquiry#  4611581.4 

Contact:  Russell  Molyneux 

EDR  Topographic  Map  Library  has  been  searched  by  EDR  and  maps  covering  the  target  property  location  as  provided  by 
Duncklee  &  Dunham,  PC  were  identified  for  the  years  listed  below.  EDR’s  Historical  Topo  Map  Report  is  designed  to  assist 
professionals  in  evaluating  potential  liability  on  a  target  property  resulting  from  past  activities.  EDRs  Historical  Topo  Map 
Report  includes  a  search  of  a  collection  of  public  and  private  color  historical  topographic  maps,  dating  back  to  the  late 
1800s. 


Search  Results: 

Coordinates: 

P.O.# 

201659 

Latitude: 

35.731855  35°  43'  55"  North 

Project: 

Townsend  Plant  &  A.M  Warehc 

Longitude: 

-79.450155  -79°  27'  1"  West 

UTM  Zone: 

Zone  17  North 

UTM  X  Meters: 

640160.66 

UTM  Y  Meters: 

3955315.13 

Elevation: 

602.19'  above  sea  level 

Maps  Provided: 

2013 

1988 

1969 


Disclaimer  -  Copyright  and  Trademark  Notice 

This  Report  contains  certain  information  obtained  from  a  variety  of  public  and  other  sources  reasonably  available  to  Environmental  Data  Resources,  Inc.  It  cannot 
be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from  other  sources.  NO  WARRANTY 
EXPRESSED  OR  IMPLIED,  IS  MADE  WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA  RESOURCES,  INC.  SPECIFICALLY 
DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION,  MERCHANTABILITY  OR  FITNESS  FOR  A  PARTICULAR  USE 
OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL  ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE, 
WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OF  DAMAGE,  INCLUDING, 
WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL 
DATA  RESOURCES,  INC.  IS  STRICTLY  LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.  Purchaser  accepts  this  Report  "AS  IS".  Any 
analyses,  estimates,  ratings,  environmental  risk  levels  or  risk  codes  provided  in  this  Report  are  provided  for  illustrative  purposes  only,  and  are  not  intended  to 
provide,  nor  should  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmental  risk  for  any  property.  Only  a  Phase  I 
Environmental  Site  Assessment  performed  by  an  environmental  professional  can  provide  information  regarding  the  environmental  risk  for  any  property. 
Additionally,  the  information  provided  in  this  Report  is  not  to  be  construed  as  legal  advice. 

Copyright  2016  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or  in  part,  of  any  report  or  map  of 
Environmental  Data  Resources,  Inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates.  All  other  trademarks  used  herein 
are  the  property  of  their  respective  owners. 
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Topo  Sheet  Key 

This  EDR  Topo  Map  Report  is  based  upon  the  following  USGS  topographic  map  sheets. 

2013  Source  Sheets 


Crutchfield  Crossroads  Siler  City 

2013  2013 

7.5-minute,  24000  7.5-minute,  24000 


1988  Source  Sheets 


Siler  City 
1988 

7.5-minute,  24000 
Photo  Inspected  1988 
Aerial  Photo  Revised  1965 

1969  Source  Sheets 


Siler  City 
1969 

7.5-minute,  24000 
Aerial  Photo  Revised  1965 


4611581 


4 


page  4 


DR, 


N  RICHARDSON  RD 


3.^  -JOHN  SNIPES  RD 


tSTHSf 


HILL  ST, 


TRINITY 


'NQMBLE  sti 


12TH  ST 


Oakwood 


E  9TH  ST 


ESTHst 


"Wf-FFlEUf 


lYORK  ST 


OXFORD  ST 


WDOLPHm  ST  £1 


E  COUEGEST,^ 


NELSON  ST 


EDR‘ 


Historical  Topo  Map 

_ ! _ 


2013 


This  report  includes  information  from  the 
following  map  sheet(s). 
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Appendix  F 


Former  Townsend  Plant 

1101  East  Third  Street 
Siler  City,  NC  27344 

Inquiry  Number:  4611581.5 
May  12,  2016 


The  EDR-City  Directory  Image  Report 


Environmental  Data  Resources  Inc 


6  Armstrong  Road 
Shelton,  CT  06484 
800.352.0050 
www.edrnet.com 


I 

TABLE  OF  CONTENTS 

SECTION 


Executive  Summary 
Findings 

City  Directory  Images 


Thank  you  for  your  business. 

Please  contact  EDR  at  1-800-352-0050 
with  any  questions  or  comments. 


Disclaimer  -  Copyright  and  Trademark  Notice 

This  Report  contains  certain  information  obtained  from  a  variety  of  public  and  other  sources  reasonably  available  to 
Environmental  Data  Resources,  Inc.  It  cannot  be  concluded  from  this  Report  that  coverage  information  for  the  target  and 
surrounding  properties  does  not  exist  from  other  sources.  NO  WARRANTY  EXPRESSED  OR  IMPLIED,  IS  MADE 
WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA  RESOURCES,  INC.  SPECIFICALLY 
DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION,  MERCHANTABILITY 
OR  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL 
ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR 
OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING, 
WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  ANY  LIABILITY  ON 
THE  PART  OF  ENVIRONMENTAL  DATA  RESOURCES,  INC.  IS  STRICTLY  LIMITED  TO  A  REFUND  OF  THE  AMOUNT 
PAID  FOR  THIS  REPORT.  Purchaser  accepts  this  Report  "AS  IS".  Any  analyses,  estimates,  ratings,  environmental  risk 
levels  or  risk  codes  provided  in  this  Report  are  provided  for  illustrative  purposes  only,  and  are  not  intended  to  provide,  nor 
should  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  orforecast  of,  any  environmental  risk  for  any 
property.  Only  a  Phase  I  Environmental  Site  Assessment  performed  by  an  environmental  professional  can  provide 
information  regarding  the  environmental  risk  for  any  property.  Additionally,  the  information  provided  in  this  Report  is  not  to 
be  construed  as  legal  advice. 

Copyright  201 6  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or  in 
part,  of  any  report  or  map  of  Environmental  Data  Resources,  Inc.  or  its  affiliates  is  prohibited  without  prior  written  permission. 

EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates. 
All  other  trademarks  used  herein  are  the  property  of  their  respective  owners. 


EXECUTIVE  SUMMARY 


DESCRIPTION 


Environmental  Data  Resources,  Inc.’s  (EDR)  City  Directory  Report  is  a  screening  tool  designed  to  assist 
environmental  professionals  in  evaluating  potential  liability  on  a  target  property  resulting  from  past  activities. 
EDR’s  City  Directory  Report  includes  a  search  of  available  city  directory  data  at  5  year  intervals. 


RESEARCH  SUMMARY 


The  following  research  sources  were  consulted  in  the  preparation  of  this  report.  A  check  mark  indicates 
where  information  was  identified  in  the  source  and  provided  in  this  report. 


Year 

Taraet  Street 

Cross  Street 

Source 

2013 

0 

0 

Cole  Information  Services 

2008 

0 

0 

Cole  Information  Services 

2003 

0 

0 

Cole  Information  Services 

1999 

0 

0 

Cole  Information  Services 

1995 

0 

0 

Cole  Information  Services 

1992 

0 

0 

Cole  Information  Services 

RECORD  SOURCES 

EDR  is  licensed  to  reproduce  certain  City  Directory  works  by  the  copyright  holders  of  those  works.  The 
purchaser  of  this  EDR  City  Directory  Report  may  include  it  in  report(s)  delivered  to  a  customer. 

Reproduction  of  City  Directories  without  permission  of  the  publisher  or  licensed  vendor  may  be  a  violation  of 
copyright. 
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FINDINGS 

TARGET  PROPERTY  STREET 


1101  East  Third  Street 
Siler  City,  NC  27344 

Year  CD  Image  Source 

E  3RD  ST 


2013 

pg  A2 

Cole  Information  Services 

2008 

pg  A4 

Coie  Information  Services 

2003 

pg  A6 

Coie  Information  Services 

1999 

pg  A8 

Coie  Information  Services 

1995 

pg  A10 

Coie  Information  Services 

1992 

pg  A12 

Coie  Information  Services 
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I 

FINDINGS 

CROSS  STREETS 


Year  CD  Image  Source 

E 11TH  ST 


2013 

pg.  A1 

Cole  Information  Services 

2008 

pg.  A3 

Cole  Information  Services 

2003 

pg.  A5 

Cole  Information  Services 

1999 

pg.  A7 

Cole  Information  Services 

1995 

pg.  A9 

Cole  Information  Services 

1992 

pg.  All 

Cole  Information  Services 
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City  Directory  Images 


Target  Street 


Cross  Street 


Source 

Cole  Information  Services 


E11TH  ST 

2013 

201 

KANGAROO  EXPRESS 

PARK N  SHOP  15 

210 

SPORTSMAN  LANE 

211 

MARSH  AUTO  PARTS  INC 

218 

CHATHAM  P  T  A  THRIFT  SHOP 

SECOND  CHANCES  THRIFT  STORE 

220 

GIFT  GALLERY  THE 

HAYLEY  BALES  STEAK  HOUSE 

324 

CROSSROADS  GRILL  OF  SILER  CITY 

325 

HENRY  BOGGS 

327 

LINDA  MAPP 

329 

ALICIA  URALDO 

335 

TOD  EDWARDS 

336 

TUESDAY  JONES 

405 

MILTON  ROGERS 

4611581.5  Page:A1 


Target  Street  Cross  Street 


Source 

Cole  Information  Services 


E  3RD  ST  2013 


802  S  &  J  PLUMBING  &  ELECTRICAL  SUPPLY  C 

805  JERRY  DAVIS 

806  TAR  HEEL  TIRE  AUTO  &  RADIATOR  SERVIC 

807  JULIO  GARCIA 

811  LARRY  GARCIA 

812  GLASS  &  WINDOW  WAREHOUSE 

813  CALIXTO  HERNANDEZ 
819  OCCUPANT  UNKNOWN 

822  PREFERRED  INSURANCE  COMPANY 
1006  FIELDS  BODY  SHOP 
1100  TOWNSENDS  INC 
1200  GLENDALE  HOSIERY  OUTLET  STORE 


4611581.5  Page:A2 


Target  Street  Cross  Street 

E11THST  2008 


201  PANTRY  CORP 

210  SPORTSMAN  LANES 

21 1  MARSH  AUTO  PARTS  INC 
PANTRY  INC 

21 9  LOWES  FOOD  STORES  INC 

220  GTW  FOOD  &  GIFTS 

320  SERVICE  DISTRIBUTING  CO  INC 
WILCO 

324  CROSSROADS  GRILL 

325  BORIS  SILER 

327  RUTH  MAPP 

329  ALICIA  URALDO 

335  TOD  EDWARDS 

336  HARVEY  HANNER 

405  MARGUERITE  MOFFITT-ROGERS 


Source 

Cole  Information  Services 


4611581.5  Page:  A3 


Target  Street  Cross  Street 


E  3RD  ST  2008 


802  S&J  PLUMBINGS  ELECTRICAL  SUPPLY 

805  LEONIDAS  ESCOBAR 

806  TARHILL  TIRE  &  AUTO 

807  JULIO  GARCIA 

811  ESTELA  HERNANDEZ 

813  CALIXTO  HERNANDEZ 

819  DIXON  MOTORS 
WILLIAM  DIXON 

820  CHATHAM  INDUSTRIAL  SUPPLY 

1006  FIELDS  BODY  SHOP 

1200  ACME  MCCRARY  CORP 
GLENDALE  HOSIERY  CO 
PHANTOM  USA 


Source 

Cole  Information  Services 


4611581.5  Page:A4 


Target  Street  Cross  Street 

E11THST  2003 


201  WICKER  MART  INC 

210  SPORTSMAN  LANES 

21 1  MARSH  AUTO  PARTS  INC 

214  SERVICE  DISTRIBUTION  CO 
218  OCCUPANT  UNKNOWN 

220  FOXCO  BUILDERS 

HAYLEY  BALES  STEAK  HOUSE 
320  SERVICE  DISTRIBUTING  CO 

324  CROSS  ROADS  GRILL 
OCCUPANT  UNKNOWN 

325  BORIS  SILER 

327  RUTH  MAPP 

329  OCCUPANT  UNKNOWN 

335  ELIZABETH  EDWARDS 

336  OCCUPANT  UNKNOWN 

405  MARGUERITE  MOFFITTROGERS 
409  MADELINE  GRAVES 


Source 

Cole  Information  Services 


4611581.5  Page:A5 


Target  Street  Cross  Street 


Source 

Cole  Information  Services 


E  3RD  ST  2003 


801  EVERYDAY  FURNITURE  &  RUGS 
JEANS  BOUTIQUE 

802  S  &  J  PLUMBING  &  ELCTRCL  SPLY 

804  KIVETT  AUTO  REPAIR 

805  DELBERT  HOLT 

807  JULIO  GARCIA 

811  TAYRA  PEREZ 

813  VALENTINO  RODRIGUEZ 

819  DIXON  MOTORS 
WILLIAM  DIXON 

820  CENTRAL  CAROLINA  BUILDERS 
822  ALLSTATE  INSURANCE  CO 

BUTCH  HUDSON 
PREFERRED  REALTY  CO 
901  VICTORIA  CASTRO 
1006  FIELDS  BODY  SHOP 

OCCUPANT  UNKNOWN 

1 1 00  OCCUPANT  UNKNOWN 
TOWNSEND  INC 

1101  TOWNSEND  INC 

1200  GLENDALE  GROUP  LTD 
OCCUPANT  UNKNOWN 
PHANTOM  GLENDALE  INC 


4611581.5  Page:A6 


Target  Street 


Cross  Street 


Source 

Cole  Information  Services 


E11THST  1999 


201  WICKER  MART  INCORPORATED  NO  1 

210  SPORTSMAN  LANES 

21 1  MARSH  AUTO  PARTS  INCORPORATED 

214  SERVICE  DISTRIBUTING  COMPANY  INCORPORATED  STORE  NO  2 
218  CHATHAM  PTATHRIFTSHOP 
P  T  A  THRIFT  SHOP  CHATHAM 
220  BESTFOOD  CAFETERIA  GIFT  GALLERY  THE 

BESTFOOD  CAFETERIA  HAYLEY  BALES  STEAK  HOUSE 
BESTFOOD  SUPERMARKET 
FOXCO  BUILDERS 
GIFT  GALLERY  THE 
HAYLEY  BALES  STEAK  HOUSE 
324  CROSS  ROADS  GRILL 

329  WILLIE  SNIPES 

335  TOD  EDWARDS 

336  JOE  SILER 

380  C  WHITT 

CATELAND  PLACE  APARTMENTS 
CLAUDIA  OCAMPO 
HELEN  HAITHCOCK 
JACKIE  WHITWORTH 
JOSE  RAMIREZ 
JOYCE  BROOKS 
MONROE  SCOTT 
405  M  MOFFITTROGERS 

MOFFITT  ROGERS  MARGUERITE  S 
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Target  Street  Cross  Street 


Source 

Cole  Information  Services 


E  3RD  ST  1999 


801  SALVATION  ARMY  THRIFT  STORE 

802  S  &  J  PLUMBING  &  ELECTRICAL  SUPPLY  COMPANY 

804  KIVETT  AUTO  REPAIR 

805  DELBERT  HOLT 

806  COOKS  RADIATOR  SHOP 

807  WILMER  ESPINOZA 

812  SHOFFNER  BUILDING  SUPPLY  COMPANY  INCORPORATED 

813  OCCUPANT  UNKNOWN 

819  WILLIAM  DIXON 

820  CAROLINA  TIRE  COMPANY 

822  ALL-STATE 

ALLSTATE  INS  COMPANIES  SALES  OFFICES  SILER  CITY 
ALLSTATE  INSURANCE 
BUTCH  HUDSON 
HUDSON  BUTCH  INS 
OCCUPANT  UNKNOWN 
PREFERRED  REALTY  COMPANY 
901  PEDRO  CERVANTES 

913  OCCUPANT  UNKNOWN 

1006  FIELDS  BODY  SHOP 

1100  TOWNSENDS  INCORPORATED 

1200  GLENDALE  HOSIERY  COMPANY 
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Target  Street 


Cross  Street 


Source 

Cole  Information  Services 


E11TH  ST 

1995 

211 

MARSH  AUTO  PARTS 

218 

CHATHAM  PTA  THRIFT  SHOP 

324 

CROSS  ROADS  GRILL 

327 

MAPP,  RUTH  C 

329 

SNIPES,  JOHN  G 

335 

EDWARDS,  TOD  R  JR 

336 

SILER,  J  M 

389 

BROOKS,  D 

405 

ROGERS,  MILTON 
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Target  Street  Cross  Street 


Source 

Cole  Information  Services 


E  3RD  ST  1995 


802  S  &  J  PLUMBING  &  ELECTRICAL  CO 

803  HOLT,  LINDA  K 

804  KIVETT  AUTO  REPAIR 

806  COOKS  RADIATOR  SHOP 

807  AUGELLO,  CHARLES 

811  LEE,  RICHARD 

813  HERNANDEZ,  CALIXTO 

819  DIXON,  WILLIAM  H 

820  CAROLINA  TIRE  CO 

822  ALLSTATE  INSURANCE 

HUDSON,  BUTCH 
PREFERRED  REALTY  CO 

1006  FIELDS  BODY  SHOP 

1410  OCCUPANT  UNKNOWNN 

1490  EVERHART,  JAMES  C 

1505  BOWDEN,  JAMES  P 

BUCKNER,  M 
CARMICHAEL,  PENNY  S 
ELDRIDGE,  JOHN 
GALLOWAY,  CAROLYN 
GUNTER,  CHRIS 
HARRINGTON,  DONNIE 
HERMAN,  K  A 
HINSON,  KENNETH  A 
JOHNSON,  BRYAN  S 
MARSH,  SHARON 
NEAL,  WILLIAM  L 
PAIGE,  ELEANOR  H 
PATTERSON,  DANIEL 
POWELL,  GLENN  M 
RAGLAND,  RICHARD 
RASHAD,  RYAN 
RODGERS,  S 
THOMAS,  TINA  H 
UNDERWOOD,  JAMES  M 
WAKEFIELD,  P 
WHITE,  MICHAEL 
WILSON,  JAMES  W  SR 


4611581.5  Page:A10 


Target  Street 


Cross  Street 


Source 

Cole  Information  Services 


E11TH  ST 


0  PERSON,  ROBERT  H 

SILER,  MARY  H 
325  BOGGS,  PHYLLIS  S 

329  SNIPES,  JOHN  G 

335  EDWARDS,  TOD  R  JR 

336  SILER,  J  M 

405  MOFFITTROGERS,  M  S 

409  GRAVES,  A  JR 

501  MOFFITT,  THOMAS 

625  FOXX,  WILLIE 

910  FOXX,  WALTER  D 

911  WOMBLE,  EG 

915  LUTTERLOH,  CLYDE 

1103  SILER,  RUTH 


1992 
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Target  Street  Cross  Street 


Source 

Cole  Information  Services 


E  3RD  ST  1992 

803  HOLT,  LINDA  K 
811  NETTLES,  MONICA 
813  HILLIARD,  WILLIAM  C 
819  DIXON,  WILLIAM  H 
1410  FOXX,  RUTH 
1490  EVERHART,  JAMES  C 
1505  BECK,  BOBBY  L 

GALLOWAY,  CAROLYN 
JOHNSON,  BRYAN  S 
OLDHAM,  K  D 
PATTERSON,  DANIEL 
SMITH,  B  M 
TRUSCOTT,  E  H 
WALTERS,  VIVIAN 
1515  SMITH,  MARTHA  C 
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Appendix  G 


Former  Townsend  Plant 
1101  East  Third  Street 
Siler  City,  NC  27344 

Inquiry  Number:  4611581.3 
May  06,  2016 


Certified  Sanborn®  Map  Report 


6  Armstrong  Road,  4th  floor 
Shelton,  CT  06484 
Toll  Free:  800.352.0050 
www.edrnet.com 


Certified  Sanborn®  Map  Report 

05/06/1 6 

Site  Name: 

Client  Name: 

Former  Townsend  Plant 

Duncklee  &  Dunham,  PC 

1101  East  Third  Street 

511  Keisler  Drive  Suite  102 

(6J  EDR’ 

Siler  City,  NC  27344 

Cary,  NC  27511 

EDR  Inquiry#  4611581.3 

Contact:  Russell  Molyneux 

The  Sanborn  Library  has  been  searched  by  EDR  and  maps  covering  the  target  property  location  as  provided  by  Duncklee  &  Dunham,  PC 
were  identified  for  the  years  listed  below.  The  Sanborn  Library  is  the  largest,  most  complete  collection  of  fire  insurance  maps.  The  collection 
includes  maps  from  Sanborn,  Bromley,  Perris  &  Browne,  Hopkins,  Barlow,  and  others.  Only  Environmental  Data  Resources  Inc.  (EDR)  is 
authorized  to  grant  rights  for  commercial  reproduction  of  maps  by  the  Sanborn  Library  LLC,  the  copyright  holder  for  the  collection.  Results 
can  be  authenticated  by  visiting  www.edrnet.com/sanborn. 

The  Sanborn  Library  is  continually  enhanced  with  newly  identified  map  archives.  This  report  accesses  all  maps  in  the  collection  as  of  the 
day  this  report  was  generated. 


Certified  Sanborn  Resuits: 


Certification  #  837D-47C3-99FA 

PO#  201659 


Project 


Townsend  Plant  &  A.M  Warehouse 


UNMAPPED  PROPERTY 

This  report  certifies  that  the  complete  holdings  of  the  Sanborn  Library, 

LLC  collection  have  been  searched  based  on  client  supplied  target 
property  information,  and  fire  insurance  maps  covering  the  target  property 
were  not  found. 


Sanborn®  Library  search  results 

Certification  #:  837D-47C3-99FA 

The  Sanborn  Library  includes  more  than  f  .2  million 
fire  insurance  maps  from  Sanborn,  Bromley,  Perris  & 
Browne,  Hopkins,  Barlow  and  others  which  track 
historical  property  usage  in  approximately  f  2,000 
American  cities  and  towns.  Collections  searched: 


Library  of  Congress 
University  Publications  of  America 
^  EDR  Private  Collection 


The  Sanborn  Library  LLC  Since  1866™ 


Limited  Permission  To  Make  Copies 

Duncklee  &  Dunham,  PC  (the  client)  is  permitted  to  make  up  to  FIVE  photocopies  of  this  Sanborn  Map  transmittal  and  each  fire  insurance  map  accompanying  this 
report  solely  for  the  limited  use  of  its  customer.  No  one  other  than  the  client  is  authorized  to  make  copies.  Upon  request  made  directly  to  an  EDR  Account  Executive, 
the  client  may  be  permitted  to  make  a  limited  number  of  additional  photocopies.  This  permission  is  conditioned  upon  compliance  by  the  client,  its  customer  and  their 
agents  with  EDR’s  copyright  policy;  a  copy  of  which  is  available  upon  request. 


Disclaimer  -  Copyright  and  Trademark  Notice 

This  Report  contains  certain  information  obtained  from  a  variety  of  public  and  other  sources  reasonably  available  to  Environmental  Data  Resources,  Inc.  It  cannot 
be  concluded  from  this  Report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from  other  sources.  NO  WARRANTY 
EXPRESSED  OR  IMPLIED,  IS  MADE  WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA  RESOURCES,  INC.  SPECIFICALLY 
DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION,  MERCHANTABILITY  OR  FITNESS  FOR  A  PARTICULAR  USE 
OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL  ENVIRONMENTAL  DATA  RESOURCES,  INC.  BE  LIABLE  TO  ANYONE, 
WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OF  DAMAGE,  INCLUDING, 
WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  ANY  LIABILITY  ON  THE  PART  OF  ENVIRONMENTAL 
DATA  RESOURCES,  INC.  IS  STRICTLY  LIMITED  TO  A  REFUND  OF  THE  AMOUNT  PAID  FOR  THIS  REPORT.  Purchaser  accepts  this  Report  "AS  IS".  Any 
analyses,  estimates,  ratings,  environmental  risk  levels  or  risk  codes  provided  in  this  Report  are  provided  for  illustrative  purposes  only,  and  are  not  intended  to 
provide,  nor  should  they  be  interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmental  risk  for  any  property.  Only  a  Phase  I 
Environmental  Site  Assessment  performed  by  an  environmental  professional  can  provide  information  regarding  the  environmental  risk  for  any  property. 
Additionally,  the  information  provided  in  this  Report  is  not  to  be  construed  as  legal  advice. 


Copyright  201 6  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or  in  part,  of  any  report  or  map  of 
Environmental  Data  Resources,  Inc.,  or  its  affiliates,  is  prohibited  without  prior  written  permission. 

EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates.  All  other  trademarks  used  herein 
are  the  property  of  their  respective  owners. 
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Appendix  H 


PHOTOGRAPHIC  LOG 


DUNCKLEE  &  DUNHAM 

ENVIRONMENTAL  GEOLOGISTS  *  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 
1 


Date: 

5/9/2016 


Direction  o 

Southeast 


Photo: 


Description: 

Former  chicken¬ 
processing  plant 


Photo  No. 

Date: 

2 

5/9/2016 

Direction  o 

Photo: 

Southwest 

Description: 

Office  building  and 
mobile  home  used  for 

storage 
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DUNCKLEE  &  DUNHAM 

ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 

Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

Date: 

3 

5/9/2016 

Direction  o 

Photo: 

Southwest 

Description: 

Front  entrance  of 
former  Acme  McCrary 

warehouse 

Photo  No. 

Date: 

4 

5/9/2016 

Direction  o 

Photo: 

Northwest 

Description: 

W  astewater-retention 
pond 


PHOTOGRAPHIC  LOG 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Ine. 

Former  Townsend  Plant  and  Aeme  MeCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

5 


Date: 

5/9/2016 


Direction  o 

South 


Photo: 


Description: 


Former  gasoline  station 
adjaeent  to  the  plant 


Photo  No. 

Date: 

6 

5/9/2016 

Direction  o 

Photo: 

North 

Description: 

The  Aeme  MeCrary 
warehouse  faeility  on 
the  adjoining  property 
to  the  north,  as  viewed 
from  the  roof  of  the 

plant 
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ENVIROVMEKTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

7 


Date: 

5/9/2016 


Direction  o 

West 


Photo: 


Description: 

Relax  Inn  motel 


Photo  No. 

Date: 

8 

5/9/2016 

Direction  o 

Photo: 

South 

Description: 

Valvoline  Express 

Care;  the  warehouse 
building  is  in  the 

background 
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ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 

Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

Date: 

9 

5/9/2016 

Direction  o 

Photo: 

South 

Description: 

Star  Petrol  gasoline 
station  and  Quick  Way 
Mart  convenience  store 

property 

Photo  No. 

Date: 

10 

5/9/2016 

Direction  o 

Photo: 

South 

Description: 

Building  occupied  by 
Alvarado  Jewelry  #2, 

In  Soccer,  and  the  Vera 
Gala  special  event 

venue 
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DUNCKLEE  &  DUNHAM 

ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 
11 


Date: 

5/9/2016 


Direction  o 

Northwest 


Photo: 


Description: 

Hometown  Cleaners 


Photo  No. 

Date: 

12 

5/9/2016 

Direction  o 

Photo: 

Southwest 

Description: 

Star  Imports  car  repair 
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DUNCKLHH  &  DUNHAM 

FK  VIRONMFNTAI.  OFOl.OOISTS  A  nNOINFPRS 

Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

Date: 

13 

5/9/2016 

Direction  o 

Photo: 

Southwest 

Description: 

Driveway  entrance  to 
Realty  World  office 

building 

Photo  No. 

Date: 

14 

5/9/2016 

Direction  o 

Photo: 

Southwest 

Description: 

Lynne’s  Fabrics;  East 
Raleigh  Street  is  in  the 

foreground 

PHOTOGRAPHIC  LOG 
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ENVIROVMEKTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 
15 


Date: 

5/9/2016 


Direction  o 

North 


Photo: 


Description: 

Front  entrance  of  the 
former  chicken¬ 
processing  plant 


Photo  No. 

Date: 

16 

5/9/2016 

Direction  o 

Photo: 

Northwest 


Description: 

Former  maintenance 
building  on  western 
side  of  plant 


PHOTOGRAPHIC  LOG 
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ENVIROVMEKTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

17 


Date: 

5/9/2016 


Direction  o 

Northwest 


Photo: 


Description: 


Construction  debris 
near  the  foundation  pad 
for  the  water  AST 


Photo  No. 

18 

Date: 

5/9/2016 

Direction  o 

Photo: 

Northeast 

Description: 

Construction  debris  and 
hypochlorite  AST  on 
the  northern  side  of  the 
plant 
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ENVIROVMEKTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

19 


Date: 

5/9/2016 


Direction  o 

Southeast 


Photo: 


Description: 


Construction  debris  and 
ferrous  sulfate  and 
sodium  hydroxide 
ASTS  on  the  northern 
side  of  the  maintenance 
building 


Photo  No. 

Date: 

20 

5/9/2016 

Direction  o 

Photo: 

North 

Description: 

Construction  debris  on 
the  western  side  of  the 
maintenance  building 
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ENVIROVMEKTAL  GEOLOGISTS  &  ENGINEERS 


Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

21 


Date: 

5/9/2016 


Direction  o 

Northeast 


Photo: 


Description: 

Stain  surfaces  at  the 
freight  elevator  on  the 
southern  side  of  the 
plant 


Photo  No. 

Date: 

22 

5/9/2016 

Direction  o 

Photo: 

East 

Description: 

Flypochlorite  AST  on 
the  northern  side  of  the 

plant 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

23 


Date: 

5/9/2016 


Direction  o 

South 


Photo: 


Description: 


Bisulfate  and  sodium 
chloride  ASTs  on  the 
northern  side  of  the 
plant 


Photo  No. 

Date: 

24 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

ASTs  in  the  boiler 
room 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

25 


Date: 

5/9/2016 


Direction  o 

South 


Photo: 


Description: 

Location  of  USTs  used 
to  store  chicken  offal 


Photo  No. 

Date: 

26 

5/9/2016 

Direction  o 

Photo: 

Northeast 

Description: 

Cover  for  one  of  the 
water-supply  wells  on 
the  western  side  of  the 

plant 

PHOTOGRAPHIC  LOG 


DUNCKLEE  &  DUNHAM 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

27 


Date: 

5/9/2016 


Direction  o 

East 


Photo: 


Description: 


Northern  side  of  the 
warehouse 


Photo  No. 

Date: 

28 

5/9/2016 

Direction  o 

Photo: 

Northeast 

Description: 

Asphalt-paved  parking 
lot  and  warehouse 


PHOTOGRAPHIC  LOG  ] 
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Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

29 


Date: 

5/9/2016 


Direction  of  Photo: 

Southwest 


Description: 

Northeastern  side  of 
warehouse,  fuel  oil 
AST,  propane  AST, 
and  transformer 


Photo  No. 

Date: 

30 

5/9/2016 

Direction  o 

Photo: 

North 

Description: 

Former  location  of  the 
two  large  USTs  used  to 
fire  boilers,  and  a  cover 
for  one  of  the 
monitoring  wells.  The 
fuel  line  from  the  fuel 
oil  AST  to  the  boilers  is 
under  the  gravel. 


PHOTOGRAPHIC  LOG  J 
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ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 

Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

31 


Direction  o 

West 


Date: 

5/9/2016 


Photo: 


Description: 

Two  sets  of  fuel  lines 
that  enter  the  boiler 
room,  and  a  flush- 
mounted  cover  for  a 
second  monitoring  well 


Photo  No. 

Date: 

32 

5/9/2016 

Direction  o 

Photo: 

Northeast 

Description: 

Loading  dock  adjacent 
to  the  gravel-covered 
area  (on  the  right)  that 
is  the  former  location 
of  the  500-gallon  diesel 
UST;  a  flush-mounted 
cover  for  a  monitoring 
well  in  the  asphalt 
below  stepped  entrance 

to  building 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

33 


Date: 

5/9/2016 


Direction  o 

South 


Photo: 


Description: 


Flush-mounted 
monitoring  well  on 
asphalt  paving  adjacent 
to  steps  on  the 
southeastern  side  of  the 
warehouse 


Photo  No. 

Date: 

34 

5/9/2016 

Direction  o 

Photo: 

East 

Description: 

Subsurface  vertical 
structures,  assumed  to 
be  the  pumping  system 
for  wastewater,  on  the 
southwestern  side  of 
the  warehouse 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

35 


Date: 

5/9/2016 


Direction  o 

North 


Photo: 


Description: 

Canopy-covered  area 
where  chickens  were 
unloaded  from  trucks  at 
the  plant 


Photo  No. 

Date: 

36 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Scalding  room  with 
floor  drains 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

37 


Date: 

5/9/2016 


Direction  o 

Interior 


Photo: 


Description: 

Warehouse  with  floor 
drains 


Photo  No. 

Date: 

38 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Interior  of  maintenance 
building 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

39 


Date: 

5/9/2016 


Direction  o 

Interior 


Photo: 


Description: 

Metal  cabinet  with  one- 
and  five-gallon  buckets 
of  undetermined 
liquids;  black  stains  on 
floor  beneath  cabinet 


Photo  No. 

Date: 

40 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Former  laboratory 
room  in  the 
maintenance  shop 
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Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

41 


Date: 

5/9/2016 


Direction  of  Photo: 

Interior 


Description: 

Warehouse  emptied  of 
furnishings 


Photo  No. 

Date: 

42 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Open  area  of 
warehouse 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

43 


Date: 

05/2/2016 


Direction  o 

Interior 


Photo: 


Description: 


Floor  drains  in  a  former 
textile-production  area 
of  the  warehouse 


Photo  No. 

Date: 

44 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

A  floor  drain  and 
stained  floor  in  the 
warehouse 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

45 


Date: 

5/9/2016 


Direction  o 

Interior 


Photo: 


Description: 

Air  compressor  with 
leakage  of  hydraulic 
fluid  on  the  compressor 
housing  and  floor 
beneath 


Photo  No. 

Date: 

46 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

One  of  the  boilers 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

47 


Date: 

5/9/2016 


Direction  o 

Interior 


Photo: 


Description: 

The  second  boiler 


Photo  No. 

Date: 

48 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Drums  of  boiler 
chemicals,  covered 
with  paint  chips,  in  the 

boiler  room 
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Client  Name: 

Site  Location: 

Project  No. 

Mountaire  Farms  of  Delaware,  Inc. 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

201659 

Siler  City,  North  Carolina 

Photo  No. 

Date: 

49 

5/9/2016 

Direction  o 

Photo: 

Interior 


Description: 

Paint  chips  on  the  floor 
of  the  warehouse 


Photo  No. 

Date: 

50 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Overhead  pipes 
wrapped  with 

insulation 
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Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

51 


Date: 

05/2/2016 


Direction  of  Photo: 

Interior 


Description: 

Typical  office  in  the 
warehouse 


Photo  No. 

Date: 

52 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Carpet  installed  over 
floor  tile  in  office;  the 
carpet  was  wet 
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Client  Name: 

Mountaire  Farms  of  Delaware,  Inc. 

Site  Location: 

Former  Townsend  Plant  and  Acme  McCrary  Warehouse 

Siler  City,  North  Carolina 

Project  No. 

201659 

Photo  No. 

53 


Date: 

5/9/2016 


Direction  of  Photo: 

Interior 


Description: 

Possible  mold  on  a  wall 
in  one  of  the  offices 


Photo  No. 

Date: 

54 

5/9/2016 

Direction  o 

Photo: 

Interior 

Description: 

Ballasts  for  fluorescent 
lights 
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Rick  Kolb 


From: 

Sent: 

To: 

Subject: 


Rick  Kolb  <rkolb@dunckleedunham.com> 
Tuesday,  May  24,  2016  9:06  AM 
rkolb@dunckleedunham.conn 
Interview  with  Danny  Powers  (336)  953-5080 


Scott  Harris  gave  me  Danny's  name  as  someone  who  might  know  details  of  the  Acre  McCrary  warehouse.  However, 
Danny  said  he  had  not  worked  there.  He  works  for  the  present  owner  of  the  site,  Charles  Gardener,  who  Danny  said 
bought  the  site  in  2012.  He  said  Charles  did  not  have  an  environmental  site  assessment  conducted  when  he  purchased 
the  site,  buying  it  "as  is",  and  that  he  bought  the  building  for  use  as  a  warehouse.  He  said  Acme  McCrary  used  the 
building  for  warehouse  space,  but  never  used  it  for  manufacturing  of  textiles.  He  said  the  AST  on  the  eastern  side  of  the 
site,  next  to  the  transformer,  was  used  to  store  fuel  oil  for  the  boilers.  When  Mr.  Gardener  purchased  the  site,  he  had 
an  oil  company  empty  the  AST  of  fuel  oil. 


Richard  A,  Kolb,  L.G. 

Senior  Geologist 
Duncklee  &  Dunham,  P.C. 
511  Keisler  Drive,  Suite  102 
Cary,  North  Carolina  27518 
Office:  (919)858-9898X210 
Mobile:  (919)  624-6362 

rkolb@dunckleedunham.com 

www.dunckleedunham.com 
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Duncklee  &  Dunham,  P,C 


Job  Name: 

Date/Time: 

To: 

Reference: 


Telephone  Log 


Former  Townsend  Plant  and  Acme  McCrary 


Warehouse  Phase  1  ESA 


Job  No,: 


201659 


05/23/2016 


Phone  No,:  (919)742-2323 


Siler  City  Fire  Department 


From: 


Russell  Molyneux 


Request  information  pertaining  to  responses  to  fires  or  spills  of  hazardous  chemicals  or  petroleum 


Duncklee  &  Dunham  (D&D)  placed  a  telephone  call  to  Fire  Marshal  Charlie  McLaurin  at  the  Siler  City  Fire 
Department  at  14:00  on  May  23,  2016.  Fire  Marshal  McLaurin  could  not  recall  any  responses  to  fires  or  spills  of 
petroleum  or  hazardous  chemicals  at  the  subject  site. 


Rick  Kolb 


From: 

Sent: 

To: 

Subject: 


Rick  Kolb  <rkolb@dunckleedunham.com> 
Thursday,  May  26,  2016  9:19  AM 
rkolb@dunckleedunham.conn 
Telephone  interview  with  Jim  Hendrick 


1.  Jim  is  not  aware  of  environmental  concerns  at  the  site  other  than  the  USTs. 

2.  Two  of  the  water-supply  wells  were  used  on  and  off  as  needed.  The  third  well,  between  the  office  building  and 
guard  shack,  didn't  product  adequate  water  and  was  never  completed  or  used. 

3.  The  office  building  was  constructed  for  use  as  offices.  The  trailer  next  to  the  office  building  was  used  to  store 
paper  records. 

4.  Wastewater  was  pretreated  with  two  dissolved  air  floatation  (DAF)  systems.  After  running  the  wastewater 
through  one  system,  the  water  was  stored  in  the  1.6  million  gallon  AST  and  an  aerator  in  the  tank  reduced  BOD, 
and  then  the  water  went  through  a  second  DAF  system. 

5.  One  offal  UST  was  used  for  feathers  and  the  second  UST  was  used  for  the  internal  parts  of  the  chicken.  Trucks 
would  back  up  to  these  USTs  and  would  remove  the  wastes  from  these  USTs  with  an  auger  system. 


Richard  A,  Kolb,  L.G. 

Senior  Geologist 
Duncklee  &  Dunham,  P.C. 
511  Keisler  Drive,  Suite  102 
Cary,  North  Carolina  27518 
Office:  (919)858-9898X210 
Mobile:  (919)  624-6362 

rkolb@dunckleedunham.com 

www.dunckleedunham.com 
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Appendix  J 


RICHARD  A,  KOLB,  L.G.,  SENIOR  GEOLOGIST 


Rick  Kolb  completed  a  Bachelor  of  Arts  degree  with  honors  in  geology  from  the  University  of  Montana  and  a 
Master  of  Arts  degree  in  geology  from  the  University  of  Texas  at  Austin.  He  is  a  Licensed  Geologist  in  North 
Carolina,  a  Certified  Professional  Geologist  in  Virginia,  and  a  Registered  Professional  Geologist  in  South 
Carolina  with  25  years  of  experience  in  conducting  environmental  site  assessments,  UST  and  dry-cleaners  site 
assessments,  closures,  and  associated  remediation  programs.  His  project  experience  includes  sites  in  nearly 
every  state  in  the  United  States. 

Fields  of  Competence 

■  Managed,  provided  technical  review,  and/or  conducted  over  3,000  Phase  I  Environmental  Site 
Assessments  at  locations  across  the  United  States  and  in  Puerto  Rico  and  Mexico. 

■  Project  Manager  and  principal  for  site  assessments  related  to  releases  of  petroleum  products,  hazardous 
waste,  and  agricultural  chemicals  from  underground  and  aboveground  storage  tank  systems,  dry  cleaners, 
textile  plants,  wastewater  lagoons,  and  unknown  sources 

■  Interaction  with  regulatory  personnel  in  both  the  regional  and  central  offices  of  the  North  Carolina 
Department  of  Environment  and  Natural  Resources  (NCDENR). 

Professional  Associations 

■  North  Carolina  Board  for  the  Licensing  of  Geologists,  Chair  -  board  member  that  represents  the  consulting 
community 

■  Association  of  Environmental  &  Engineering  Geologists  —  Student  Liaison  and  past  chair  of  the  Carolinas 
Section 

■  North  Carolina  Bar  Association,  Environment,  Energy  and  Natural  Resources  Section  -  Associate 
Member  and  Co-chair  of  the  Cleanup  and  Waste  Programs  committee  for  the  section 

■  Carolina  Geological  Society 

Key  Assignments 

Phase  I  Environmental  Site  Assessments.  Mr.  Kolb  has  conducted,  managed,  and/or  provided 
technical  review  for  thousands  of  Phase  I  Environmental  Site  Assessments  (ESAs)  at  commercial,  residential, 
industrial,  institutional,  and  agricultural  sites,  both  occupied  and  abandoned,  and  at  undeveloped  sites.  He  is 
an  Environmental  Professional  as  defined  in  40  CFR  312.10  and  conducts  Phase  I  ESAs  at  Duncklee  & 
Dunham  for  private  corporations  and  the  public  sector,  including  those  conducted  under  EPA  Brownfield 
grants. 

Phase  II  Environmental  Site  Assessments.  Mr.  Kolb  has  conducted  and/or  managed  Phase  II 
Environmental  Site  Assessments  at  hundreds  of  sites,  through  which  he  has  gained  knowledge  of  the 
regulatory  requirements  of  NCDENR’s  regulatory  programs  and  familiarity  with  the  staff.  He  has  conducted 
UST  closures.  Limited  Site  Assessments  and  Comprehensive  Site  Assessments  under  NCDENR’s  UST 
program,  and  remedial  investigations  under  NCDENR’s  Superfund  program.  Mr.  Kolb  was  the  Project 
Manager  and  Principal  for  the  NCDENR’s  Green  Square  project  in  downtown  Raleigh  with  his  previous 
employer,  when  they  conducted  a  Phase  I  Environmental  Site  Assessment  and  Environmental  Assessment  at 
the  site  and  discovered  that  a  dry  cleaner  had  occupied  part  of  the  site  in  the  past.  Subsequently,  he  prepared  a 
Phase  II  Remedial  Investigation  (RI)  Work  Plan  for  soil  and  groundwater  contamination,  implemented  the 
work  plan,  prepared  a  Phase  II  Soils  RI  report  and  Remedial  Action  Plan  (RAP),  and  implemented  the  soils 
RAP. 

Project  and  program  Manager  eor  Dry-Cleaning  sites.  Mr.  Kolb  served  as  Program  Manager  from 
2005-2009  for  the  contract  between  MACTEC  (now  AMEC  Foster  Wheeler)  and  NCDENR’s  Dry-Cleaning 
Solvent  Cleanup  Program.  In  this  role,  he  was  the  primary  contact  with  NCDENR  personnel  for  projects 
across  the  state  that  were  assigned  to  MACTEC.  He  also  served  as  Project  Manager  and  Principal  for  those 
projects  assigned  to  the  Raleigh  office. 
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Appendix  K 


Table  1 

Summary  of  Laboratory  Test  Results,  Groundwater  Samples 
Former  Acme  McCrary  Warehouse 
Siler  City,  North  Carolina 


Sample  Identification  - 

1  MW-1  1 

1  MW-2  1 

1  MW-3  1 

1  MW-4  1 

1  MW-5  1 

MV 

Parameter 

Groundwater 

Quality 

Standards 

Value 

Q 

Value 

Q 

Value 

Q 

Value 

Q 

Value 

Q 

Value 

Volatile  Organic  Compounds  -  EPA  8260B 


Acrolein 

NE 

<8.87 

J4 

<8.87 

J4 

<8.87 

J4 

<8.87 

J4 

<8.87 

J4 

<8.87 

J4 

Dichlorodifluoromethane 

1  mg/L 

<0.551 

J4 

<0.551 

J4 

<0.551 

J4 

<0.551 

J4 

<0.551 

J4 

<0.551 

J4 

Semivolatile  Organic  Compounds  -  EPA  8270D 

Bis(2-ethylhexyl)phthalate 

3 

1.07 

B,  J 

1.06 

B,  J 

1.07 

B,  J 

1.04 

B,  J 

1.12 

B,  J 

1.05 

B,  J 

Di-n-butyl  phthalate 

NE 

0.741 

B,  J 

0.730 

B,  J 

0.794 

B,  J 

0.801 

B,  J 

0.804 

B,  J 

0.803 

B,  J 

Di-n-octyl  phthalate 

100 

<0.278 

0.981 

B,  J 

<0.278 

<0.278 

1.01 

B,  J 

<0.278 

B,  J 

Volatile  and  Extractable  Petroleum  Hydrocarbons  -  MADEP  Methods 

C5-C8  Aliphatics 

400 

<9.31 

9.83 

B,  J 

11.5 

B,  J 

10.8 

B,  J 

<9.31 

<9.31 

C9-C 1 8  Aliphatics 

700 

36.8 

B,  J 

33.1 

B,  J 

35.2 

B,  J 

30.4 

B,  J 

48.0 

B,  J 

36.6 

B,  J 

C19-C3  6  Aliphatics 

lOmg/E 

14.7 

B,  J 

17.6 

B,  J 

17.2 

B,  J 

16.3 

B,  J 

20.9 

B,  J 

20.3 

B,  J 

C9-C22  Aromatics 

200 

20.7 

B,  J 

20.4 

B,  J 

22.2 

B,  J 

20.3 

B,  J 

48.4 

B,  J 

20.8 

B,  J 

Notes: 

Samples  collected  on  May  17,  2016 

All  results  in  pg/L  except  C19-C36  aliphatics  and  dichlorodifluoromethane 
North  Carolina  groundwater  quality  standards  as  defined  in  15A  NCAC  2L  .0202 
NE  -  Groundwater  quality  standard  not  established 
Qualifiers: 

Q  =  Laboratory  Qualifier 

J  =  The  identification  of  the  analyte  is  acceptable:  the  reported  value  is  an  estimate 
J4  =  The  associated  batch  QC  was  outside  the  established  quality  control  range  for  accuracy 
B  =  The  same  analyte  is  found  in  the  associated  blank 
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ANALYTICAL  REPORT 

May  20,  2016 


Duncklee  and  Dunham 

Sample  Delivery  Group: 

L836194 

Samples  Received: 

05/18/2016 

Project  Number: 

201659 

Description: 

Mount  Aire 

Site: 

SILER  CITY,  NC 

Report  To: 

Rick  Kolb 

PO  Box  639 

Cary,  NC  27512 

Entire  Report  Reviewed  By: 


Jimmy  Hunt 

Technical  Service  Representative 


Results  relate  only  to  the  Items  tested  or  calibrated  and  are  reported  as  rounded  values.  This  test  report  shall  not  be 
reproduced,  except  in  full,  without  written  approval  of  the  laboratory.  Where  applicable,  sampling  conducted  by  ESC  is 
performed  per  guidance  provided  in  laboratory  standard  operating  procedures:  060302,  060303,  and  060304. 
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SAMPLE  SUMMARY 


ONE  LAB.  NATIONWIDE.  i|| 


MW-1  L836194-01  GW 

Collected  by 

Kevin  Kelt 

Collected  date/time 
05/17/16  12:07 

Received  date/time 

05/18/16  09:00 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1 

05/18/16  20:59 

05/19/16  06:14 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  21:31 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/20/16  01:21 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1 

05/18/16  20:27 

05/18/16  20:27 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1 

05/18/16  17:12 

05/18/16 17:12 

DAH 

Collected  by 

Collected  date/time 

Received  date/time 

MW-2  L836194-02  GW 

Kevin  Kelt 

05/17/16  16:25 

05/18/16  09:00 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1 

05/18/16  20:59 

05/19/16  06:37 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  21:52 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/20/16  01:00 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1 

05/18/16  20:44 

05/18/16  20:44 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1 

05/18/16  17:45 

05/18/16 17:45 

DAH 

Collected  by 

Collected  date/time 

Received  date/time 

MW-3  L836194-03  GW 

Kevin  Kelt 

05/17/16  19:20 

05/18/16  09:00 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1 

05/18/16  20:59 

05/19/16  07:01 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  22:13 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/20/16  00:39 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1 

05/18/16  21:01 

05/18/16  21:01 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1 

05/18/16  18:18 

05/18/16 18:18 

DAH 

Collected  by 

Collected  date/time 

Received  date/time 

MW-4  L836194-04  GW 

Kevin  Kelt 

05/17/16 17:30 

05/18/16  09:00 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1 

05/18/16  20:59 

05/19/16  07:24 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  22:34 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/20/16  00:18 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1 

05/18/16  21:19 

05/18/16  21:19 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1 

05/18/16  18:51 

05/18/16 18:51 

DAH 

Collected  by 

Collected  date/time 

Received  date/time 

MW-5  L836194-05  GW 

Kevin  Kelt 

05/17/1617:55 

05/18/16  09:00 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1 

05/18/16  20:59 

05/19/16  07:48 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  22:55 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1 

05/19/16  13:24 

05/19/16  23:57 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1 

05/18/16  21:36 

05/18/16  21:36 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1 

05/18/16  19:24 

05/18/16 19:24 

DAH 

'cp 


Cn 


Sr 


Qc 


Gl 


Al 


Sc 
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PROJECT: 
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SDG: 
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DATE/TIME: 
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SAMPLE  SUMMARY 


ONE  LAB.  NATIONWIDE.  i|| 


MW-6  L836194-06  GW 

Collected  by 

Kevin  Kelt 

Collected  date/time 
05/17/16  18:25 

Received  date/time 

05/18/16  09:00 

Method 

Batch 

Dilution  Preparation 

Analysis 

Analyst 

date/time 

date/time 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG873225 

1  05/18/16  20:59 

05/19/16  08:11 

JE 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1  05/19/16 13:24 

05/19/16  23:16 

AAT 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG873851 

1  05/19/16 13:24 

05/19/16  23:36 

AAT 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873662 

1  05/18/16  21:53 

05/18/16  21:53 

DAH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG873474 

1  05/18/16 19:57 

05/18/16 19:57 

DAH 

Cp 


To 


Cn 


Sr 


Qc 


Gl 


Al 


Sc 
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SDG: 
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CASE  NARRATIVE 


ONE  LAB.  NATIONWIDE. 


All  sample  aliquots  were  received  at  the  correct  temperature,  in  the  proper  containers,  with  the 
appropriate  preservatives,  and  within  method  specified  holding  times.  All  MDL  (LOD)  and  RDL  (LOQ) 
values  reported  for  environmental  samples  have  been  corrected  for  the  dilution  factor  used  in  the 
analysis.  All  Method  and  Batch  Quality  Control  are  within  estabiished  criteria  except  where  addressed 
in  this  case  narrative,  a  non-conformance  form  or  properly  qualified  within  the  sample  results.  By  my 
digital  signature  below,  I  affirm  to  the  best  of  my  knowledge,  all  problems/anomalies  observed  by  the 
laboratory  as  having  the  potential  to  affect  the  quality  of  the  data  have  been  identified  by  the 
laboratory,  and  no  information  or  data  have  been  knowingly  withheld  that  would  affect  the  quality  of  the 
data. 


Jimmy  Hunt 

Technical  Service  Representative 


'cp 


2 

Tc 


4 

Cn 


8 
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ONE  LAB.  NATIONWIDE.  }$( 


MW-1  SAMPLE  RESULTS  -  01 

Collected  date/time:  05/17/16  12:07  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

2 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 17:12 

WG873474 

Tc 

C5-C8  Aliphatics 

U 

9.31 

100 

05/18/2016 17:12 

WG873474 

3 

C9-C12  Aliphatics 

16.8 

B  J 

7.80 

100 

1 

05/18/2016 17:12 

WG873474 

Ss 

C9-C10  Aromatics 

20.7 

B  J 

10.8 

100 

05/18/2016 17:12 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

101 

70.0-130 

05/18/2016  17:12 

WG873474 

4 

Cn 

(S)  2,5-Dibromotoluene(PID) 

101 

70.0-130 

05/18/2016  17:12 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

5 

Sr 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

”Qc 

Acetone 

u 

10.0 

50.0 

05/18/2016  20:27 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  20:27 

WG873662 

7 

Gl 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  20:27 

WG873662 

Benzene 

u 

0.331 

1.00 

05/18/2016  20:27 

WG873662 

8 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  20:27 

WG873662 

Al 

Bromodichloromethane 

u 

0.380 

1.00 

05/18/2016  20:27 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  20:27 

WG873662 

9 

Sc 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  20:27 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  20:27 

WG873662 

sec-Butylbenzene 

u 

0.365 

1.00 

1 

05/18/2016  20:27 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  20:27 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  20:27 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  20:27 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  20:27 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  20:27 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  20:27 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  20:27 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  20:27 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  20:27 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  20:27 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  20:27 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  20:27 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  20:27 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  20:27 

WG873662 

cis-1,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  20:27 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  20:27 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  20:27 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  20:27 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  20:27 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  20:27 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  20:27 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  20:27 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  20:27 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  20:27 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  20:27 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  20:27 

WG873662 
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MW-1  SAMPLE  RESULTS  -  01 

Collected  date/time:  05/17/16  12:07  L836194 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0 

1 

05/18/2016  20:27 

WG873662 

Methyl  tert-butyl  ether 

U 

0.367 

1.00 

1 

05/18/2016  20:27 

WG873662 

Naphthalene 

U 

1.00 

5.00 

1 

05/18/2016  20:27 

WG873662 

n-Propylbenzene 

U 

0.349 

1.00 

1 

05/18/2016  20:27 

WG873662 

Styrene 

U 

0.307 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00 

1 

05/18/2016  20:27 

WG873662 

Tetrachloroethene 

U 

0.372 

1.00 

1 

05/18/2016  20:27 

WG873662 

Toluene 

U 

0.780 

5.00 

1 

05/18/2016  20:27 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,1,2-Trichloroethane 

U 

0.383 

1.00 

1 

05/18/2016  20:27 

WG873662 

Trichloroethene 

U 

0.398 

1.00 

1 

05/18/2016  20:27 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00 

1 

05/18/2016  20:27 

WG873662 

1,2,3-Trichloropropane 

U 

0.807 

2.50 

1 

05/18/2016  20:27 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00 

1 

05/18/2016  20:27 

WG873662 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00 

1 

05/18/2016  20:27 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00 

1 

05/18/2016  20:27 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00 

1 

05/18/2016  20:27 

WG873662 

(S)  Toluene-dS 

108 

90.0-115 

05/18/201620:27 

WG873662 

(S)  Dibromofluoromethane 

107 

79.0-121 

05/18/201620:27 

WG873662 

(S)  4-Bromofluorobenzene 

107 

80.1-120 

05/18/201620:27 

WG873662 

'cp 


Cn 


Qc 


Gl 


Al 


Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 
Hydrocarbon 

34.7 

J 

33.0 

100  1 

05/20/2016  01:21 

WG873851 

C9-C18  Aliphatics 

20.0 

B  J 

14.0 

100  1 

05/19/2016  21:31 

WG873851 

C19-C36  Aliphatics 

14.7 

B  J 

8.53 

100  1 

05/19/2016  21:31 

WG873851 

C1TC22  Aromatics 

U 

21.1 

100  1 

05/20/2016  01:21 

WG873851 

(S)  o-Terphenyl 

79.9 

40.0-140 

05/20/2016  01:21 

WG873851 

(S)  l-Chloro-octadecane 

66.9 

40.0-140 

05/19/201621:31 

WG873851 

(S)  2-Fluorobiphenyl 

100 

40.0-140 

05/20/2016  01:21 

WG873851 

(S)  2-Bromonaphthalene 

93.2 

40.0-140 

05/20/2016  01:21 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  06:14 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  06:14 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  06:14 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  06:14 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  06:14 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  06:14 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  06:14 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  06:14 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  06:14 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  06:14 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  06:14 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  06:14 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  06:14 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  06:14 

WG873225 
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ONE  LAB.  NATIONWIDE.  i|| 


MW-1  SAMPLE  RESULTS  -  01 

Collected  date/time:  05/17/16  12:07  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  06:14 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  06:14 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  06:14 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  06:14 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  06:14 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  06:14 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  06:14 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  06:14 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  06:14 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  06:14 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  06:14 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  06:14 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  06:14 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  06:14 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  06:14 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  06:14 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  06:14 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  06:14 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  06:14 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.07 

Li 

0.709 

3.00 

1 

05/19/2016  06:14 

WG873225 

Di-n-butyl  phthalate 

0.741 

Li 

0.266 

3.00 

1 

05/19/2016  06:14 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  06:14 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  06:14 

WG873225 

Di-n-octyl  phthalate 

U 

0.278 

3.00 

1 

05/19/2016  06:14 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  06:14 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  06:14 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  06:14 

WG873225 

2-Chlorophenol 

U 

0.283 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,4-Dichlorophenol 

U 

0.284 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,4-Dimethylphenol 

U 

0.624 

10.0 

1 

05/19/2016  06:14 

WG873225 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,4-Dinitrophenol 

U 

3.25 

10.0 

1 

05/19/2016  06:14 

WG873225 

2-Nitrophenol 

u 

0.320 

10.0 

1 

05/19/2016  06:14 

WG873225 

4-Nitrophenol 

u 

2.01 

10.0 

1 

05/19/2016  06:14 

WG873225 

Pentachlorophenol 

u 

0.313 

10.0 

1 

05/19/2016  06:14 

WG873225 

Phenol 

u 

0.334 

10.0 

1 

05/19/2016  06:14 

WG873225 

2,4,6-Trichlorophenol 

u 

0.297 

10.0 

1 

05/19/2016  06:14 

WG873225 

(S)  2-Fluorophenol 

40.1 

10.0-77.9 

05/19/2016  06:14 

WG873225 

(S)  Phenol-d5 

28.7 

5.00-70.1 

05/19/2016  06:14 

WG873225 

(S)  Nitrobenzene-d5 

58.9 

21.8-123 

05/19/2016  06:14 

WG873225 

(S)  2-Fluorobiphenyl 

64.9 

29.5-131 

05/19/2016  06:14 

WG873225 

(S)  2,4,6-Tribromophenol 

57.0 

11.2-130 

05/19/2016  06:14 

WG873225 

(S)  p-TerphenyFd14 

73.5 

29.3-137 

05/19/2016  06:14 

WG873225 

'cp 


Cn 


Qc 


Gl 


Al 
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MW-2  SAMPLE  RESULTS  -  02 

Collected  date/time:  05/17/16  16:25  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 17:45 

WG873474 

C5-C8  Aliphatics 

9.83 

Li 

9.31 

100 

1 

05/18/2016 17:45 

WG873474 

C9-C12  Aliphatics 

16.4 

B  J 

7.80 

100 

1 

05/18/2016 17:45 

WG873474 

C9-C10  Aromatics 

20.4 

B  J 

10.8 

100 

1 

05/18/2016 17:45 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

102 

70.0-130 

05/18/2016  17:45 

WG873474 

(S)  2,5-Dibromotoluene(PID) 

103 

70.0-130 

05/18/2016  17:45 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acetone 

u 

10.0 

50.0 

1 

05/18/2016  20:44 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  20:44 

WG873662 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  20:44 

WG873662 

Benzene 

u 

0.331 

1.00 

1 

05/18/2016  20:44 

WG873662 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  20:44 

WG873662 

Bromodichloromethane 

u 

0.380 

1.00 

1 

05/18/2016  20:44 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  20:44 

WG873662 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  20:44 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  20:44 

WG873662 

sec-Butyibenzene 

u 

0.365 

1.00 

1 

05/18/2016  20:44 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  20:44 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  20:44 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  20:44 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  20:44 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  20:44 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  20:44 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  20:44 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  20:44 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  20:44 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  20:44 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  20:44 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  20:44 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  20:44 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  20:44 

WG873662 

cis-l,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  20:44 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  20:44 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  20:44 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  20:44 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  20:44 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  20:44 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  20:44 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  20:44 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  20:44 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  20:44 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  20:44 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  20:44 

WG873662 

'cp 
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MW-2 


SAMPLE  RESULTS  -  02 


Collected  date/time:  05/17/16  16:25  L836194 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0 

1 

05/18/2016  20:44 

WG873662 

Methyl  tert-butyl  ether 

U 

0.367 

1.00 

1 

05/18/2016  20:44 

WG873662 

Naphthalene 

U 

1.00 

5.00 

1 

05/18/2016  20:44 

WG873662 

n-Propylbenzene 

U 

0.349 

1.00 

1 

05/18/2016  20:44 

WG873662 

Styrene 

U 

0.307 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00 

1 

05/18/2016  20:44 

WG873662 

Tetrachloroethene 

U 

0.372 

1.00 

1 

05/18/2016  20:44 

WG873662 

Toluene 

U 

0.780 

5.00 

1 

05/18/2016  20:44 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,1,2-Trichloroethane 

U 

0.383 

1.00 

1 

05/18/2016  20:44 

WG873662 

Trichloroethene 

U 

0.398 

1.00 

1 

05/18/2016  20:44 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00 

1 

05/18/2016  20:44 

WG873662 

1,2,3-Trichloropropane 

U 

0.807 

2.50 

1 

05/18/2016  20:44 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00 

1 

05/18/2016  20:44 

WG873662 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00 

1 

05/18/2016  20:44 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00 

1 

05/18/2016  20:44 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00 

1 

05/18/2016  20:44 

WG873662 

(S)  Toluene-dS 

m 

90.0-115 

05/18/201620:44 

WG873662 

(S)  Dibromofluoromethane 

107 

79.0-121 

05/18/201620:44 

WG873662 

(S)  4-Bromofluorobenzene 

108 

80.1-120 

05/18/201620:44 

WG873662 

Semi-Volatile  Organic  Compounds  (GO)  by  Method  MADEPE 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 
Hydrocarbon 

34.3 

J 

33.0 

100  1 

05/20/2016  01:00 

WG873851 

C9-C18  Aliphatics 

16.7 

B  J 

14.0 

100  1 

05/19/2016  21:52 

WG873851 

C19-C36  Aliphatics 

17.6 

B  J 

8.53 

100  1 

05/19/2016  21:52 

WG873851 

C1TC22  Aromatics 

U 

21.1 

100  1 

05/20/2016  01:00 

WG873851 

(S)  o-Terphenyl 

72.5 

40.0-140 

05/20/2016  01:00 

WG873851 

(S)  l-Chloro-octadecane 

65.4 

40.0-140 

05/19/201621:52 

WG873851 

(S)  2-Fluorobiphenyl 

93.4 

40.0-140 

05/20/2016  01:00 

WG873851 

(S)  2-Bromonaphthalene 

88.5 

40.0-140 

05/20/2016  01:00 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  06:37 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  06:37 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  06:37 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  06:37 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  06:37 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  06:37 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  06:37 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  06:37 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  06:37 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  06:37 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  06:37 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  06:37 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  06:37 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  06:37 

WG873225 

'cp 
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MW-2  SAMPLE  RESULTS  -  02 

Collected  date/time:  05/17/16  16:25  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  06:37 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  06:37 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  06:37 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  06:37 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  06:37 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  06:37 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  06:37 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  06:37 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  06:37 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  06:37 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  06:37 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  06:37 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  06:37 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  06:37 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  06:37 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  06:37 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  06:37 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  06:37 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  06:37 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.06 

Li 

0.709 

3.00 

1 

05/19/2016  06:37 

WG873225 

Di-n-butyl  phthalate 

0.730 

Li 

0.266 

3.00 

1 

05/19/2016  06:37 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  06:37 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  06:37 

WG873225 

Di-n-octyl  phthalate 

0.981 

B  J 

0.278 

3.00 

1 

05/19/2016  06:37 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  06:37 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  06:37 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  06:37 

WG873225 

2-Chlorophenol 

U 

0.283 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,4-Dichlorophenol 

U 

0.284 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,4-Dimethylphenol 

U 

0.624 

10.0 

1 

05/19/2016  06:37 

WG873225 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,4-Dinitrophenol 

U 

3.25 

10.0 

1 

05/19/2016  06:37 

WG873225 

2-Nitrophenol 

U 

0.320 

10.0 

1 

05/19/2016  06:37 

WG873225 

4-Nitrophenol 

U 

2.01 

10.0 

1 

05/19/2016  06:37 

WG873225 

Pentachlorophenol 

U 

0.313 

10.0 

1 

05/19/2016  06:37 

WG873225 

Phenol 

U 

0.334 

10.0 

1 

05/19/2016  06:37 

WG873225 

2,4,6-Trichlorophenol 

U 

0.297 

10.0 

1 

05/19/2016  06:37 

WG873225 

(S)  2-Fluorophenol 

41.6 

10.0-77.9 

05/19/2016  06:37 

WG873225 

(S)  Phenol-d5 

28.9 

5.00-70.1 

05/19/2016  06:37 

WG873225 

(S)  Nitrobenzene-d5 

61.1 

21.8-123 

05/19/2016  06:37 

WG873225 

(S)  2-Fluorobiphenyl 

66.6 

29.5-131 

05/19/2016  06:37 

WG873225 

(S)  2,4,6-Tribromophenol 

59.5 

11.2-130 

05/19/2016  06:37 

WG873225 

(S)  p-TerphenyFd14 

74.7 

29.3-137 

05/19/2016  06:37 

WG873225 

'cp 
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MW-3  SAMPLE  RESULTS  -  03 

Collected  date/time:  05/17/16  19:20  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

2 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 18:18 

WG873474 

Tc 

C5-C8  Aliphatics 

11.5 

9.31 

100 

05/18/2016 18:18 

WG873474 

3 

C9-C12  Aliphatics 

20.5 

B  J 

7.80 

100 

1 

05/18/2016 18:18 

WG873474 

Ss 

C9-C10  Aromatics 

22.2 

B  J 

10.8 

100 

05/18/2016 18:18 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

105 

70.0-130 

05/18/2016  18:18 

WG873474 

4 

Cn 

(S)  2,5-Dibromotoluene(PID) 

105 

70.0-130 

05/18/2016 18:18 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

5 

Sr 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

”Qc 

Acetone 

u 

10.0 

50.0 

05/18/2016  21:01 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  21:01 

WG873662 

7 

Gl 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  21:01 

WG873662 

Benzene 

u 

0.331 

1.00 

05/18/2016  21:01 

WG873662 

8 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  21:01 

WG873662 

Al 

Bromodichloromethane 

u 

0.380 

1.00 

05/18/2016  21:01 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  21:01 

WG873662 

9 

Sc 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  21:01 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  21:01 

WG873662 

sec-Butylbenzene 

u 

0.365 

1.00 

1 

05/18/2016  21:01 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  21:01 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  21:01 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  21:01 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  21:01 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  21:01 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  21:01 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  21:01 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  21:01 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  21:01 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  21:01 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  21:01 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  21:01 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  21:01 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  21:01 

WG873662 

cis-1,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  21:01 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  21:01 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  21:01 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  21:01 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  21:01 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  21:01 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  21:01 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  21:01 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  21:01 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  21:01 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  21:01 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  21:01 

WG873662 
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MW-3  SAMPLE  RESULTS  -  03 

Collected  date/time:  05/17/16  19:20  L836194 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0 

1 

05/18/2016  21:01 

wGmmi 

Methyl  tert-butyl  ether 

U 

0.367 

1.00 

1 

05/18/2016  21:01 

WG873662 

Naphthalene 

U 

1.00 

5.00 

1 

05/18/2016  21:01 

msiseei 

n-Propylbenzene 

U 

0.349 

1.00 

1 

05/18/2016  21:01 

WG873662 

Styrene 

U 

0.307 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00 

1 

05/18/2016  21:01 

WG873662 

Tetrachloroethene 

U 

0.372 

1.00 

1 

05/18/2016  21:01 

WG873662 

Toluene 

U 

0.780 

5.00 

1 

05/18/2016  21:01 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,1,2-Trichloroethane 

U 

0.383 

1.00 

1 

05/18/2016  21:01 

WG873662 

Trichloroethene 

U 

0.398 

1.00 

1 

05/18/2016  21:01 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00 

1 

05/18/2016  21:01 

WG873662 

1,2,3-Trichloropropane 

U 

0.807 

2.50 

1 

05/18/2016  21:01 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00 

1 

05/18/2016  21:01 

WG873662 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00 

1 

05/18/2016  21:01 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00 

1 

05/18/2016  21:01 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00 

1 

05/18/2016  21:01 

WG873662 

(S)  Toluene-dS 

m 

90.0-115 

05/18/201621:01 

WG873662 

(S)  Dibromofluoromethane 

107 

79.0-121 

05/18/201621:01 

WG873662 

(S)  4-Bromofluorobenzene 

109 

80.1-120 

05/18/201621:01 

WG873662 

'cp 


Cn 


Qc 


Gl 


Al 


Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 
Hydrocarbon 

U 

33.0 

100  1 

05/20/2016  00:39 

WG873851 

C9-C18  Aliphatics 

14.7 

LL 

14.0 

100  1 

05/19/2016  22:13 

WG873851 

C19-C36  Aliphatics 

17.2 

B  J 

8.53 

100  1 

05/19/2016  22:13 

WG873851 

C1TC22  Aromatics 

U 

21.1 

100  1 

05/20/2016  00:39 

WG873851 

(S)  o-Terphenyl 

74.6 

40.0-140 

05/20/2016  00:39 

WG873851 

(S)  l-Chloro-octadecane 

64.9 

40.0-140 

05/19/201622:13 

WG873851 

(S)  2-Fluorobiphenyl 

98.9 

40.0-140 

05/20/2016  00:39 

WG873851 

(S)  2-Bromonaphthalene 

94.9 

40.0-140 

05/20/2016  00:39 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  07:01 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  07:01 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  07:01 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  07:01 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  07:01 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  07:01 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  07:01 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  07:01 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  07:01 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  07:01 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  07:01 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  07:01 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  07:01 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  07:01 

WG873225 
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MW-3  SAMPLE  RESULTS  -  03 

Collected  date/time:  05/17/16  19:20  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  07:01 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  07:01 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  07:01 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  07:01 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  07:01 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  07:01 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  07:01 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  07:01 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  07:01 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  07:01 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  07:01 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  07:01 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  07:01 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  07:01 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  07:01 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  07:01 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  07:01 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  07:01 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  07:01 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.07 

Li 

0.709 

3.00 

1 

05/19/2016  07:01 

WG873225 

Di-n-butyl  phthalate 

0.794 

Li 

0.266 

3.00 

1 

05/19/2016  07:01 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  07:01 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  07:01 

WG873225 

Di-n-octyl  phthalate 

U 

0.278 

3.00 

1 

05/19/2016  07:01 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  07:01 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  07:01 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  07:01 

WG873225 

2-Chlorophenol 

U 

0.283 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,4-Dichlorophenol 

U 

0.284 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,4-Dimethylphenol 

U 

0.624 

10.0 

1 

05/19/2016  07:01 

WG873225 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,4-Dinitrophenol 

U 

3.25 

10.0 

1 

05/19/2016  07:01 

WG873225 

2-Nitrophenol 

U 

0.320 

10.0 

1 

05/19/2016  07:01 

WG873225 

4-Nitrophenol 

U 

2.01 

10.0 

1 

05/19/2016  07:01 

WG873225 

Pentachlorophenol 

u 

0.313 

10.0 

1 

05/19/2016  07:01 

WG873225 

Phenol 

u 

0.334 

10.0 

1 

05/19/2016  07:01 

WG873225 

2,4,6-Trichlorophenol 

u 

0.297 

10.0 

1 

05/19/2016  07:01 

WG873225 

(S)  2-Fluorophenol 

32.6 

10.0-77.9 

05/19/2016  07:01 

WG873225 

(S)  Phenol-d5 

24.6 

5.00-70.1 

05/19/2016  07:01 

WG873225 

(S)  Nitrobenzene-d5 

49.3 

21.8-123 

05/19/2016  07:01 

WG873225 

(S)  2-Fluorobiphenyl 

58.2 

29.5-131 

05/19/201607:01 

WG873225 

(S)  2,4,6-Tribromophenol 

63.7 

11.2-130 

05/19/2016  07:01 

WG873225 

(S)  p-TerphenyFd14 

67.7 

29.3-137 

05/19/2016  07:01 

WG873225 

'cp 


Cn 


Qc 


Gl 


Al 
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MW-4  SAMPLE  RESULTS  -  04 

Collected  date/time:  05/17/16  17:30  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 18:51 

WG873474 

C5-C8  Aliphatics 

10.8 

Li 

9.31 

100 

1 

05/18/2016 18:51 

WG873474 

C9-C12  Aliphatics 

16.4 

B  J 

7.80 

100 

1 

05/18/2016 18:51 

WG873474 

C9-C10  Aromatics 

20.3 

B  J 

10.8 

100 

1 

05/18/2016 18:51 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

104 

70.0-130 

05/18/2016  18:51 

WG873474 

(S)  2,5-Dibromotoluene(PID) 

104 

70.0-130 

05/18/2016  18:51 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acetone 

u 

10.0 

50.0 

1 

05/18/2016  21:19 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  21:19 

WG873662 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  21:19 

WG873662 

Benzene 

u 

0.331 

1.00 

1 

05/18/2016  21:19 

WG873662 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  21:19 

WG873662 

Bromodichloromethane 

u 

0.380 

1.00 

1 

05/18/2016  21:19 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  21:19 

WG873662 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  21:19 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  21:19 

WG873662 

sec-Butyibenzene 

u 

0.365 

1.00 

1 

05/18/2016  21:19 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  21:19 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  21:19 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  21:19 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  21:19 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  21:19 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  21:19 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  21:19 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  21:19 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  21:19 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  21:19 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  21:19 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  21:19 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  21:19 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  21:19 

WG873662 

cis-l,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  21:19 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  21:19 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  21:19 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  21:19 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  21:19 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  21:19 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  21:19 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  21:19 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  21:19 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  21:19 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  21:19 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  21:19 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  21:19 

WG873662 

'cp 


Cn 


Qc 


Gl 


Al 
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MW-4 


SAMPLE  RESULTS  -  04 


Collected  date/time:  05/17/16  17:30  L836194 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0  1 

05/18/2016  21:19 

WG873662 

Methyl  tert-butyl  ether 

U 

0.367 

1.00  1 

05/18/2016  21:19 

WG873662 

Naphthalene 

U 

1.00 

5.00  1 

05/18/2016  21:19 

WG873662 

n-Propylbenzene 

U 

0.349 

1.00  1 

05/18/2016  21:19 

WG873662 

Styrene 

U 

0.307 

1.00  1 

05/18/2016  21:19 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00  1 

05/18/2016  21:19 

WG873662 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00  1 

05/18/2016  21:19 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00  1 

05/18/2016  21:19 

WG873662 

Tetrachloroethene 

U 

0.372 

1.00  1 

05/18/2016  21:19 

WG873662 

Toluene 

U 

0.780 

5.00  1 

05/18/2016  21:19 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00  1 

05/18/2016  21:19 

WG873662 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00  1 

05/18/2016  21:19 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00  1 

05/18/2016  21:19 

WG873662 

1,1,2-Trichloroethane 

U 

0.383 

1.00  1 

05/18/2016  21:19 

WG873662 

Trichloroethene 

U 

0.398 

1.00  1 

05/18/2016  21:19 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00  1 

05/18/2016  21:19 

WG873662 

1,2,3-Trichloropropane 

U 

0.807 

2.50  1 

05/18/2016  21:19 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00  1 

05/18/2016  21:19 

WG873662 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00  1 

05/18/2016  21:19 

WG873662 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00  1 

05/18/2016  21:19 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00  1 

05/18/2016  21:19 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00  1 

05/18/2016  21:19 

WG873662 

(S)  Toluene-dS 

107 

90.0-115 

05/18/201621:19 

WG873662 

(S)  Dibromofluoromethane 

107 

79.0-121 

05/18/201621:19 

WG873662 

(S)  4-Bromofluorobenzene 

105 

80.1-120 

05/18/201621:19 

WG873662 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 
Hydrocarbon 

U 

33.0 

100  1 

05/20/2016  00:18 

WG873851 

C9-C18  Aliphatics 

14.0 

LL 

14.0 

100  1 

05/19/2016  22:34 

WG873851 

C19-C36  Aliphatics 

16.3 

B  J 

8.53 

100  1 

05/19/2016  22:34 

WG873851 

C1TC22  Aromatics 

U 

21.1 

100  1 

05/20/2016  00:18 

WG873851 

(S)  o-Terphenyl 

63.9 

40.0-140 

05/20/2016  00:18 

WG873851 

(S)  l-Chloro-octadecane 

55.2 

40.0-140 

05/19/201622:34 

WG873851 

(S)  2-Fluorobiphenyl 

83.9 

40.0-140 

05/20/2016  00:18 

WG873851 

(S)  2-Bromonaphthalene 

80.3 

40.0-140 

05/20/2016  00:18 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  07:24 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  07:24 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  07:24 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  07:24 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  07:24 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  07:24 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  07:24 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  07:24 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  07:24 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  07:24 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  07:24 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  07:24 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  07:24 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  07:24 

WG873225 
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MW-4  SAMPLE  RESULTS  -  04 

Collected  date/time:  05/17/16  17:30  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  07:24 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  07:24 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  07:24 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  07:24 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  07:24 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  07:24 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  07:24 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  07:24 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  07:24 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  07:24 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  07:24 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  07:24 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  07:24 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  07:24 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  07:24 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  07:24 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  07:24 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  07:24 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  07:24 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.04 

Li 

0.709 

3.00 

1 

05/19/2016  07:24 

WG873225 

Di-n-butyl  phthalate 

0.801 

Li 

0.266 

3.00 

1 

05/19/2016  07:24 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  07:24 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  07:24 

WG873225 

Di-n-octyl  phthalate 

U 

0.278 

3.00 

1 

05/19/2016  07:24 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  07:24 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  07:24 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  07:24 

WG873225 

2-Chlorophenol 

u 

0.283 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,4-Dichlorophenol 

u 

0.284 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,4-Dimethylphenol 

u 

0.624 

10.0 

1 

05/19/2016  07:24 

WG873225 

4,6-Dinitro-2-methylphenol 

u 

2.62 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,4-Dinitrophenol 

u 

3.25 

10.0 

1 

05/19/2016  07:24 

WG873225 

2-Nitrophenol 

u 

0.320 

10.0 

1 

05/19/2016  07:24 

WG873225 

4-Nitrophenol 

u 

2.01 

10.0 

1 

05/19/2016  07:24 

WG873225 

Pentachlorophenol 

u 

0.313 

10.0 

1 

05/19/2016  07:24 

WG873225 

Phenol 

u 

0.334 

10.0 

1 

05/19/2016  07:24 

WG873225 

2,4,6-Trichlorophenol 

u 

0.297 

10.0 

1 

05/19/2016  07:24 

WG873225 

(S)  2-Fluorophenol 

33.7 

10.0-77.9 

05/19/2016  07:24 

WG873225 

(S)  Phenol-d5 

24.3 

5.00-70.1 

05/19/2016  07:24 

WG873225 

(S)  Nitrobenzene-d5 

48.7 

21.8-123 

05/19/2016  07:24 

WG873225 

(S)  2-Fluorobiphenyl 

55.5 

29.5-131 

05/19/2016  07:24 

WG873225 

(S)  2,4,6-Tribromophenol 

57.3 

11.2-130 

05/19/2016  07:24 

WG873225 

(S)  p-TerphenyFd14 

66.9 

29.3-137 

05/19/2016  07:24 

WG873225 
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MW-5  SAMPLE  RESULTS  -  05 

Collected  date/time:  05/17/16  17:55  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 19:24 

WG873474 

C5-C8  Aliphatics 

U 

9.31 

100 

1 

05/18/2016 19:24 

WG873474 

C9-C12  Aliphatics 

18.4 

B  J 

7.80 

100 

1 

05/18/2016 19:24 

WG873474 

C9-C10  Aromatics 

21.6 

B  J 

10.8 

100 

1 

05/18/2016 19:24 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

103 

70.0-130 

05/18/2016  19:24 

WG873474 

(S)  2,5-Dibromotoluene(PID) 

103 

70.0-130 

05/18/2016  19:24 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acetone 

u 

10.0 

50.0 

1 

05/18/2016  21:36 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  21:36 

WG873662 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  21:36 

WG873662 

Benzene 

u 

0.331 

1.00 

1 

05/18/2016  21:36 

WG873662 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  21:36 

WG873662 

Bromodichloromethane 

u 

0.380 

1.00 

1 

05/18/2016  21:36 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  21:36 

WG873662 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  21:36 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  21:36 

WG873662 

sec-Butyibenzene 

u 

0.365 

1.00 

1 

05/18/2016  21:36 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  21:36 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  21:36 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  21:36 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  21:36 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  21:36 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  21:36 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  21:36 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  21:36 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  21:36 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  21:36 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  21:36 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  21:36 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  21:36 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  21:36 

WG873662 

cis-l,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  21:36 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  21:36 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  21:36 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  21:36 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  21:36 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  21:36 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  21:36 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  21:36 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  21:36 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  21:36 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  21:36 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  21:36 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  21:36 

WG873662 
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MW-5 


SAMPLE  RESULTS  -  05 


Collected  date/time:  05/17/16  17:55  L836194 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0  1 

05/18/2016  21:36 

WG873662 

Methyl  tert-butyl  ether 

U 

0.367 

1.00  1 

05/18/2016  21:36 

WG873662 

Naphthalene 

U 

1.00 

5.00  1 

05/18/2016  21:36 

WG873662 

n-Propylbenzene 

U 

0.349 

1.00  1 

05/18/2016  21:36 

WG873662 

Styrene 

U 

0.307 

1.00  1 

05/18/2016  21:36 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00  1 

05/18/2016  21:36 

WG873662 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00  1 

05/18/2016  21:36 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00  1 

05/18/2016  21:36 

WG873662 

Tetrachloroethene 

U 

0.372 

1.00  1 

05/18/2016  21:36 

WG873662 

Toluene 

U 

0.780 

5.00  1 

05/18/2016  21:36 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00  1 

05/18/2016  21:36 

WG873662 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00  1 

05/18/2016  21:36 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00  1 

05/18/2016  21:36 

WG873662 

1,1,2-Trichloroethane 

U 

0.383 

1.00  1 

05/18/2016  21:36 

WG873662 

Trichloroethene 

U 

0.398 

1.00  1 

05/18/2016  21:36 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00  1 

05/18/2016  21:36 

WG873662 

1,2,3-Trichloropropane 

U 

0.807 

2.50  1 

05/18/2016  21:36 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00  1 

05/18/2016  21:36 

WG873662 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00  1 

05/18/2016  21:36 

WG873662 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00  1 

05/18/2016  21:36 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00  1 

05/18/2016  21:36 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00  1 

05/18/2016  21:36 

WG873662 

(S)  Toluene-dS 

106 

90.0-115 

05/18/201621:36 

WG873662 

(S)  Dibromofluoromethane 

104 

79.0-121 

05/18/201621:36 

WG873662 

(S)  4-Bromofluorobenzene 

106 

80.1-120 

05/18/201621:36 

WG873662 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 
Hydrocarbon 

77.2 

J 

33.0 

100  1 

05/19/2016  23:57 

WG873851 

C9-C18  Aliphatics 

29.6 

B  J 

14.0 

100  1 

05/19/2016  22:55 

WG873851 

C19-C36  Aliphatics 

20.9 

B  J 

8.53 

100  1 

05/19/2016  22:55 

WG873851 

C1TC22  Aromatics 

26.8 

J 

21.1 

100  1 

05/19/2016  23:57 

WG873851 

(S)  o-Terphenyl 

79.0 

40.0-140 

05/19/201623:57 

WG873851 

(S)  l-Chloro-octadecane 

74.6 

40.0-140 

05/19/201622:55 

WG873851 

(S)  2-Fluorobiphenyl 

92.5 

40.0-140 

05/19/201623:57 

WG873851 

(S)  2-Bromonaphthalene 

88.6 

40.0-140 

05/19/201623:57 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  07:48 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  07:48 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  07:48 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  07:48 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  07:48 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  07:48 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  07:48 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  07:48 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  07:48 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  07:48 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  07:48 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  07:48 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  07:48 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  07:48 

WG873225 

'cp 
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MW-5  SAMPLE  RESULTS  -  05 

Collected  date/time:  05/17/16  17:55  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  07:48 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  07:48 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  07:48 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  07:48 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  07:48 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  07:48 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  07:48 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  07:48 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  07:48 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  07:48 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  07:48 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  07:48 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  07:48 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  07:48 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  07:48 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  07:48 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  07:48 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  07:48 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  07:48 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.12 

Li 

0.709 

3.00 

1 

05/19/2016  07:48 

WG873225 

Di-n-butyl  phthalate 

0.804 

Li 

0.266 

3.00 

1 

05/19/2016  07:48 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  07:48 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  07:48 

WG873225 

Di-n-octyl  phthalate 

1.01 

B  J 

0.278 

3.00 

1 

05/19/2016  07:48 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  07:48 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  07:48 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  07:48 

WG873225 

2-Chlorophenol 

U 

0.283 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,4-Dichlorophenol 

U 

0.284 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,4-Dimethylphenol 

U 

0.624 

10.0 

1 

05/19/2016  07:48 

WG873225 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,4-Dinitrophenol 

u 

3.25 

10.0 

1 

05/19/2016  07:48 

WG873225 

2-Nitrophenol 

u 

0.320 

10.0 

1 

05/19/2016  07:48 

WG873225 

4-Nitrophenol 

u 

2.01 

10.0 

1 

05/19/2016  07:48 

WG873225 

Pentachlorophenol 

u 

0.313 

10.0 

1 

05/19/2016  07:48 

WG873225 

Phenol 

u 

0.334 

10.0 

1 

05/19/2016  07:48 

WG873225 

2,4,6-Trichlorophenol 

u 

0.297 

10.0 

1 

05/19/2016  07:48 

WG873225 

(S)  2-Fluorophenol 

40.3 

10.0-77.9 

05/19/2016  07:48 

WG873225 

(S)  Phenol-d5 

27.6 

5.00-70.1 

05/19/2016  07:48 

WG873225 

(S)  Nitrobenzene-d5 

55.9 

21.8-123 

05/19/2016  07:48 

WG873225 

(S)  2-Fluorobiphenyl 

62.9 

29.5-131 

05/19/2016  07:48 

WG873225 

(S)  2,4,6-Tribromophenol 

61.0 

11.2-130 

05/19/2016  07:48 

WG873225 

(S)  p-TerphenyFd14 

74.4 

29.3-137 

05/19/2016  07:48 

WG873225 
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MW-6  SAMPLE  RESULTS  -  06 

Collected  date/time:  05/17/16  18:25  L836194 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Volatile  Petroleum 
Hydrocarbons 

U 

10.8 

100 

1 

05/18/2016 19:57 

WG873474 

C5-C8  Aliphatics 

U 

9.31 

100 

1 

05/18/2016 19:57 

WG873474 

C9-C12  Aliphatics 

17.1 

B  J 

7.80 

100 

1 

05/18/2016 19:57 

WG873474 

C9-C10  Aromatics 

20.8 

B  J 

10.8 

100 

1 

05/18/2016 19:57 

WG873474 

(S)  2,5-Dibromotoluene(FID) 

106 

70.0-130 

05/18/2016  19:57 

WG873474 

(S)  2,5-Dibromotoluene(PID) 

105 

70.0-130 

05/18/2016  19:57 

WG873474 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

Result 

Qualifier 

MDL 

RDL 

Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acetone 

u 

10.0 

50.0 

1 

05/18/2016  21:53 

WG873662 

Acrolein 

u 

M 

8.87 

50.0 

1 

05/18/2016  21:53 

WG873662 

Acrylonitrile 

u 

1.87 

10.0 

1 

05/18/2016  21:53 

WG873662 

Benzene 

u 

0.331 

1.00 

1 

05/18/2016  21:53 

WG873662 

Bromobenzene 

u 

0.352 

1.00 

1 

05/18/2016  21:53 

WG873662 

Bromodichloromethane 

u 

0.380 

1.00 

1 

05/18/2016  21:53 

WG873662 

Bromoform 

u 

0.469 

1.00 

1 

05/18/2016  21:53 

WG873662 

Bromomethane 

u 

0.866 

5.00 

1 

05/18/2016  21:53 

WG873662 

n-Butylbenzene 

u 

0.361 

1.00 

1 

05/18/2016  21:53 

WG873662 

sec-Butyibenzene 

u 

0.365 

1.00 

1 

05/18/2016  21:53 

WG873662 

tert-Butylbenzene 

u 

0.399 

1.00 

1 

05/18/2016  21:53 

WG873662 

Carbon  tetrachloride 

u 

0.379 

1.00 

1 

05/18/2016  21:53 

WG873662 

Chlorobenzene 

u 

0.348 

1.00 

1 

05/18/2016  21:53 

WG873662 

Chlorodibromomethane 

u 

0.327 

1.00 

1 

05/18/2016  21:53 

WG873662 

Chloroethane 

u 

0.453 

5.00 

1 

05/18/2016  21:53 

WG873662 

2-Chloroethyl  vinyl  ether 

u 

3.01 

50.0 

1 

05/18/2016  21:53 

WG873662 

Chloroform 

u 

0.324 

5.00 

1 

05/18/2016  21:53 

WG873662 

Chloromethane 

u 

0.276 

2.50 

1 

05/18/2016  21:53 

WG873662 

2-Chlorotoluene 

u 

0.375 

1.00 

1 

05/18/2016  21:53 

WG873662 

4-Chlorotoluene 

u 

0.351 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,2-Dibromo-3-Chloropropane 

u 

1.33 

5.00 

1 

05/18/2016  21:53 

WG873662 

1,2-Dibromoethane 

u 

0.381 

1.00 

1 

05/18/2016  21:53 

WG873662 

Dibromomethane 

u 

0.346 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

1 

05/18/2016  21:53 

WG873662 

Dichlorodifluoromethane 

u 

M 

0.551 

5.00 

1 

05/18/2016  21:53 

WG873662 

1,1-Dichloroethane 

u 

0.259 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,2-Dichloroethane 

u 

0.361 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,1-Dichloroethene 

u 

0.398 

1.00 

1 

05/18/2016  21:53 

WG873662 

cis-l,2-Dichloroethene 

u 

0.260 

1.00 

1 

05/18/2016  21:53 

WG873662 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,2-Dichloropropane 

u 

0.306 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,1-Dichloropropene 

u 

0.352 

1.00 

1 

05/18/2016  21:53 

WG873662 

1,3-Dichloropropane 

u 

0.366 

1.00 

1 

05/18/2016  21:53 

WG873662 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 

1 

05/18/2016  21:53 

WG873662 

trans-1,3-Dichloropropene 

u 

0.419 

1.00 

1 

05/18/2016  21:53 

WG873662 

2,2-Dichloropropane 

u 

0.321 

1.00 

1 

05/18/2016  21:53 

WG873662 

Di-isopropyl  ether 

u 

0.320 

1.00 

1 

05/18/2016  21:53 

WG873662 

Ethylbenzene 

u 

0.384 

1.00 

1 

05/18/2016  21:53 

WG873662 

Hexachloro-1, 3-butadiene 

u 

0.256 

1.00 

1 

05/18/2016  21:53 

WG873662 

Isopropylbenzene 

u 

0.326 

1.00 

1 

05/18/2016  21:53 

WG873662 

p-lsopropyltoluene 

u 

0.350 

1.00 

1 

05/18/2016  21:53 

WG873662 

2-Butanone  (MEK) 

u 

3.93 

10.0 

1 

05/18/2016  21:53 

WG873662 

Methylene  Chloride 

u 

1.00 

5.00 

1 

05/18/2016  21:53 

WG873662 
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MW-6  SAMPLE  RESULTS  -  06 

Collected  date/time:  05/17/16  18:25  L836194 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


1 


Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Cp 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0  1 

05/18/2016  21:53 

WG873662 

2 

Tc 

Methyl  tert-butyl  ether 

U 

0.367 

1.00  1 

05/18/2016  21:53 

WG873662 

Naphthalene 

U 

1.00 

5.00  1 

05/18/2016  21:53 

WG873662 

3 

n-Propylbenzene 

U 

0.349 

1.00  1 

05/18/2016  21:53 

WG873662 

Ss 

Styrene 

U 

0.307 

1.00  1 

05/18/2016  21:53 

WG873662 

1,1,1,2-Tetrachloroethane 

U 

0.385 

1.00  1 

05/18/2016  21:53 

WG873662 

4 

Cn 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00  1 

05/18/2016  21:53 

WG873662 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00  1 

05/18/2016  21:53 

WG873662 

5 

Tetrachloroethene 

U 

0.372 

1.00  1 

05/18/2016  21:53 

WG873662 

Sr 

Toluene 

U 

0.780 

5.00  1 

05/18/2016  21:53 

WG873662 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00  1 

05/18/2016  21:53 

WG873662 

6 

Qc 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00  1 

05/18/2016  21:53 

WG873662 

1,1,1-Trichloroethane 

U 

0.319 

1.00  1 

05/18/2016  21:53 

WG873662 

7 

1,1,2-Trichloroethane 

U 

0.383 

1.00  1 

05/18/2016  21:53 

WG873662 

Gl 

Trichloroethene 

U 

0.398 

1.00  1 

05/18/2016  21:53 

WG873662 

Trichlorofluoromethane 

U 

1.20 

5.00  1 

05/18/2016  21:53 

WG873662 

8 

Al 

1,2,3-Trichloropropane 

U 

0.807 

2.50  1 

05/18/2016  21:53 

WG873662 

1,2,4-Trimethylbenzene 

U 

0.373 

1.00  1 

05/18/2016  21:53 

WG873662 

9 

1,2,3-Trimethylbenzene 

U 

0.321 

1.00  1 

05/18/2016  21:53 

WG873662 

Sc 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00  1 

05/18/2016  21:53 

WG873662 

Vinyl  chloride 

u 

0.259 

1.00  1 

05/18/2016  21:53 

WG873662 

Xylenes,  Total 

u 

1.06 

3.00  1 

05/18/2016  21:53 

WG873662 

(S)  Toluene-dS 

107 

90.0-115 

05/18/201621:53 

WG873662 

(S)  Dibromofluoromethane 

105 

79.0-121 

05/18/201621:53 

WG873662 

(S)  4-Bromofluorobenzene 

105 

80.1-120 

05/18/201621:53 

WG873662 

Semi-Volatile  Organic  Compounds  (GO)  by  Method  MADEPE 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Extractable  Petroleum 

39.8 

J 

33.0 

100  1 

05/19/2016  23:36 

WG873851 

Hydrocarbon 

“ 

C9-C18  Aliphatics 

19.5 

B  J 

14.0 

100  1 

05/19/2016  23:16 

WG873851 

C19-C36  Aliphatics 

20.3 

B  J 

8.53 

100  1 

05/19/2016  23:16 

WG873851 

C1TC22  Aromatics 

U 

21.1 

100  1 

05/19/2016  23:36 

WG873851 

(S)  o-Terphenyl 

67.0 

40.0-140 

05/19/201623:36 

WG873851 

(S)  l-Chloro-octadecane 

59.9 

40.0-140 

05/19/201623:16 

WG873851 

(S)  2-Fluorobiphenyl 

81.9 

40.0-140 

05/19/201623:36 

WG873851 

(S)  2-Bromonaphthalene 

78.1 

40.0-140 

05/19/201623:36 

WG873851 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Result 

Qualifier 

MDL 

RDL  Dilution 

Analysis 

Batch 

Analyte 

ug/l 

ug/l 

ug/l 

date  /  time 

Acenaphthene 

U 

0.316 

1.00  1 

05/19/2016  08:11 

WG873225 

Acenaphthylene 

U 

0.309 

1.00  1 

05/19/2016  08:11 

WG873225 

Anthracene 

U 

0.291 

1.00  1 

05/19/2016  08:11 

WG873225 

Benzidine 

U 

4.32 

10.0  1 

05/19/2016  08:11 

WG873225 

Benzo(a)anthracene 

U 

0.0975 

1.00  1 

05/19/2016  08:11 

WG873225 

Benzo(b)fluoranthene 

U 

0.0896 

1.00  1 

05/19/2016  08:11 

WG873225 

Benzo(k)fluoranthene 

U 

0.355 

1.00  1 

05/19/2016  08:11 

WG873225 

Benzo(g,h,i)perylene 

U 

0.161 

1.00  1 

05/19/2016  08:11 

WG873225 

Benzo(a)pyrene 

U 

0.340 

1.00  1 

05/19/2016  08:11 

WG873225 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0  1 

05/19/2016  08:11 

WG873225 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0  1 

05/19/2016  08:11 

WG873225 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0  1 

05/19/2016  08:11 

WG873225 

4-Bromophenyl-phenylether 

U 

0.335 

10.0  1 

05/19/2016  08:11 

WG873225 

2-Chloronaphthalene 

u 

0.330 

1.00  1 

05/19/2016  08:11 

WG873225 
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MW-6  SAMPLE  RESULTS  -  06 

Collected  date/time:  05/17/16  18:25  L836194 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result 

ug/l 

Qualifier 

MDL 

ug/l 

RDL 

ug/l 

Dilution  Analysis 

date  /  time 

Batch 

4-Chlorophenyl-phenylether 

U 

0.303 

10.0 

1 

05/19/2016  08:11 

WG873225 

Chrysene 

U 

0.332 

1.00 

1 

05/19/2016  08:11 

WG873225 

Dibenz(a,h)anthracene 

U 

0.279 

1.00 

1 

05/19/2016  08:11 

WG873225 

3,3-Dichlorobenzicline 

U 

2.02 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,4-Dinitrotoluene 

U 

1.65 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,6-Dinitrotoluene 

U 

0.279 

10.0 

1 

05/19/2016  08:11 

WG873225 

Fluoranthene 

U 

0.310 

1.00 

1 

05/19/2016  08:11 

WG873225 

Fluorene 

U 

0.323 

1.00 

1 

05/19/2016  08:11 

WG873225 

Flexachlorobenzene 

U 

0.341 

1.00 

1 

05/19/2016  08:11 

WG873225 

Flexachloro-1, 3-butadiene 

U 

0.329 

10.0 

1 

05/19/2016  08:11 

WG873225 

Flexachlorocyclopentadiene 

U 

2.33 

10.0 

1 

05/19/2016  08:11 

WG873225 

Flexachloroethane 

U 

0.365 

10.0 

1 

05/19/2016  08:11 

WG873225 

lndeno(1,2,3-cd)pyrene 

U 

0.279 

1.00 

1 

05/19/2016  08:11 

WG873225 

Isophorone 

U 

0.272 

10.0 

1 

05/19/2016  08:11 

WG873225 

Naphthalene 

U 

0.372 

1.00 

1 

05/19/2016  08:11 

WG873225 

Nitrobenzene 

u 

0.367 

10.0 

1 

05/19/2016  08:11 

WG873225 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

1 

05/19/2016  08:11 

WG873225 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

1 

05/19/2016  08:11 

WG873225 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

1 

05/19/2016  08:11 

WG873225 

Phenanthrene 

u 

0.366 

1.00 

1 

05/19/2016  08:11 

WG873225 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

1 

05/19/2016  08:11 

WG873225 

Bis(2-ethylhexyl)phthalate 

1.05 

Li 

0.709 

3.00 

1 

05/19/2016  08:11 

WG873225 

Di-n-butyl  phthalate 

0.803 

Li 

0.266 

3.00 

1 

05/19/2016  08:11 

WG873225 

Diethyl  phthalate 

U 

0.282 

3.00 

1 

05/19/2016  08:11 

WG873225 

Dimethyl  phthalate 

U 

0.283 

3.00 

1 

05/19/2016  08:11 

WG873225 

Di-n-octyl  phthalate 

U 

0.278 

3.00 

1 

05/19/2016  08:11 

WG873225 

Pyrene 

U 

0.330 

1.00 

1 

05/19/2016  08:11 

WG873225 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

1 

05/19/2016  08:11 

WG873225 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

1 

05/19/2016  08:11 

WG873225 

2-Chlorophenol 

U 

0.283 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,4-Dichlorophenol 

U 

0.284 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,4-Dimethylphenol 

U 

0.624 

10.0 

1 

05/19/2016  08:11 

WG873225 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,4-Dinitrophenol 

u 

3.25 

10.0 

1 

05/19/2016  08:11 

WG873225 

2-Nitrophenol 

u 

0.320 

10.0 

1 

05/19/2016  08:11 

WG873225 

4-Nitrophenol 

u 

2.01 

10.0 

1 

05/19/2016  08:11 

WG873225 

Pentachlorophenol 

u 

0.313 

10.0 

1 

05/19/2016  08:11 

WG873225 

Phenol 

u 

0.334 

10.0 

1 

05/19/2016  08:11 

WG873225 

2,4,6-Trichlorophenol 

u 

0.297 

10.0 

1 

05/19/2016  08:11 

WG873225 

(S)  2-Fluorophenol 

35.8 

10.0-77.9 

05/19/2016  08:11 

WG873225 

(S)  Phenol-d5 

25.5 

5.00-70.1 

05/19/2016  08:11 

WG873225 

(S)  Nitrobenzene-d5 

48.9 

21.8-123 

05/19/2016  08:11 

WG873225 

(S)  2-Fluorobiphenyl 

59.7 

29.5-131 

05/19/2016  08:11 

WG873225 

(S)  2,4,6-Tribromophenol 

61.7 

11.2-130 

05/19/2016  08:11 

WG873225 

(S)  p-TerphenyFd14 

71.5 

29.3-137 

05/19/2016  08:11 

WG873225 
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WG873474 


QUALITY  CONTROL  SUMMARY 


ONE  LAB.  NATIONWIDE. 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV  1836194-01,02,03,04,05,06 

Method  Blank  (MB) 


(MB)  R3138202-3  05/18/16  16:27 

MB  Result  MB  Qualifier  MB  MDL  MB  RDL 
Analyte  ug/l  ug/l  ug/l 


C5-C8  Aliphatics 

C9-C12  Aliphatics 

9.54 

16.5 

J 

J 

9.31 

7.80 

100 

100 

C9-C10  Aromatics 

(Sj  2,5-Dibromotoluene(FID) 

20.6 

98.9 

J 

10.8 

100 

70.0-W 

(S)  2,5-Dibromotoluene(PID) 

99.7 

70.0-W 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3138202-1  05/18/16  12:59  •  (LCSD)  R3138202-2 
Spike  Amount  LCS  Result 
Analyte  ug/l  ug/l 

05/18/16  13:32 

LCSD  Result 

ug/l 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C5-C8  Aliphatics 

1200 

1190 

1150 

99.1 

95.5 

70.0-130 

3.67 

25 

C9-C12  Aliphatics 

1400 

1500 

1420 

107 

102 

70.0-130 

5.28 

25 

C9-C10  Aromatics 

200 

234 

219 

117 

110 

70.0-130 

6.52 

25 

(S)  2,5-Dibromotoluene(FID) 

100 

103 

70.0-130 

(S)  2,5-Dibromotoluene(PID) 

101 

103 

70.0-130 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


Method  Blank  (MB) 


(MB)  R3138149-3  05/18/16 

Analyte 

18:26 

MB  Result 

ug/l 

MB  Qualifier  MB  MDL 

ug/l 

MBRDL 

ug/l 

Acetone 

U 

10.0 

50.0 

Acrolein 

U 

8.87 

50.0 

Acrylonitrile 

U 

1.87 

10.0 

Benzene 

U 

0.331 

1.00 

Bromobenzene 

U 

0.352 

1.00 

Bromodichloromethane 

U 

0.380 

1.00 

Bromoform 

U 

0.469 

1.00 

Bromomethane 

U 

0.866 

5.00 

n-Butylbenzene 

U 

0.361 

1.00 

sec-Butylbenzene 

U 

0.365 

1.00 

tert-Butylbenzene 

U 

0.399 

1.00 

Carbon  tetrachloride 

U 

0.379 

1.00 

Chlorobenzene 

U 

0.348 

1.00 

Chlorodibromomethane 

U 

0.327 

1.00 

Chloroethane 

U 

0.453 

5.00 

2-Chloroethyl  vinyl  ether 

U 

3.01 

50.0 

Chloroform 

U 

0.324 

5.00 

Chloromethane 

U 

0.276 

2.50 

2-Chlorotoluene 

U 

0.375 

1.00 

4-Chlorotoluene 

U 

0.351 

1.00 

1,2-Dibromo-3-Chloropropane 

U 

1.33 

5.00 

1,2-Dibromoethane 

U 

0.381 

1.00 

Dibromomethane 

U 

0.346 

1.00 

1,2-Dichlorobenzene 

u 

0.349 

1.00 

1,3-Dichlorobenzene 

u 

0.220 

1.00 

1,4-Dichlorobenzene 

u 

0.274 

1.00 

Dichlorodifluoromethane 

u 

0.551 

5.00 

1,1-Dichloroethane 

u 

0.259 

1.00 

1,2-Dichloroethane 

u 

0.361 

1.00 

1,1-Dichloroethene 

u 

0.398 

1.00 

cis-1,2-Dichloroethene 

u 

0.260 

1.00 

trans-1,2-Dichloroethene 

u 

0.396 

1.00 

1,2-Dichloropropane 

u 

0.306 

1.00 

1,1-Dichloropropene 

u 

0.352 

1.00 

1,3-Dichloropropane 

u 

0.366 

1.00 

cis-1,3-Dichloropropene 

u 

0.418 

1.00 
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WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


Method  Blank  (MB) 


(MB)  R3138149-3  05/18/16 

Analyte 

18:26 

MB  Result 

ug/l 

MB  Qualifier  MB  MDL 

ug/l 

MBRDL 

ug/l 

trans-1,3-Dichloropropene 

U 

0.419 

1.00 

2,2-Dichloropropane 

U 

0.321 

1.00 

Di-isopropyl  ether 

U 

0.320 

1.00 

Ethylbenzene 

U 

0.384 

1.00 

Hexachloro-1, 3-butadiene 

U 

0.256 

1.00 

Isopropylbenzene 

U 

0.326 

1.00 

2-Butanone  (MEK) 

U 

3.93 

10.0 

p-lsopropyltoluene 

U 

0.350 

1.00 

Methylene  Chloride 

U 

1.00 

5.00 

4-Methyl-2-pentanone  (MIBK) 

U 

2.14 

10.0 

Methyl  tert-butyl  ether 

U 

0.367 

1.00 

Naphthalene 

U 

1.00 

5.00 

Styrene 

U 

0.307 

1.00 

1,1,2,2-Tetrachloroethane 

U 

0.130 

1.00 

n-Propylbenzene 

U 

0.349 

1.00 

Tetrachloroethene 

U 

0.372 

1.00 

1,1,1, 2-Tetrachloroethane 

U 

0.385 

1.00 

Toluene 

U 

0.780 

5.00 

1,1,2-Trichlorotrifluoroethane 

U 

0.303 

1.00 

1,2,3-Trichlorobenzene 

U 

0.230 

1.00 

1,2,4-Trichlorobenzene 

U 

0.355 

1.00 

1,1,1-Trichloroethane 

U 

0.319 

1.00 

1,1,2-Trichloroethane 

u 

0.383 

1.00 

Trichloroethene 

u 

0.398 

1.00 

Trichlorofluoromethane 

u 

1.20 

5.00 

1,2,3-Trimethylbenzene 

u 

0.321 

1.00 

1,2,4-Trimethylbenzene 

u 

0.373 

1.00 

1,3,5-Trimethylbenzene 

u 

0.387 

1.00 

1,2,3-Trichloropropane 

u 

0.807 

2.50 

Vinyl  chloride 

u 

0.259 

1.00 

Xylenes,  Total 

u 

1.06 

3.00 

(S)  Toluene-dS 

103 

90.0-115 

(S)  Dibromofluoromethane 

96.5 

79.0-121 

(S)  4-Bromofluorobenzene 

93.5 

80.1-120 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3138149-1  05/18/16  16:49  ■ 

■  (LCSD)  R3138149-2 

05/18/16  17:06 

Spike  Amount  LCS  Result 

LCSD  Result 

LCS  Rec. 

LCSD  Rec. 

Rec.  Limits 

LCS  Qualifier 

LCSD  Qualifier 

RPD 

RPD  Limits 

Analyte 

ug/l 

ug/l 

ug/l 

7o 

% 

% 

% 

% 

Acetone 

125 

159 

162 

127 

129 

28.7-175 

1.86 

20.9 

Acrolein 

125 

232 

234 

186 

187 

40.4-172 

M 

0.750 

20 

Acrylonitrile 

125 

128 

126 

102 

101 

58.2-145 

1.09 

20 

Benzene 

25.0 

25.1 

23.6 

101 

94.2 

73.0-122 

6.44 

20 

Bromobenzene 

25.0 

24.0 

23.2 

96.0 

92.6 

81.5-115 

3.52 

20 

Bromodichloromethane 

25.0 

24.9 

23.6 

99.4 

94.5 

75.5-121 

5.13 

20 

Bromoform 

25.0 

22.8 

22.7 

91.4 

90.7 

71.5-131 

0.750 

20 

Bromomethane 

25.0 

28.4 

28.2 

114 

113 

22.4-187 

0.810 

20 

n-Butylbenzene 

25.0 

24.4 

23.2 

97.7 

92.8 

75.9-134 

5.13 

20 

sec-Butylbenzene 

25.0 

25.3 

24.8 

101 

99.1 

80.6-126 

2.00 

20 

tert-Butylbenzene 

25.0 

25.5 

24.5 

102 

98.1 

79.3-127 

3.91 

20 

Carbon  tetrachloride 

25.0 

23.3 

22.5 

93.0 

89.9 

70.9-129 

3.36 

20 

Chlorobenzene 

25.0 

25.2 

23.7 

101 

94.8 

79.7-122 

6.21 

20 

Chlorodibromomethane 

25.0 

24.2 

23.1 

96.8 

92.2 

78.2-124 

4.89 

20 

Chloroethane 

25.0 

26.9 

26.5 

108 

106 

41.2-153 

1.71 

20 

2-Chloroethyl  vinyl  ether 

125 

33.4 

35.4 

26.7 

28.3 

23.4-162 

5.77 

23.5 

Chloroform 

25.0 

25.5 

24.3 

102 

97.3 

73.2-125 

4.66 

20 

Chloromethane 

25.0 

27.0 

26.5 

108 

106 

55.8-134 

2.08 

20 

2-Chlorotoluene 

25.0 

23.6 

23.2 

94.3 

92.7 

76.4-125 

1.75 

20 

1,2-Dibromo-3-Chloropropane 

25.0 

21.5 

20.7 

85.9 

82.9 

64.8-131 

3.55 

20 

4-Chlorotoluene 

25.0 

24.8 

24.2 

99.4 

96.8 

81.5-121 

2.67 

20 

1,2-Dibromoethane 

25.0 

24.1 

22.5 

96.5 

90.1 

79.8-122 

6.84 

20 

1,2-Dichlorobenzene 

25.0 

24.6 

23.5 

98.3 

93.9 

84.7-118 

4.55 

20 

Dibromomethane 

25.0 

23.7 

23.2 

94.7 

93.0 

79.5-118 

1.88 

20 

1,3-Dichlorobenzene 

25.0 

24.0 

24.0 

95.8 

96.1 

77.6-127 

0.290 

20 

1,4-Dichlorobenzene 

25.0 

24.0 

22.6 

95.9 

90.4 

82.2-114 

5.86 

20 

Dichlorodifluoromethane 

25.0 

35.8 

34.6 

143 

138 

56.0-134 

3.62 

20 

1,1-Dichloroethane 

25.0 

25.9 

24.3 

104 

97.3 

71.7-127 

6.35 

20 

1,2-Dichloroethane 

25.0 

24.7 

23.0 

98.8 

92.0 

65.3-126 

7.13 

20 

1,1-Dichloroethene 

25.0 

27.4 

26.3 

110 

105 

59.9-137 

4.24 

20 

cis-1,2-Dichloroethene 

25.0 

25.8 

24.5 

103 

98.1 

77.3-122 

5.25 

20 

trans-1,2-Dichloroethene 

25.0 

26.7 

26.2 

107 

105 

72.6-125 

1.99 

20 

1,2-Dichloropropane 

25.0 

24.9 

23.8 

99.5 

95.4 

77.4-125 

4.18 

20 

1,1-Dichloropropene 

25.0 

26.7 

24.5 

107 

97.9 

72.5-127 

8.86 

20 

1,3-Dichloropropane 

25.0 

24.7 

23.0 

99.0 

91.8 

80.6-115 

7.48 

20 

cis-1,3-Dichloropropene 

25.0 

25.5 

23.6 

102 

94.5 

77.7-124 

7.59 

20 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3138149-1  05/18/16 

Analyte 

16:49  •  (LCSD)  R3138149-2 
Spike  Amount  LCS  Result 
ug/l  ug/l 

05/18/16  17:06 

LCSD  Result 

ug/l 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

trans-1,3-Dichloropropene 

25.0 

24.8 

22.8 

99.3 

91.3 

73.5-127 

8.41 

20 

2,2-Dichloropropane 

25.0 

24.4 

24.0 

97.7 

95.9 

61.3-134 

1.87 

20 

Di-isopropyl  ether 

25.0 

24.3 

23.0 

97.1 

92.0 

65.1-135 

5.42 

20 

Ethylbenzene 

25.0 

24.9 

23.7 

99.7 

95.0 

80.9-121 

4.80 

20 

Hexachloro-1, 3-butadiene 

25.0 

24.8 

24.0 

99.1 

96.2 

73.7-133 

3.05 

20 

Isopropylbenzene 

25.0 

25.5 

24.8 

102 

99.1 

81.6-124 

2.83 

20 

2-Butanone  (MEK) 

125 

113 

110 

90.6 

87.7 

46.4-155 

3.29 

20 

p-lsopropyltoluene 

25.0 

25.1 

25.0 

100 

100 

77.6-129 

0.210 

20 

Methylene  Chloride 

25.0 

25.3 

24.9 

101 

99.6 

69.5-120 

1.45 

20 

4-Methyl-2-pentanone  (MIBK) 

125 

122 

122 

97.4 

97.5 

63.3-138 

0.0500 

20 

Methyl  tert-butyl  ether 

25.0 

24.1 

23.8 

96.3 

95.3 

70.1-125 

1.09 

20 

Naphthalene 

25.0 

22.5 

22.8 

90.1 

91.1 

69.7-134 

1.08 

20 

n-Propylbenzene 

25.0 

25.7 

24.9 

103 

99.6 

81.9-122 

3.32 

20 

Styrene 

25.0 

24.7 

23.9 

98.9 

95.6 

79.9-124 

3.43 

20 

1,1,1, 2-Tetrachloroethane 

25.0 

23.5 

22.7 

94.1 

90.9 

78.5-125 

3.40 

20 

1,1,2,2-Tetrachloroethane 

25.0 

23.1 

23.4 

92.5 

93.8 

79.3-123 

1.40 

20 

Tetrachloroethene 

25.0 

26.1 

23.9 

105 

95.8 

73.5-130 

8.73 

20 

Toluene 

25.0 

25.5 

24.3 

102 

97.2 

77.9-116 

4.96 

20 

1,1,2-Trichlorotrifluoroethane 

25.0 

27.8 

26.9 

111 

108 

62.0-141 

3.13 

20 

1,2,3-Trichlorobenzene 

25.0 

23.0 

23.2 

91.9 

92.7 

75.7-134 

0.890 

20 

1,2,4-Trichlorobenzene 

25.0 

23.4 

22.7 

93.7 

90.6 

76.1-136 

3.29 

20 

1,1,1-Trichloroethane 

25.0 

27.2 

26.1 

109 

104 

71.1-129 

4.28 

20 

1,1,2-Trichloroethane 

25.0 

24.0 

22.6 

96.0 

90.5 

81.6-120 

5.92 

20 

Trichloroethene 

25.0 

26.5 

24.5 

106 

97.8 

79.5-121 

8.05 

20 

Trichlorofluoromethane 

25.0 

26.5 

25.3 

106 

101 

49.1-157 

4.63 

20 

1,2,3-Trichloropropane 

25.0 

25.5 

25.3 

102 

101 

74.9-124 

0.900 

20 

1,2,3-Trimethylbenzene 

25.0 

24.4 

22.9 

97.6 

91.7 

79.9-118 

6.24 

20 

1,2,4-Trimethylbenzene 

25.0 

24.7 

24.4 

98.9 

97.7 

79.0-122 

1.22 

20 

1,3,5-Trimethylbenzene 

25.0 

24.8 

24.3 

99.2 

97.4 

81.0-123 

1.91 

20 

Vinyl  chloride 

25.0 

28.5 

28.3 

114 

113 

61.5-134 

0.730 

20 

Xylenes,  Total 

75.0 

75.3 

72.0 

100 

96.0 

79.2-122 

4.51 

20 

(S)  Toluene-dS 

106 

109 

90.0-115 

(S)  Dibromofluoromethane 

103 

105 

79.0-121 

(S)  4-Bromofluorobenzene 

98.5 

102 

80.1-120 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


L835739-02  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L835739-02  05/18/16  19:52  •  (MS)  R3138149-4  05/18/16  18:43 
Spike  Amount  Original  Result  MS  Result 
Analyte  ug/l  ug/l  ug/l 

•  (MSD)  R3138149-E 

MSD  Result 

ug/l 

1  05/18/1619:01 

MS  Rec.  MSD  Rec. 

%  % 

Dilution  Rec.  Limits 

% 

MS  Qualifier  MSD  Qualifier  RPD 

% 

RPDI 

% 

Acetone 

125 

U 

62.1 

70.3 

49.7 

56.2 

1 

25.0-156 

12.3 

21.5 

Acrolein 

125 

U 

197 

220 

157 

176 

1 

34.0-194 

11.2 

21.5 

Acrylonitrile 

125 

U 

112 

125 

89.6 

100 

1 

55.9-161 

11.1 

20 

Benzene 

25.0 

U 

20.7 

21.7 

82.7 

86.6 

1 

58.6-133 

4.65 

20 

Bromobenzene 

25.0 

U 

21.8 

22.4 

87.0 

89.5 

1 

70.6-125 

2.82 

20 

Bromodichloromethane 

25.0 

U 

22.2 

23.3 

88.7 

93.3 

1 

69.2-127 

4.99 

20 

Bromoform 

25.0 

U 

21.1 

23.0 

84.5 

91.8 

1 

66.3-140 

8.38 

20 

Bromomethane 

25.0 

U 

19.4 

20.2 

77.7 

80.7 

1 

16.6-183 

3.81 

20.5 

n-Butylbenzene 

25.0 

U 

22.0 

22.8 

88.1 

91.1 

1 

64.8-145 

3.31 

20 

sec-Butylbenzene 

25.0 

U 

22.7 

23.3 

91.0 

93.1 

1 

66.8-139 

2.27 

20 

tert-Butylbenzene 

25.0 

U 

22.6 

23.2 

90.5 

92.8 

1 

67.1-138 

2.43 

20 

Carbon  tetrachloride 

25.0 

U 

19.1 

20.5 

76.5 

82.0 

1 

60.6-139 

6.92 

20 

Chlorobenzene 

25.0 

U 

21.9 

22.7 

87.6 

90.7 

1 

70.1-130 

3.43 

20 

Chlorodibromomethane 

25.0 

U 

21.9 

23.4 

87.6 

93.6 

1 

71.6-132 

6.69 

20 

Chloroethane 

25.0 

U 

19.9 

20.3 

79.5 

81.1 

1 

33.3-155 

1.99 

20 

2-Chloroethyl  vinyl  ether 

125 

U 

16.1 

8.48 

12.9 

6.78 

1 

5.00-149 

62.2 

40 

Chloroform 

25.0 

U 

22.1 

23.4 

88.5 

93.8 

1 

66.1-133 

5.78 

20 

Chloromethane 

25.0 

U 

17.0 

17.8 

68.1 

71.1 

1 

40.7-139 

4.28 

20 

2-Chlorotoluene 

25.0 

U 

21.4 

21.8 

85.8 

87.1 

1 

66.9-134 

1.52 

20 

1,2-Dibromo-3-Chloropropane 

25.0 

U 

18.7 

21.6 

74.7 

86.5 

1 

63.9-142 

14.6 

20.2 

4-Chlorotoluene 

25.0 

U 

22.7 

23.3 

90.8 

93.3 

1 

66.8-134 

2.72 

20 

1,2-Dibromoethane 

25.0 

U 

20.7 

22.2 

82.7 

88.7 

1 

73.8-131 

6.98 

20 

1,2-Dichlorobenzene 

25.0 

u 

22.3 

23.3 

89.2 

93.0 

1 

77.4-127 

4.21 

20 

Dibromomethane 

25.0 

u 

20.9 

22.4 

83.6 

89.7 

1 

72.8-127 

6.99 

20 

1,3-Dichlorobenzene 

25.0 

u 

22.4 

23.2 

89.7 

92.7 

1 

67.9-136 

3.24 

20 

1,4-Dichlorobenzene 

25.0 

u 

21.7 

22.6 

86.8 

90.3 

1 

74.4-123 

3.87 

20 

Dichlorodifluoromethane 

25.0 

u 

23.2 

24.5 

92.7 

97.9 

1 

42.2-146 

5.42 

20 

1,1-Dichloroethane 

25.0 

u 

22.1 

23.1 

88.5 

92.4 

1 

64.0-134 

4.31 

20 

1,2-Dichloroethane 

25.0 

u 

21.1 

22.8 

84.6 

91.3 

1 

60.7-132 

7.58 

20 

1,1-Dichloroethene 

25.0 

u 

21.1 

21.6 

84.3 

86.4 

1 

48.8-144 

2.40 

20 

cis-1,2-Dichloroethene 

25.0 

u 

22.0 

23.0 

88.1 

92.1 

1 

60.6-136 

4.50 

20 

trans-1,2-Dichloroethene 

25.0 

u 

20.7 

21.5 

82.6 

86.0 

1 

61.0-132 

4.04 

20 

1,2-Dichloropropane 

25.0 

u 

22.0 

22.8 

88.0 

91.4 

1 

69.7-130 

3.69 

20 

1,1-Dichloropropene 

25.0 

u 

20.6 

21.7 

82.3 

86.7 

1 

61.5-136 

5.17 

20 

1,3-Dichloropropane 

25.0 

u 

21.7 

22.9 

86.9 

91.8 

1 

74.3-123 

5.46 

20 

cis-1,3-Dichloropropene 

25.0 

u 

22.0 

23.2 

88.0 

92.8 

1 

71.1-129 

5.30 

20 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873662  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  1836194-01,02,03,04,05,06 


L835739-02  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 

(OS)  L835739-02  05/18/16  19:52  •  (MS)  R3138149-4  05/18/16  18:43  •  (MSD)  R3138149-5  05/18/16  19:01 

Spike  Amount  Original  Result  MS  Result  MSD  Result  MS  Rec.  MSD  Rec.  Dilution  Rec.  Limits  MS  Qualifier  MSD  Qualifier  RPD  RPD  Limits 


Analyte 

ug/l 

ug/l 

ug/l 

ug/l 

% 

% 

% 

% 

% 

trans-1,3-Dichloropropene 

25.0 

U 

21.7 

23.0 

86.6 

92.0 

1 

66.3-136 

5.98 

20 

2,2-Dichloropropane 

25.0 

U 

21.8 

22.6 

87.3 

90.6 

1 

54.9-142 

3.61 

20 

Di-isopropyl  ether 

25.0 

U 

21.6 

22.8 

86.3 

91.4 

1 

59.9-140 

5.65 

20 

Ethylbenzene 

25.0 

U 

21.2 

21.9 

84.8 

87.6 

1 

62.7-136 

3.24 

20 

Hexachloro-1, 3-butadiene 

25.0 

U 

22.5 

23.2 

89.9 

92J 

1 

61.1-144 

3.10 

20.1 

Isopropylbenzene 

25.0 

U 

22.6 

23.1 

90.5 

92.3 

1 

67.4-136 

1.93 

20 

2-Butanone  (MEK) 

125 

U 

67.1 

77.3 

53.7 

61.8 

1 

45.0-156 

14.2 

20.8 

p-lsopropyltoluene 

25.0 

U 

23.0 

23.5 

92.1 

94.1 

1 

62.8-143 

2.06 

20 

Methylene  Chloride 

25.0 

U 

20.9 

21.8 

83.7 

87.0 

1 

61.5-125 

3.87 

20 

4-Methyl-2-pentanone  (MIBK) 

125 

U 

106 

120 

85.0 

96.2 

1 

60.7-150 

12.3 

20 

Methyl  tert-butyl  ether 

25.0 

U 

21.4 

23.4 

85.5 

93.6 

1 

61.4-136 

8.95 

20 

Naphthalene 

25.0 

U 

20.4 

22.7 

81.6 

91.0 

1 

61.8-143 

10.9 

20 

n-Propylbenzene 

25.0 

U 

22.8 

23.4 

91.4 

93.8 

1 

63.2-139 

2.60 

20 

Styrene 

25.0 

U 

22.3 

22.9 

89.3 

91.4 

1 

68.2-133 

2.36 

20 

1,1,1, 2-Tetrachloroethane 

25.0 

U 

21.3 

22.0 

85.2 

88.1 

1 

70.5-132 

3.34 

20 

1,1,2,2-Tetrachloroethane 

25.0 

U 

22.2 

24.0 

88.7 

96.0 

1 

64.9-145 

7.80 

20 

Tetrachloroethene 

25.0 

U 

20.8 

21.4 

83.2 

85.5 

1 

57.4-141 

2.80 

20 

Toluene 

25.0 

U 

21.2 

22.2 

84.8 

88.8 

1 

67.8-124 

4.64 

20 

1,1,2-Trichlorotrifluoroethane 

25.0 

U 

22.5 

23.6 

90.1 

94.5 

1 

53.7-150 

4.77 

20 

1,2,3-Trichlorobenzene 

25.0 

U 

21.6 

23.1 

86.5 

92.4 

1 

65.7-143 

6.65 

20 

1,2,4-Trichlorobenzene 

25.0 

U 

22.6 

23.6 

90.5 

94.4 

1 

67.0-146 

4.18 

20 

1,1,1-Trichloroethane 

25.0 

U 

23.0 

24.2 

91.9 

96.7 

1 

58.7-134 

5.07 

20 

1,1,2-Tnchloroethane 

25.0 

U 

21.6 

23.0 

86.3 

92.0 

1 

74.1-130 

6.47 

20 

Trichloroethene 

25.0 

U 

21.3 

22.2 

85.3 

88.6 

1 

48.9-148 

3.84 

20 

Trichlorofluoromethane 

25.0 

u 

20.4 

21.3 

81.7 

85.0 

1 

39.9-165 

4.01 

20 

1,2,3-Trichloropropane 

25.0 

u 

22.6 

24.9 

90.3 

99.7 

1 

71.5-134 

9.88 

20 

1,2,3-Trimethylbenzene 

25.0 

u 

21.6 

22.3 

86.2 

89.2 

1 

62.7-133 

3.34 

20 

1,2,4-Tnmethylbenzene 

25.0 

u 

22.3 

22.8 

89.2 

91.2 

1 

60.5-137 

2.24 

20 

1,3,5-Trimethylbenzene 

25.0 

u 

22.2 

22.7 

89.0 

90.7 

1 

67.9-134 

1.86 

20 

Vinyl  chloride 

25.0 

u 

19.1 

19.8 

76.3 

79.4 

1 

44.3-143 

3.92 

20 

Xylenes,  Total 

75.0 

u 

65.5 

66.8 

87.3 

89.1 

1 

65.6-133 

2.08 

20 

(S)  Toluene-dS 

108 

107 

90.0-115 

(S)  Dibromofluoromethane 

105 

105 

79.0-121 

(S)  4-Bromofluorobenzene 

102 

100 

80.1-120 
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WG873851  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE.  i|| 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE  1836194-01,02,03,04,05,06 


Method  Blank  (MB) 

(MB)  R3138587-1  05/19/1618:01 

MB  Result  MB  Qualifier  MB  MDL  MB  RDL 


Analyte 

ug/l 

ug/l 

ug/l 

C9-C18  Aliphatics 

20.8 

J 

14.0 

100 

C19-C36  Aliphatics 

18.8 

J 

8.53 

100 

(S)  1-Chloro-octadecane 

70.6 

40.0-140 

Method  Blank  (MB) 


(MB)  R3138587-4  05/19/1619:04 

MB  Result  MB  Qualifier  MB  MDL  MB  RDL 
Analyte  ug/l  ug/l  ug/l 


C1TC22  Aromatics 

U 

21.1  100 

(S)  o-Terphenyl 

80.5 

40.0-140 

(S)  2-Fluorobiphenyl 

93.0 

40.0-140 

(S)  2-Bromonaphthalene 

89.0 

40.0-140 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LOS)  R3138587-2  05/19/16  18:22  •  (LCSD)  R3138587-3  05/19/16  18:43 


Spike  Amount 

LCS  Result 

LCSD  Result 

LCS  Rec. 

LCSD  Rec. 

Rec.  Limits 

LCS  Qualifier  LCSD  Qualifier  RPD 

RPD  Limits 

Analyte 

ug/l 

ug/l 

ug/l 

% 

% 

% 

% 

% 

C9-C18  Aliphatics 

600 

323 

339 

53.8 

56.5 

40.0-140 

4.91 

50 

C19-C36  Aliphatics 

800 

521 

564 

65.2 

70.5 

40.0-140 

7.78 

50 

(S)  1-Chloro-octadecane 

62.1 

69.7 

40.0-140 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3138587-5  05/19/16  19:25  •  (LCSD)  R3138587-6  05/19/16  19:46 


Analyte 

Spike  Amount 
ug/l 

LCS  Result 

ug/l 

LCSD  Result 

ug/l 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C1TC22  Aromatics 

1700 

1120 

1070 

65.8 

62.8 

40.0-140 

4.69 

50 

(S)  o-Terphenyl 

61.1 

58.2 

40.0-140 

(S)  2-Fluorobiphenyl 

81.6 

75.9 

40.0-140 

(S)  2-Bromonaphthalene 

78.3 

72.8 

40.0-140 

'cp 


2 

Tc 


Cn 


Sr 


6 

Qc 


7 

Gl 


9 


Sc 


ACCOUNT: 
Duncklee  and  Dunham 


PROJECT: 

201659 


SDG: 

L836194 


DATE/TIME: 
05/20/16  15:19 


PAGE: 
31  of  38 


ONE  LAB.  NATIONWIDE.  i|| 


WG873225  QUALITY  CONTROL  SUMMARY 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  S270D  1836194-01,02,03,04,05,06 


Method  Blank  (MB) 


(MB)  R3138192-3  05/19/16 

Analyte 

i  05:27 

MB  Result 

ug/l 

MB  Qualifier  MB  MDL 

ug/l 

MBRDL 

ug/l 

Acenaphthene 

U 

0.316 

1.00 

Acenaphthylene 

U 

0.309 

1.00 

Anthracene 

U 

0.291 

1.00 

Benzidine 

U 

4.32 

10.0 

Benzo(a)anthracene 

U 

0.0975 

1.00 

Benzo(b)fluoranthene 

U 

0.0896 

1.00 

Benzo(k)fluoranthene 

U 

0.355 

1.00 

Benzo(g,h,i)perylene 

U 

0.161 

1.00 

Benzo(a)pyrene 

U 

0.340 

1.00 

Bis(2-chlorethoxy)methane 

U 

0.329 

10.0 

Bis(2-chloroethyl)ether 

U 

1.62 

10.0 

Bis(2-chloroisopropyl)ether 

U 

0.445 

10.0 

4-Bromophenyl-phenylether 

U 

0.335 

10.0 

2-Chloronaphthalene 

U 

0.330 

1.00 

4-Chlorophenyl-phenylether 

u 

0.303 

10.0 

Chrysene 

u 

0.332 

1.00 

Dibenz(a,h)anthracene 

u 

0.279 

1.00 

3,3-Dichlorobenzidine 

u 

2.02 

10.0 

2,4-Dinitrotoluene 

u 

1.65 

10.0 

2,6-Dinitrotoluene 

u 

0.279 

10.0 

Fluoranthene 

u 

0.310 

1.00 

Fluorene 

u 

0.323 

1.00 

Flexachlorobenzene 

u 

0.341 

1.00 

Flexachloro-1,3-butadiene 

u 

0.329 

10.0 

Flexachlorocyclopentadiene 

u 

2.33 

10.0 

Flexachloroethane 

u 

0.365 

10.0 

lndeno(1,2,3-cd)pyrene 

u 

0.279 

1.00 

Isophorone 

u 

0.272 

10.0 

Naphthalene 

u 

0.372 

1.00 

Nitrobenzene 

u 

0.367 

10.0 

n-Nitrosodimethylamine 

u 

1.26 

10.0 

n-Nitrosodiphenylamine 

u 

0.304 

10.0 

n-Nitrosodi-n-propylamine 

u 

0.403 

10.0 

Phenanthrene 

u 

0.366 

1.00 

Benzylbutyl  phthalate 

u 

0.275 

3.00 

Bis(2-ethylhexyl)phthalate 

0.964 

J 

0.709 

3.00 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873225  QUALITY  CONTROL  SUMMARY 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  S270D  1836194-01,02,03,04,05,06 


Method  Blank  (MB) 

(MB)  R3138192-3  05/19/16  05:27 


Analyte 

MB  Result 

ug/l 

MB  Qualifier 

MBMDL 

ug/l 

MBRDL 

ug/l 

Di-n-butyl  phthalate 

0.732 

J 

0.266 

3.00 

Diethyl  phthalate 

U 

0.282 

3.00 

Dimethyl  phthalate 

U 

0.283 

3.00 

Di-n-octyl  phthalate 

1.01 

J 

0.278 

3.00 

Pyrene 

U 

0.330 

1.00 

1,2,4-Trichlorobenzene 

U 

0.355 

10.0 

4-Chloro-3-methylphenol 

U 

0.263 

10.0 

2-Chlorophenol 

U 

0.283 

10.0 

2,4-Dichlorophenol 

U 

0.284 

10.0 

2,4-Dimethylphenol 

U 

0.624 

10.0 

4,6-Dinitro-2-methylphenol 

U 

2.62 

10.0 

2,4-Dinitrophenol 

U 

3.25 

10.0 

2-Nitrophenol 

U 

0.320 

10.0 

4-Nitrophenol 

U 

2.01 

10.0 

Pentachlorophenol 

U 

0.313 

10.0 

Phenol 

U 

0.334 

10.0 

2,4,6-Trichlorophenol 

U 

0.297 

10.0 

(S)  Nitrobenzene-d5 

49.3 

21.8-123 

(S)  2-Fluorobiphenyl 

53.8 

29.5-131 

(S)  p-Terphenyl-cl14 

63.3 

29.3-137 

(S)  Phenoi-dS 

21.0 

5.00-70.1 

(S)  2-Fluorophenol 

32.7 

10.0-77.9 

(S)  2,4,6-Tribromophenol 

50.6 

11.2-130 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3138192-1  05/19/16  04:40  •  (LCSD)  R3138192-2 
Spike  Amount  LCS  Result 
Analyte  ug/l  ug/l 

05/19/16  05:03 

LCSD  Result 

ug/l 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

Acenaphthene 

50.0 

31.8 

32.6 

63.7 

65.3 

38.7-109 

2.44 

21.5 

Acenaphthylene 

50.0 

33.8 

33.7 

67.5 

67.5 

36.0-106 

0.0300 

21 

Anthracene 

50.0 

33.5 

34.3 

66.9 

68.6 

43.6-113 

2.37 

18.8 

Benzidine 

50.0 

25.4 

25.2 

50.8 

50.4 

10.0-165 

0.800 

40 

Benzo(a)anthracene 

50.0 

32.2 

33.1 

64.5 

66.2 

51.2-112 

2.56 

20 

Benzo(b)fluoranthene 

50.0 

33.4 

33.9 

66.7 

67.9 

47.6-111 

1.72 

20 

Benzo(k)fluoranthene 

50.0 

33.9 

34.6 

67.8 

69.3 

49.4-114 

2.20 

20 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873225  QUALITY  CONTROL  SUMMARY 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  S270D  1836194-01,02,03,04,05,06 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LOS)  R3138192-1  05/19/16  04:40  •  (LCSD)  R3138192-2  05/19/16  05:03 


Spike  Amount 

LCS  Result 

LCSD  Result 

LCS  Rec. 

LCSD  Rec. 

Rec.  Limits 

LCS  Qualifier  LCSD  Qualifier  RPD 

RPD  Limits 

Analyte 

ug/l 

ug/l 

ug/l 

% 

% 

% 

% 

% 

Benzo(g,h,i)perylene 

50.0 

34.4 

34.6 

68.9 

69.1 

45.2-117 

0.330 

20 

Benzo(a)pyrene 

50.0 

34.0 

34.4 

67.9 

68.9 

45.6-106 

1.46 

20 

Bis(2-chlorethoxy)methane 

50.0 

28.9 

30.7 

57.9 

61.5 

37.2-111 

6.00 

24.1 

Bis(2-chloroethyl)ether 

50.0 

25.8 

25.7 

51.6 

51.4 

22.6-108 

0.440 

27.9 

Bis(2-chloroisopropyl)ether 

50.0 

26.1 

26.8 

52.2 

53.6 

32.9-100 

2.68 

25.1 

4-Bromophenyl-phenylether 

50.0 

33.7 

32.2 

67.4 

64.4 

40.7-116 

4.49 

21 

2-Chloronaphthalene 

50.0 

28.5 

29.7 

57.0 

59.3 

33.6-105 

3.91 

23 

4-Chlorophenyl-phenylether 

50.0 

33.0 

32.7 

66.1 

65.4 

39.0-113 

0.970 

20.9 

Chrysene 

50.0 

33.1 

33.9 

66.2 

67.8 

54.6-120 

2.34 

20 

Dibenz(a,h)anthracene 

50.0 

34.6 

34.7 

69.3 

69.3 

42.8-118 

0.0400 

20 

3,3-Dichlorobenzicline 

50.0 

44.2 

44.1 

88.5 

88.1 

27.2-142 

0.430 

22.3 

2,4-Dinitrotoluene 

50.0 

34.5 

35.0 

69.1 

70.1 

31.2-105 

1.40 

22 

2,6-Dinitrotoluene 

50.0 

32.3 

31.5 

64.6 

62.9 

30.6-106 

2.68 

23.1 

Fluoranthene 

50.0 

34.4 

33.9 

68.8 

67.8 

45.9-115 

1.47 

20 

Fluorene 

50.0 

32.4 

32.7 

64.7 

65.4 

41.0-112 

1.03 

20.2 

Flexachlorobenzene 

50.0 

34.3 

32.9 

68.5 

65.7 

38.5-116 

4.16 

20.1 

Flexachloro-1,3-butacliene 

50.0 

23.1 

23.1 

46.2 

46.1 

16.1-104 

0.230 

31.2 

Flexachlorocyclopentadiene 

50.0 

25.4 

25.8 

50.7 

51.6 

10.0-121 

1.77 

27.9 

Flexachloroethane 

50.0 

20.2 

20.9 

40.4 

41.9 

16.5-89.8 

3.52 

30.7 

lndeno(1,2,3-ccl)pyrene 

50.0 

35.2 

35.1 

70.4 

70.2 

45.0-116 

0.230 

20 

Isophorone 

50.0 

29.3 

31.6 

58.6 

63.2 

35.4-112 

7.53 

21.5 

Naphthalene 

50.0 

25.4 

25.8 

50.8 

51.7 

32.2-101 

1.73 

23.8 

Nitrobenzene 

50.0 

25.3 

26.0 

50.6 

52.0 

31.4-106 

2.86 

25.7 

n-Nitrosodimethylamine 

50.0 

10.5 

11.7 

20.9 

23.4 

10.0-80.1 

10.9 

37.5 

n-Nitrosodiphenylamine 

50.0 

33.9 

34.1 

67.7 

68.2 

44.4-113 

0.640 

20 

n-Nitrosodi-n-propylamine 

50.0 

27.8 

29.7 

55.7 

59.4 

33.2-106 

6.45 

23.7 

Phenanthrene 

50.0 

31.2 

31.7 

62.4 

63.5 

46.4-113 

1.75 

20 

Benzylbutyl  phthalate 

50.0 

28.5 

31.8 

57.0 

63.6 

31.8-123 

10.8 

20.7 

Bis(2-ethylhexyl)phthalate 

50.0 

28.1 

31.4 

56.2 

62.8 

36.9-134 

11.1 

23.6 

Di-n-butyl  phthalate 

50.0 

29.7 

31.6 

59.4 

63.1 

41.8-120 

6.06 

20.2 

Diethyl  phthalate 

50.0 

32.8 

33.8 

65.6 

67.7 

36.5-129 

3.08 

20 

Dimethyl  phthalate 

50.0 

35.1 

33.6 

70.3 

67.3 

35.3-128 

4.38 

20.8 

Di-n-octyl  phthalate 

50.0 

27.2 

30.3 

54.5 

60.6 

39.7-112 

10.5 

21.1 

Pyrene 

50.0 

33.8 

35.0 

67.7 

69.9 

46.3-117 

3.25 

20 

1,2,4-Trichlorobenzene 

50.0 

23.7 

23.6 

47.5 

47.2 

22.9-96.1 

0.630 

27.5 

4-Chloro-3-methylphenol 

50.0 

30.5 

31.7 

61.1 

63.5 

35.7-100 

3.82 

22.9 
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ONE  LAB.  NATIONWIDE.  i|| 


WG873225  QUALITY  CONTROL  SUMMARY 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  S270D  1836194-01,02,03,04,05,06 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3138192-1  05/19/16  04:40  •  (LCSD)  R3138192-2  05/19/16  05:03 

Spike  Amount  LCS  Result  LCSD  Result  LCS  Rec. 

Analyte  ug/l  ug/l  ug/l  % 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

2-Chlorophenol 

50.0 

24.6 

24.3 

49.2 

48.6 

26.2-91.5 

1.28 

26.5 

2,4-Dichlorophenol 

50.0 

29.2 

30.1 

58.3 

60.3 

31.4-103 

3.27 

24.9 

2,4-Dimethylphenol 

50.0 

28.7 

29.4 

57.5 

58.8 

31.9-107 

2.22 

25.7 

4,6-Dinitro-2-methylphenol 

50.0 

31.4 

31.2 

62.8 

62.4 

18.4-148 

0.550 

24.4 

2,4-Dinitrophenol 

50.0 

22.4 

22.7 

44.9 

45.5 

24.2-128 

1.35 

20.5 

2-Nitrophenol 

50.0 

27.0 

27.2 

54.0 

54.4 

25.9-106 

0.870 

26.9 

4-Nitrophenol 

50.0 

15.4 

16.2 

30.8 

32.4 

10.0-52.7 

4.96 

40 

Pentachlorophenol 

50.0 

30.9 

29.9 

61.8 

59.8 

10.0-97.4 

3.27 

35.1 

Phenol 

50.0 

13.3 

13.0 

26.5 

26.0 

10.0-57.9 

2.17 

35 

2,4,6-Trichlorophenol 

50.0 

31.1 

31.7 

62.3 

63.5 

29.8-107 

1.92 

24.1 

(S)  Nitrobenzene-cl5 

49.1 

52.9 

21.8-123 

(S)  2-Fluorobiphenyl 

56.7 

59.8 

29.5-131 

(S)  p-Terphenyl-cl14 

65.7 

67.0 

29.3-137 

(S)  Phenol-d5 

22.5 

23.4 

5.00-70.1 

(S)  2-Fluorophenol 

33.9 

33.6 

10.0-77.9 

(S)  2,4,6-Tribromophenol 

68.5 

67.2 

11.2-130 
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GLOSSARY  OF  TERMS 


ONE  LAB.  NATIONWIDE. 


Abbreviations  and  Definitions 


SDG 

Sample  Delivery  Group. 

MDL 

Method  Detection  Limit. 

RDL 

ND,U 

Reported  Detection  Limit. 

Not  detected  at  the  Reporting  Limit  (or  MDL  where  applicable). 

RPD 

(dry) 

Relative  Percent  Difference. 

Results  are  reported  based  on  the  dry  weight  of  the  sample,  [this  will  only  be  present  on  a  dry 
report  basis  for  soils]. 

Original  Sample 

The  non-spiked  sample  in  the  prep  batch  used  to  determine  the  Relative  Percent  Difference  (RPD) 
from  a  quality  control  sample.  The  Original  Sample  may  not  be  included  within  the  reported  SDG. 

(S) 

Rec. 

Surrogate  (Surrogate  Standard)  -  Analytes  added  to  every  blank,  sample,  Laboratory  Control 
Sample/Duplicate  and  Matrix  Spike/Duplicate;  used  to  evaluate  analytical  efficiency  by  measuring 
recovery.  Surrogates  are  not  expected  to  be  detected  in  all  environmental  media. 

Recovery. 

SDL 

MQL 

Sample  Detection  Limit. 

Method  Quantitation  Limit. 

Unadj.  MQL 

Qualifier 

Unadjusted  Method  Quantitation  Limit. 

Description 

B 

The  same  analyte  is  found  in  the  associated  blank. 

J 

The  identification  of  the  analyte  is  acceptable;  the  reported  value  is  an  estimate. 

J3 

The  associated  batch  QC  was  outside  the  established  quality  control  range  for  precision. 

J4 

The  associated  batch  QC  was  outside  the  established  quality  control  range  for  accuracy. 
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ACCREDITATIONS  &  LOCATIONS 


ONE  LAB.  NATIONWIDE. 


ESC  Lab  Sciences  is  the  only  environmental  laboratory  accredited/certified  to  support  your  work  nationwide  from  one  location.  One  phone  call,  one  point  of  contact,  one  laboratory.  No  other 
lab  is  as  accessible  or  prepared  to  handle  your  needs  throughout  the  country.  Our  capacity  and  capability  from  our  single  location  laboratory  is  comparable  to  the  collective  totals  of  the 
network  laboratories  in  our  industry.  The  most  significant  benefit  to  our  “one  location”  design  is  the  design  of  our  laboratory  campus.  The  model  is  conducive  to  accelerated  productivity, 
decreasing  turn-around  time,  and  preventing  cross  contamination,  thus  protecting  sample  integrity.  Our  focus  on  premium  quality  and  prompt  service  allows  us  to  be  YOUR  LAB  OF  CHOICE. 

*  Not  all  certifications  held  by  the  laboratory  are  applicable  to  the  results  reported  in  the  attached  report. 

State  Accreditations 

Alabama 

40660 

Nevada 

TN-03-2002-34 

Alaska 

UST-080 

New  Hampshire 

2975 

Arizona 

AZ0612 

New  Jersey-NELAP 

TN002 

Arkansas 

88-0469 

New  Mexico 

TN00003 

California 

01157CA 

New  York 

11742 

Colorado 

TN00003 

North  Carolina 

Env375 

Conneticut 

PH-0197 

North  Carolina ' 

DW21704 

Florida 

E87487 

North  Carolina  ^ 

41 

Georgia 

NELAP 

North  Dakota 

R-140 

Georgia  ' 

923 

Ohio-VAP 

CL0069 

Idaho 

TN00003 

Oklahoma 

9915 

Illinois 

200008 

Oregon 

TN200002 

Indiana 

C-TN-01 

Pennsylvania 

68-02979 

Iowa 

364 

Rhode  Island 

221 

Kansas 

E-10277 

South  Carolina 

84004 

Kentucky ' 

90010 

South  Dakota 

n/a 

Kentucky  ^ 

16 

Tennessee  ” 

2006 

Louisiana 

AI30792 

Texas 

T  104704245-07-TX 

Maine 

TN0002 

Texas  ^ 

LAB0152 

Maryland 

324 

Utah 

6157585858 

Massachusetts 

M-TN003 

Vermont 

VT2006 

Michigan 

9958 

Virginia 

109 

Minnesota 

047-999-395 

Washington 

C1915 

Mississippi 

TN00003 

West  Virginia 

233 

Missouri 

340 

Wisconsin 

9980939910 

Montana 

CERT0086 

Wyoming 

A2LA 

Nebraska 

NE-OS-15-05 

Third  Party  &  Federal  Accreditations 

A2LA- ISO  17025 

1461.01 

AIHA 

100789 

A2LA- ISO  17025" 

1461.02 

DOD 

1461.01 

Canada 

1461.01 

USDA 

S-67674 

EPA-Crypto 

TN00003 

’■  Drinking  Water  Underground  Storage  Tanks  Aquatic  Toxicity  Chemical/Microbiological  ®  Mold  Accreditation  not  applicable 

Our  Locations 


'cp 


Cn 


ESC  Lab  Sciences  has  sixty-four  client  support  centers  that  provide  sample  pickup  and/or  the  delivery  of  sampling  supplies.  If  you  would  like  assistance  from  one  of  our  support  offices,  please 
contact  our  main  office.  ESC  Lab  Sciences  performs  all  testing  at  our  central  laboratory. 
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.  -  -  1  J  .  ._L  J 

L. 

J  J 

1  L 

IJ  J 

'Matrix:  SS-Soil  GW  -  Groundwater  WW  •  Wastewater  OW  •  Drinking  Water  OT- Other _ 

pH 

_  Temp 

Remarks: 

Flow 

Other 

MoldN 

Relinquished  by :  (Signature) 


AU 


Relinquished  by '  (‘iignature) 


Relinquished  by .  (Signature) 


Time; 

SlqsO 


Time. 


Received  by;  (Signature) 


Samples  returned  via:  D  UPS 

□  FedEx 

□  Courier  □ _ 

Temp: 

•Q  Bottles^ecetved: 

'/!/  rA 

pH  Checked 


Divider 

Page 


DUNCKLEE 
&  DUNHAM 


ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 
511  KEISLER  DRIVE  -  SUITE  102 
CARY.  NORTH  CAROLINA  27518 
OFFICE;  (919)  858  -  9898 

Website  www  dunckleedunham  com 


DATE:  JOB  NO, 

Sh-j/K^ 

PROJECT  ^  r  , 

name:  n/mtO/ro 

LOCATION  ' 

^ifef  Cj^j.  AJ5 

PRESENT  ^ 

AT  SITE  /\»  Av 

WEATHER:  '  7^ 

TEMPERATURE  < 

&TIME:  0^  f  IS/S 

DEPARTURE  '  <®5 

TIME  07V5 

SITE  DEPARTURE 

TIME  \^H’S  <;^W) 

ARRIVAL  '  SEF 

TIME  OtCO  pm 

END  AM¬ 
TIME  30  C^} 

THE  FOLLOWING  WAS  NOTED: 


60iil 


MUJ- 


- 


fyiui-  Z 


I^Uj’ 


1.33 


1.5^ 


(.07 


^.78 

8.65T^ 


5.25 


T  Jr>va 

\ZOl 


i(^Z5 


1^20 


1730 


(755 


1825 


- 

J2kihd. 

AlJ  •  S^hnUifi.  i/g 


Low  -  //obo 


6a»/fcr 


/  iHl^  '  fl  C 


R/s .'  (»  r 


f^^uA  a^A  rLividpj'M  W 


TtuljU^/HUrJ  .A  UJl//s 

m-\ 


MUI-S 


rtlU>5 

rtwT 


si/.  knulA 

Mi/)a  _ 

.  AAffd^i. 


/Ibct^ 

Mo 


((\ajji^f\ i/UnuO 


12-30  V!tf>Q/\  _ 

/3oz>  6a<^  sn  aJi-  CmpIjuihi  /u6u() _ 

Afijo  ^  Ex  'k  sAitp  Sicufofit.*;  _ _ 

^<30  £0ti  ^ _ i^iu _ dtMob,1i'2j/^ _ 

COPIES  TO _  FIEJi^  REPOR^  yy 

Page  I  of  I  SIGNED  /^yCT 


Mailing  Address  -  Post  Office  Box  639  -  Cary,  north  Carolina  275 1 2 
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DUNCKLEE  &  DUNHAM 

KKVIftOMMIMTAL  GEOLOGISTS  A  CNOIKECAS 


Groundwater  Sample  C'ollection  Record 


W  ell/Sample  ID: 


w-l 


Client:  _ 
Project  No:  _ 

Site  Location: _ 

Weather  Conds: 


StJer 


Date: 


('ollector(s): 


s/n/if, 

ICfIC 


WATER  LEVEL  DATA 


a.  Well  Depth;  2L 
b.  Depth  to  Water:  i-3^ 


c.  Casing  Diameter 

d.  l.ength  of  W  ater  Col. 


e.  Calculated  Well  Vol. _ (if  needed) 

2"*0  1 63  gallons/ft  and  4’'=0  653  gaJlons/ft 

f.  Depth  to  Well  Bottom _ (if  needed) 


.  PURGING  DATA 


a.  Purge  Method 


(('ircle  One) 


/Equipment: 


b.  Sample  Equipment:  (C'ircle  One) 


Bailer  Peristaltic 


Bailer  '  Peristaltic  Pum 


c.  Purge  Volume: 


(gallons) 


(goal  is  less  than  475  mL'min.) 
(use  40  mL  vial  and  watch) 


d.  Field  Testing  Equipment  I’sed: 

1) 

2) 


Make 

Model 

Calibration  Method 

YSi 

5So  mPS 

ule 

_ 

Field  Tests: 

Comments  : 


CO,- 

1  Sulfide  » 

,F>+2  = 

N03  = 

i20T 


Dispose  on 


Oil/Water 

Seperator 


Other  Describe; 


Purge  Water  Handling,  Circle  One: 

Signature: 

Note: 

Acceptance  criteria  is  based  on  Region  4  groundwater  sampling  operating  procedures  dated  October  28. 201 1  1  gallon  =  3785  41 1 78  Milliliters 

To  calculate  %  difference  for  a  parameter  ((Last  Reading  •  Previous  Reading) '  (Last  Reading))  *  100  -  Percent  difference 


IT  ^  DUNCKLEE  &  DUNHAM 

Well/Sample  ID: 

"  Groundwater  Sample  Collection  Record 

C'lirnl:  yAboA'i  ^ 

Project  No:  _ A 


Date: 


llh 


Site  I.ocation: 
Weather  C'onds: 


Siif4  c:4y  /  'sig 


Collector(s): 


:  ^ 


W  ATER  LEVEL  DATA 


a.  Well  Depth:  c.  Casing  Diameter  ^  '  e.  Calculated  W  ell  Vol.  (if  needed) 

2"^  163  gallons  R  and  4**0  653  gallons/'R 

b.  Depth  to  Water:  1-  ^  S  d.  Length  of  W  ater  Col.  f.  Depth  to  Well  Bottom  (if  needed) 

^  ^  PUB^IM^^TA 

a.  Purge  Method 

/Equipment:  (Circle  One) 

b.  Sample  Equipment:  (Circle  One)  , 

- r 

Bailer 

/ — Til 

/  Submersiile  A 

L 

™d|^crepn  | 

Top  of  Water  j 

Column 

3  to  5  Volumes 

Bailer  | 

^  i 

Penstaltic  Pump 

Sdbmersfmc^ 

PumpX^ 

Other 

c.  Purge  Volume: 

^3 

(gallons)  e.  Flow  Rate: 

L 

"f^  iKoal  is  less  than  475  mL/'min.) 

*  (use  40  mL  vial  and  watch) 

d.  Field  Testing  Equipment  I'sed: 

1) 

2) 

Make 

'  Model 

Calibration  Method 

_ SSfo  M£1 _ 

_ 

f 

Acceptance  Criteria  ■ 

- 1 

+/-  0.01  ft. 

0.1  SI* 

lONTVVor 

10% 

0.2  mg/L  or  10% 
(largest  value) 

NA 

10% 

Color/Odor/Bnbbles  in  Tubing/  Back  Flow  in  Tubing/ 
FID  or  PID  Air  Reading 

Time 

WL 

pH 

Spec.  Cond 

Turbidity 

DO 

T'C 

ORP 

Notes 

(Military) 

(ft  bmp) 

(Standard) 

( Write  Down  ) 

(NTUs) 

(mg/L) 

(Celsius) 

(mV) 

0-45^ 

IS5^  AL) 

3.?a 

-.5. 1 

M  SrduJf'  4^"'' 

1:7  39 

2.30 

H.(,l 

-;?=5  4 

I55i5 

2.1‘^ 

1557  AO 

2.  oio 

i5'5*f 

7e  \6 

1.93 

'32,3 

|^S« 

^.20 

7.10 

O.HSt 

^2aa<74l/ 

.  3.|( 

W.io 

■Hg.3 

(6)62. 

|.% 

-35.5 

UiC 

O>%0 

l^/IU 

1. 11 

i?4ii 

.31.5 

li^|0 

oMcj 

LSI 

11  ^^1 

dMiaC 

t6riA’>^ 

(•S' 

riMC,6 

/-3l 

I9-63 

-33.1 

&.3Z 

UTi 

0-^Z 

* 

/.27 

19.5M 

•(few 

Criteria  Met?  (yea/no)* 

• 

• 

* 

« 

1 

NA 

• 

Field  Tests: 

CO:  = 

^  iSulflde  =*  1  y/  'Fe+2  = 

N03  - 

(  omments : 


l(o  2.^ 


Contain* 


On-site  WWTP 


Dispose  on 
Ground 


OilAVatcr 

Seperator 


Other  Describe: 


Purge  Water  Handling,  Circle  One: 

Signature: 

Note: 

Acceptance  entena  is  based  on  Region  4  groundwater  sampling  operating  procedures  dated  October  28. 2011  I  gallon  ■  3785  41178  Milliliters 

To  calculate  %  difTerence  for  a  parameter  ((Last  Reading  •  Previous  Reading)  /  (Last  Reading))  *  l(X)  ~  Percent  din'erence 


o 


DUNCKLEE  &  DUNHAM 

CNVIftONMINTAL  OtOLOOISTS  A.  ENOtNCEftS 


Well/Sample  ID: 


-  t 


Groundwater  Samplt  C'olltction  Record 


:  slnjtb 

_ 


Client: 
Project  No: 
Site  Location: 
Weather  Conds: 


\kMK 


Collector(s): 


WATER  LEVEL  DATA 


izrT' 

1.01  * 


a.  Well  Depth: 


b.  Depth  to  W  ater: 


c.  Casing  Diameter 


e.  Calculated  Well  V'ol. 


(if  needed) 


d.  Length  of  Water  Col. 


2"*0  163  gallons/'R  and  4"»0  653  gallons/ft 
f.  Depth  to  Well  Bottom _ (if  needed) 


WELL  PinraNC  data 


a.  Purge  Method 

/Equipment:  ((*«>«(>"') 

b.  Sample  Equipment:  (Circle  One) 

Bailer 

Submersible  X 
Pump 

- ^ 

Mid-Screen 

Top  of  Water 
Column 

3  to  5  Volumes 

Bailer 

^istaltic^^> 

Submersible 

Pump 

Other 

c.  Purge  V'olumc:  ^ 

(gallons)  e.  Flow  Rate: 

1 

TU//\L/  (goal  is  less  than  475  mL/min.) 

(use  40  mL  vial  and  watch) 

d.  Field  Testing  Equipment  I'sed: 

1) 

2) 

Make 

Model 

Calibration  Method 

Js&lm 

Ca  ^oZo  ifdt 

- ! 

Acceptance  Criteria  * 

- 1 

+/-  0.01  ft. 

0.1  SI 

mSftvU 

10  NTT's/ or 
10% 

0.2  mg/1,  or  10% 
(largest  value) 

NA 

10% 

Color/Odor/Bubbles  in  Tubing/  Back  Flow  in  Tubing/ 
FID  or  PID  Air  Reading 

Time 

WL 

pH 

1 

Spec.  Cond 

Turbidity 

DO 

fC 

ORP 

Notes 

(Military) 

(ft  bmp) 

(Standard) 

( Write  Down  ) 

(NTUs) 

(mg.E) 

(Celsius) 

(mV) 

^  \m 

Q.ZII 

£.01 

-157.2. 

k  fJu  h  j  nturkj^ 

lo.io 

triio 

i+.% 

LiM9_ 

-175.? 

£33 

I^.w3 

-190-0 

k3«TV 

Ui 

AfiUfnph 

r/s 

- f- 

7 

w  4o 

p  /jtAif 

1/^  - 

'  (/ 

Criteria  Met?  (yea/no)* 

• 

• 

‘ 

• 

• 

NA 

Field  Tests: 

COj. 

Sulfide  = 

Fe+2  = 

N03  = 

Comments  : 


LyJJ  Q  tq;to 


Container^  On-site  WWTP 


Other  Describe 


Purge  Water  Handling,  Circle  One: 

Signature: 

Note: 

Acceptance  cntena  ts  based  on  Region  4  groundwater  sampling  operating  procedures  dated  October  28, 2011  1  gallon  •  3785  41 178  Milliliters 

To  calculate  %  difference  for  a  parameter  ((Last  Reading  -  Previous  Reading)  /  (Last  Reading))  •  100  =  Percent  difference 


11  "X  DUNCKLEE  &  DUNHAM 

W  elUSample  ID: 

y,  1  Groundwater  Sample  Colleetion  Record 

Client: 

Project  No: 

Site  Location: 

Weather  Conds: 

Date: 

Collector(s): 

(hi*/ f 

KPIL 

WATER  LEVEL  DATA 

a.  Well  Depth:  15"*  Casing  Diameter  ^  e.  Calculated  Well  V'ol.  {if  needed) 

^  2*’=0  163  gallons/fl  and  4"=*0,653  gallons/ft 

b.  Depth  to  Water:  d.  I.ength  of  Water  Col.  f.  Depth  to  Well  Bottom  (ifneeded) 

WELL  PURGING  DATA 

a.  Purge  Method 

/Equipment:  K  i'-cle  One) 

b.  Sample  Equipment:  (Circle  One) 

Bailer 

Punm 

1  Submersible 
Pump 

^^d-Scre^ 

Top  of  Water 
Column 

3  to  5  Volumes 

Bailer 

^nstaltic  Pump 

J  Submersible 
Pump 

Other 

c.  Purge  V’olume: 

(gallons)  e.  Flow  Rate: 

Vd  mL/  jZ 

(goal  IS  less  than  475  mL/min.) 

(use  40  mL  vial  and  watch) 

d.  Field  Testing  Equipment  I'sed: 

1) 

2) 

Make 

Model 

Calibration  Method 

CCJvti'cp  ^  , 

U/t 

y/SkyiupJI 

Acceptance  Criteria  = 

+/-  0.01  ft. 

0.1  su 

lONTUs/or 

10% 

0.2  mg/L  or  10% 
(largest  value) 

NA 

10% 

Color/Odor/Bubbles  in  Tubing/  Back  Flow  in  Tubing/ 
FID  or  PID  Air  Reading 

Time 

WL 

pH 

1 

Spec.  Cond 

Turbidity 

DO 

T*C 

ORP 

Notes 

(Mihtary) 

(ft  bmp) 

(Standard) 

( Write  Down  ) 

(NTUs) 

(mg/L) 

(Celsius) 

(mV) 

ni5 

^.51 

^■577 

hraitM>  -iifyi 

nn 

■7-73 

^.80 

I9?8 

-SS.*) 

17Z3 

10-7^ 

7.87 

1533/11^ 

I9.U 

-5^.^ 

[idil 

iUo?) 

777 

6 

-5t  ”2- 

t 

Criteria  Met?  (yes/oo)* 

« 

* 

* 

■ 

NA 

’ 

1-  -- 

Field  Tests: 

CO:  = 

^ 

Sulfide  =  1 

Fe+2  = 

z 

N03  = 

Comments : 

Purge  Water  Handlin 

&  nso 

g,  Circle  One: 

^e-^ontainer^ 

^  ,.rt.r.T.e.  Disposc  OH  OiWatcr  ^ 

On-site  WWTP  .  o  Other  Descnbe: 

Ground  Seperator 

Note: 

Acceptance  criteria  is  based  on  Region  4  groundwater  sampling  operating  procedures  dated  October  28.  2011  1  gallon  =  3785  41178  Milliliters 

To  calculate  %  difference  for  a  parameter  ((Last  Reading  -  Previous  Reading)  /  (Last  Reading))  *100  =  Percent  difference 

Divider 

Page 


Table  2 

Summary  of  Laboratory  Test  Results,  Soil  Samples 

Former  Townsend  Plant 

Siler  City,  North  Carolina 

Analyte 

Soil-to-Groundwater 

MSCC 

Sample  Identification 

S-9A  (Fuel  line) 

S-13A  (Dispensers) 

Volatile  Organic  Compounds  - 

EPA  8260B 

n-Butylbenzene 

4.3 

1.05 

0.161 

sec-Butylbenzene 

3.3 

1.67 

0.281 

tert-Butylbenzene 

3.4 

0.0338 

0.00776  J 

Ethylbenzene 

4.9 

0.0702 

<0.0101 

Isopropylbenzene 

1.7 

0.266 

0.0307  J 

p-lsopropyltoluene 

0.12 

0.497 

0.0714 

Methyl  tert-butyl  ether 

0.091 

0.0137  J 

0.0279  J 

Napthalene 

0.16 

0.604 

<0.0339 

n-Propylbenzene 

1.7 

0.294 

0.0294  J 

1 ,2,4-Trimethylbenzene 

8.5 

0.996 

0.117 

1 ,2,3-Trimethylbenzene 

NE 

0.649 

0.351 

1 ,3,5-Trimethylbenzene 

8.3 

0.0612 

0.0462 

Xylenes,  Total 

4.6 

0.423 

0.0280  J 

Semivolatile  Organic  Compounds 

-EPA  8270D 

Acenaphthene 

8.2 

2.67 

0.700 

Anthracene 

940 

0.623  J 

<0.00923 

Fluorene 

47 

2.72 

0.627 

Phenanthrene 

56 

5.83 

1.78 

Bis(2-ethylhexyl)phthalate 

6.6 

<0.735 

0.173  J 

Pyrene 

270 

0.951  J 

0.416 

Volatile  and  Extractable  Petroleum  Hydrocarbons  -  MADEP  Methods 

C5-C8  Aliphatics 

68 

15.8 

8.14 

C9-C18  Aliphatics 

540 

2,149 

1,261 

C19-C36  Aliphatics 

Considered  Immobile 

561 

376 

C9-C22  Aromatics 

31 

1,670.8 

800.7 

Notes: 

All  results  in  mg/kg 

Msec  -  Maximum  Soil  Contaminant  Concentration 

Bold  font  -  result  exceeds  method  detection  limit 

Bold  font  and  shaded  cell  -  concentration  exceeds  the  soil-to-groundwater  MSCC 

NE  -  not  established 

J  -  the  identification  of  the  analyte  is  acceptable;  the  reported  value  is  an  estimate 
<  #  -  analyte  not  detected  at  a  concentration  that  exceeds  the  method  detection  limit  shown 

P:\Mountaire\Siler  City  -  201659\Phase  II  ESA  -  20I659C  Townsend  SoiETable  2 
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«ESC 


ANALYTICAL  REPORT 

May  25,  2016 


Duncklee  and  Dunham 

Sample  Delivery  Group: 

L837090 

Samples  Received: 

05/21/2016 

Project  Number: 

201659C 

Description: 

Former  Townsend  Plant 

Report  To: 

Rick  Kolb 

PO  Box  639 

Cary,  NC  27512 

Entire  Report  Reviewed  By: 


Jimmy  Hunt 

Technical  Service  Representative 


Results  relate  only  to  the  Items  tested  or  calibrated  and  are  reported  as  rounded  values.  This  test  report  shall  not  be 
reproduced,  except  in  full,  without  written  approval  of  the  laboratory.  Where  applicable,  sampling  conducted  by  ESC  is 
performed  per  guidance  provided  in  laboratory  standard  operating  procedures:  060302,  060303,  and  060304. 


TABLE  OF  CONTENTS 


ONE  LAB.  NATIONWIDE. 
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^Cn:  Case  Narrative 
®Sr:  Sample  Results 
S-9A  L837090-01 
S-13A  L837090-02 

®Qc:  Quality  Control  Summary 

Total  Solids  by  Method  2540  G-2011 
Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 
Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 
Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 
Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 
^Gl:  Glossary  of  Terms 
®AI;  Accreditations  &  Locations 
®Sc:  Chain  of  Custody 
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'Cp 


2 

Tc 


Cn 


ACCOUNT: 
Duncklee  and  Dunham 


PROJECT: 

201659C 


SDG: 

L837090 


DATE/TIME: 

05/25/16  15:21 


PAGE: 
2  of  29 


SAMPLE  SUMMARY 


ONE  LAB.  NATIONWIDE.  i|| 


Collected  by 

Collected  date/time 

Received  date/time 

S-9A  L837090-01  Solid 

Kevin  Kelt 

05/20/16  12:15 

05/21/16  09:00 

'cp 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

"tc 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG874384 

50 

05/22/16  11:05 

05/23/16  12:48 

SNR 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG874880 

10 

05/24/16  07:50 

05/24/16  14:38 

KLM 

3 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

Total  Solids  by  Method  2540  G-2011 

WG874880 

WG874636 

5 

05/24/16  07:50 

05/23/16 11:05 

05/24/16  19:10 

05/23/16  11:12 

KLM 

MEL 

Ss 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG873513 

20.25 

05/23/16 15:16 

05/24/16  09:48 

BMB 

4 

Cn 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG874400 

20.25 

05/22/16  00:49 

05/22/16  14:48 

JHH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG874246 

40.5 

05/21/16  21:26 

05/21/16  21:26 

BMB 

5 

Sr 

Collected  by 

Collected  date/time 

Received  date/time 

_ 

S-13A  L837090-02  Solid 

Kevin  Kelt 

05/20/16  11:30 

05/21/16  09:00 

Qc 

Method 

Batch 

Dilution 

Preparation 

Analysis 

Analyst 

date/time 

date/time 

Gl 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG874384 

05/22/16  11:05 

05/23/16  12:02 

CLG 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

WG874384 

2 

05/22/16  11:05 

05/23/16  13:12 

CLG 

8 

Al 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG874880 

1 

05/24/16  07:50 

05/24/16  15:20 

KLM 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

WG874880 

5 

05/24/16  07:50 

05/24/16  14:59 

KLM 

9 

Total  Solids  by  Method  2540  G-2011 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG874636 

WG873513 

1 

23.5 

05/23/16 11:05 

05/23/16 15:16 

05/23/16  11:12 

05/24/16  10:11 

MEL 

BMB 

Sc 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

WG874400 

23.25 

05/22/16  00:49 

05/22/16  15:07 

JHH 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

WG874246 

47 

05/21/16  21:59 

05/21/16  21:59 

BMB 

ACCOUNT: 
Duncklee  and  Dunham 


PROJECT: 

201659C 


SDG: 

L837090 


DATE/TIME: 

05/25/16  15:21 


PAGE: 
3  of  29 


CASE  NARRATIVE 


ONE  LAB.  NATIONWIDE. 


All  sample  aliquots  were  received  at  the  correct  temperature,  in  the  proper  containers,  with  the 
appropriate  preservatives,  and  within  method  specified  holding  times.  All  MDL  (LOD)  and  RDL  (LOQ) 
values  reported  for  environmental  samples  have  been  corrected  for  the  dilution  factor  used  in  the 
analysis.  All  Method  and  Batch  Quality  Control  are  within  estabiished  criteria  except  where  addressed 
in  this  case  narrative,  a  non-conformance  form  or  properly  qualified  within  the  sample  results.  By  my 
digital  signature  below,  I  affirm  to  the  best  of  my  knowledge,  all  problems/anomalies  observed  by  the 
laboratory  as  having  the  potential  to  affect  the  quality  of  the  data  have  been  identified  by  the 
laboratory,  and  no  information  or  data  have  been  knowingly  withheld  that  would  affect  the  quality  of  the 
data. 


Jimmy  Hunt 

Technical  Service  Representative 


'cp 


2 

Tc 


4 

Cn 


8 


Al 


ACCOUNT: 
Duncklee  and  Dunham 


PROJECT: 

201659C 


SDG: 

L837090 


DATE/TIME: 

05/25/16  15:21 
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ONE  LAB.  NATIONWIDE.  i|| 


S-9A  SAMPLE  RESULTS  -  01 

Collected  date/time:  05/20/16  12:15  L837090 


Total  Solids  by  Method  2540  G-2011 

Result  Qualifier  Dilution  Analysis  Batch 

Analyte  %  date /time 

Total  Solids  81.6  1  05/23/2016  11:12  WG874636 


Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 


Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Volatile  Petroleum  Hydrocarbons 

114 

0.660 

4.96 

40.5 

05/21/2016  21:26 

WG874246 

C5-C8  Aliphatics 

15.8 

0.660 

4.96 

40.5 

05/21/2016  21:26 

WG874246 

C9-C12  Aliphatics 

169 

0.357 

4.96 

40.5 

05/21/2016  21:26 

WG874246 

C9-C10  Aromatics 

70.8 

0.359 

4.96 

40.5 

05/21/2016  21:26 

WG874246 

(S)  2,5-Dibromotoluene(FID) 

45.2 

R 

70.0-130 

05/21/201621:26 

WG874246 

(S)  2,5-Dibromotoluene(PID) 

57.9 

70.0-130 

05/21/201621:26 

WG874246 

Sample  Narrative: 

MADEPV  L837090-01 WG874246:  Surrogate  failure  due  to  matrix  interference. 

Volatile  Organic  Gompounds  (GG/MS)  by  Method  8260B 

Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Acetone 

U 

0.247 

1.24 

20.25 

05/22/2016  14:48 

WG874400 

Acrylonitrile 

U 

0.0444 

0.248 

20.25 

05/22/2016  14:48 

WG874400 

Benzene 

U 

0.00670 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Bromobenzene 

U 

0.00704 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Bromodichloromethane 

U 

0.00630 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Bromoform 

U 

0.0105 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Bromomethane 

U 

0.0332 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

n-Butylbenzene 

1.05 

0.00640 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

sec-Butylbenzene 

1.67 

0.00499 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

tert-Butylbenzene 

0.0338 

0.00511 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Carbon  tetrachloride 

U 

0.00814 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Chlorobenzene 

U 

0.00526 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Chlorodibromomethane 

U 

0.00925 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Chloroethane 

U 

0.0235 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

2-Chloroethyl  vinyl  ether 

U 

0.0581 

1.24 

20.25 

05/24/2016  09:48 

WG873513 

Chloroform 

U 

0.00568 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

Chloromethane 

U 

0.00930 

0.0620 

20.25 

05/22/2016  14:48 

WG874400 

2-Chlorotoluene 

U 

0.00747 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

4-Chlorotoluene 

U 

0.00595 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2-Dibromo-3-Chloropropane 

U 

0.0261 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

1,2-Dibromoethane 

U 

0.00850 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Dibromomethane 

U 

0.00948 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2-Dichlorobenzene 

U 

0.00757 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,3-Dichlorobenzene 

U 

0.00593 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,4-Dichlorobenzene 

U 

0.00561 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Dichlorodifluoromethane 

U 

0.0176 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

1,1-Dichloroethane 

U 

0.00494 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2-Dichloroethane 

U 

0.00658 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1-Dichloroethene 

U 

0.00752 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

cis-1,2-Dichloroethene 

U 

0.00583 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

trans-1,2-Dichloroethene 

U 

0.00655 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2-Dichloropropane 

U 

0.00888 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1-Dichloropropene 

u 

0.00787 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,3-Dichloropropane 

u 

0.00513 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

cis-l,3-Dichloropropene 

u 

0.00649 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

trans-1,3-Dichloropropene 

u 

0.00663 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

2,2-Dichloropropane 

u 

0.00692 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 
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S-9A 

Collected  date/time:  05/20/16 

12:15 

SAMPLE 

RESULTS  -  01 

L837090 

ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 

Analyte 

Result  (dry) 
mg/kg 

Qualifier  MDL(dry) 

mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Di-isopropyl  ether 

U 

0.00615 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Ethylbenzene 

0.0702 

0.00736 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Hexachloro-1, 3-butadiene 

U 

0.00848 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Isopropylbenzene 

0.266 

0.00603 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

p-lsopropyltoluene 

0.497 

0.00506 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

2-Butanone  (MEK) 

U 

0.116 

0.248 

20.25 

05/22/2016  14:48 

WG874400 

Methylene  Chloride 

U 

0.0247 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

4-Methyl-2-pentanone  (MIBK) 

U 

0.0467 

0.248 

20.25 

05/22/2016  14:48 

WG874400 

Methyl  tert-butyl  ether 

0.0137 

J  0.00526 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Naphthalene 

0.604 

0.0247 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

n-Propylbenzene 

0.294 

0.00511 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Styrene 

U 

0.00581 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1,1,2-Tetrachloroethane 

U 

0.00655 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1,2,2-Tetrachloroethane 

U 

0.00905 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1,2-Trichlorotrifluoroethane 

U 

0.00905 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Tetrachloroethene 

U 

0.00685 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Toluene 

U 

0.0108 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

1,2,3-Trichlorobenzene 

U 

0.00760 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2,4-Trichlorobenzene 

U 

0.00963 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1,1-Trichloroethane 

U 

0.00709 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,1,2-Trichloroethane 

U 

0.00687 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Trichloroethene 

U 

0.00692 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Trichlorofluoromethane 

U 

0.00948 

0.124 

20.25 

05/22/2016  14:48 

WG874400 

1,2,3-Trichloropropane 

U 

0.0184 

0.0620 

20.25 

05/22/2016  14:48 

WG874400 

1,2,4-Trimethylbenzene 

0.996 

0.00523 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,2,3-Trimethylbenzene 

0.649 

0.00712 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

1,3,5-Trimethylbenzene 

0.0612 

0.00660 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Vinyl  chloride 

U 

0.00722 

0.0248 

20.25 

05/22/2016  14:48 

WG874400 

Xylenes,  Total 

0.423 

0.0173 

0.0744 

20.25 

05/22/2016  14:48 

WG874400 

(S)  Toluene-dS 

107 

88.7-115 

05/22/2016 14:48 

WG874400 

(S)  Toluene-dS 

103 

88.7-115 

05/24/2016  09:48 

WG873513 

(S)  Dibromofluoromethane 

107 

76.3-123 

05/24/2016  09:48 

WG873513 

(S)  Dibromofluoromethane 

97.1 

76.3-123 

05/22/2016 14:48 

WG874400 

(S)  4-Bromofluorobenzene 

123 

69.7-129 

05/22/2016 14:48 

WG874400 

(S)  4-Bromofluorobenzene 

120 

69.7-129 

05/24/2016  09:48 

WG873513 

Sample  Narrative: 

8260B  L837090-01  WG874400:  Non-target  compounds  too  high  to  run  at  a  lower  dilution. 

Semi-Volatile  Organic  Compounds  (GO)  by  Method  MADEPE 

Analyte 

Result  (dry) 
mg/kg 

Qualifier  MDL(dry) 

mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date /time 

Batch 

Extractable  Petroleum  Hydrocarbon 

4140 

13.1 

39.8 

5 

05/24/2016  19:10 

WG874880 

C9-C18  Aliphatics 

1980 

14.3 

79.6 

10 

05mi20K  14:38 

WG874880 

C19-C36  Aliphatics 

561 

4.30 

79.6 

10 

05/24/2016  14:38 

WG874880 

C11-C22  Aromatics 

1600 

3.26 

39.8 

5 

05/24/2016  19:10 

WG874880 

(S)  o-Terphenyl 

37.0 

40.0-140 

05/24/2016  19:10 

WG874880 

(S)  1-Chloro-octadecane 

65.2 

40.0-140 

05/24/2016  14:38 

WG874880 

(S)  2-Fluorobiphenyl 

116 

40.0-140 

05/24/2016  19:10 

WG874880 

(S)  2-Bromonaphthalene 

68.2 

40.0-140 

05/24/2016  19:10 

WG874880 
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S-9A  SAMPLE  RESULTS  -  01  ONE  LAB.  NATIONWIDE. 


Collected  date/time:  05/20/16 

12:15 

L837090 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 

Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Acenaphthene 

2.67 

0.393 

2.02 

50 

05/23/2016  12:48 

WG874384 

Acenaphthylene 

U 

0.412 

2.02 

50 

05/23/2016  12:48 

WG874384 

Anthracene 

0.623 

J 

0.387 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzidine 

U 

3.90 

20.4 

50 

05/23/2016  12:48 

WG874384 

Benzo(a)anthracene 

U 

0.262 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzo(b)fiuoranthene 

U 

0.426 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzolkjfiuoranthene 

U 

0.357 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzo(g,h,i)perylene 

U 

0.441 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzo(a)pyrene 

U 

0.336 

2.02 

50 

05/23/2016  12:48 

WG874384 

Bis(2-chiorethoxy)methane 

U 

0.472 

20.4 

50 

05/23/2016  12:48 

WG874384 

Bis(2-chioroethyi)ether 

U 

0.549 

20.4 

50 

05/23/2016  12:48 

WG874384 

Bis(2-chioroisopropyi)ether 

U 

0.466 

20.4 

50 

05/23/2016  12:48 

WG874384 

4-Bromophenyi-phenyiether 

U 

0.698 

20.4 

50 

05/23/2016  12:48 

WG874384 

2-Chloronaphthaiene 

U 

0.392 

2.02 

50 

05/23/2016  12:48 

WG874384 

4-Chiorophenyl-phenyiether 

U 

0.385 

20.4 

50 

05/23/2016  12:48 

WG874384 

Chrysene 

U 

0.341 

2.02 

50 

05/23/2016  12:48 

WG874384 

Dibenz(a,h)anthracene 

U 

0.502 

2.02 

50 

05/23/2016  12:48 

WG874384 

1,2-Dichiorobenzene 

U 

0.564 

20.4 

50 

05/23/2016  12:48 

WG874384 

1,3-Dichiorobenzene 

U 

0.625 

20.4 

50 

05/23/2016  12:48 

WG874384 

1,4-Dichiorobenzene 

U 

0.668 

20.4 

50 

05/23/2016  12:48 

WG874384 

3,3-Dichiorobenzidine 

U 

4.86 

20.4 

50 

05/23/2016  12:48 

WG874384 

2,4-Dinitrotoiuene 

U 

0.372 

20.4 

50 

05/23/2016  12:48 

WG874384 

2,6-Dinitrotoluene 

U 

0.451 

20.4 

50 

05/23/2016  12:48 

WG874384 

Fiuoranthene 

U 

0.304 

2.02 

50 

05/23/2016  12:48 

WG874384 

Fiuorene 

2.72 

0.418 

2.02 

50 

05/23/2016  12:48 

WG874384 

Flexachlorobenzene 

U 

0.524 

20.4 

50 

05/23/2016  12:48 

WG874384 

Flexachloro-1, 3-butadiene 

U 

0.613 

20.4 

50 

05/23/2016  12:48 

WG874384 

Flexachlorocyciopentadiene 

U 

JO 

3.60 

20.4 

50 

05/23/2016  12:48 

WG874384 

Flexachloroethane 

U 

0.821 

20.4 

50 

05/23/2016  12:48 

WG874384 

lndeno(1,2,3-cd)pyrene 

U 

0.473 

2.02 

50 

05/23/2016  12:48 

WG874384 

Isophorone 

U 

0.320 

20.4 

50 

05/23/2016  12:48 

WG874384 

Naphthaiene 

U 

0.544 

2.02 

50 

05/23/2016  12:48 

WG874384 

Nitrobenzene 

U 

0.426 

20.4 

50 

05/23/2016  12:48 

WG874384 

n-Nitrosodimethyiamine 

U 

3.97 

20.4 

50 

05/23/2016  12:48 

WG874384 

n-Nitrosodiphenyiamine 

U 

0.364 

20.4 

50 

05/23/2016  12:48 

WG874384 

n-Nitrosodi-n-propylamine 

U 

0.555 

20.4 

50 

05/23/2016  12:48 

WG874384 

Phenanthrene 

5.83 

0.323 

2.02 

50 

05/23/2016  12:48 

WG874384 

Benzyibutyl  phthaiate 

U 

0.631 

20.4 

50 

05/23/2016  12:48 

WG874384 

Bis(2-ethyihexyl)phthaiate 

U 

0.735 

20.4 

50 

05/23/2016  12:48 

WG874384 

Di-n-butyi  phthaiate 

U 

0.668 

20.4 

50 

05/23/2016  12:48 

WG874384 

Diethyi  phthaiate 

U 

0.424 

20.4 

50 

05/23/2016  12:48 

WG874384 

Dimethyi  phthaiate 

U 

0.331 

20.4 

50 

05/23/2016  12:48 

WG874384 

Di-n-octyi  phthaiate 

U 

0.556 

20.4 

50 

05/23/2016  12:48 

WG874384 

Pyrene 

0.951 

J 

0.753 

2.02 

50 

05/23/2016  12:48 

WG874384 

1,2,4-Trichiorobenzene 

U 

0.537 

20.4 

50 

05/23/2016  12:48 

WG874384 

(S)  Nitrobenzene-d5 

316 

R 

21.9-129 

05/23/2016  12:48 

WG874384 

(S)  2-Fluorobiphenyl 

65.8 

JZ 

34.9-129 

05/23/2016  12:48 

WG874384 

(Sj  p-Terphenyl-d14 

60.8 

ZZ 

21.5-128 

05/23/2016  12:48 

WG874384 
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8270D  L837090-01  WG874384;  Dilution  due  to  matrix 
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ONE  LAB.  NATIONWIDE.  i|| 


S-13A  SAMPLE  RESULTS  -  02 

Collected  date/time:  05/20/16  11:30  L837090 


Total  Solids  by  Method  2540  G-2011 


Analyte 

Result 

% 

Qualifier 

Dilution  Analysis 

date /time 

Batch 

Total  Solids 

68.4 

1  05/23/2016  11:12 

VI/G874636 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV 

Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Volatile  Petroleum  Hydrocarbons 

65.8 

0.913 

6.87 

47 

05/21/2016  21:59 

WG874246 

C5-C8  Aliphatics 

8.14 

0.913 

6.87 

47 

05/21/2016  21:59 

WG874246 

C9-C12  Aliphatics 

101 

0.494 

6.87 

47 

05/21/2016  21:59 

WG874246 

C9-C10  Aromatics 

43.7 

0.497 

6.87 

47 

05/21/2016  21:59 

WG874246 

(S)  2,5-Dibromotoluene(FID) 

60.3 

R 

70.0-130 

05/21/201621:59 

WG874246 

(S)  2,5-Dibromotoluene(PID) 

66.9 

R 

70.0-130 

05/21/201621:59 

WG874246 

Sample  Narrative: 

MADEPV  L837090-02  WG874246:  Surrogate  failure  due  to  matrix  interference. 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Acetone 

U 

0.339 

1.70 

23.25 

05/22/2016  15:07 

WG874400 

Acrylonitrile 

U 

0.0608 

0.340 

23.25 

05/22/2016  15:07 

WG874400 

Benzene 

U 

0.00917 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Bromobenzene 

U 

0.00964 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Bromodichloromethane 

U 

0.00862 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Bromoform 

U 

0.0144 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Bromomethane 

U 

0.0456 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

n-Butylbenzene 

0.161 

0.00877 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

sec-Butylbenzene 

0.281 

0.00682 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

tert-Butylbenzene 

0.00776 

J 

0.00700 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Carbon  tetrachloride 

U 

0.0111 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Chlorobenzene 

U 

0.00720 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Chlorodibromomethane 

U 

0.0127 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Chloroethane 

U 

0.0321 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

2-Chloroethyl  vinyl  ether 

U 

0.0804 

1.72 

23.5 

05/24/2016  10:11 

WG873513 

Chloroform 

U 

0.00777 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

Chloromethane 

U 

0.0127 

0.0849 

23.25 

05/22/2016  15:07 

WG874400 

2-Chlorotoluene 

U 

0.0102 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

4-Chlorotoluene 

U 

0.00815 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2-Dibromo-3-Chloropropane 

U 

0.0356 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

1,2-Dibromoethane 

U 

0.0116 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Dibromomethane 

U 

0.0130 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2-Dichlorobenzene 

U 

0.0104 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,3-Dichlorobenzene 

U 

0.00812 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,4-Dichlorobenzene 

U 

0.00767 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Dichlorodifluoromethane 

U 

0.0243 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

1,1-Dichloroethane 

U 

0.00676 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2-Dichloroethane 

U 

0.00900 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1-Dichloroethene 

U 

0.0103 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

cis-1,2-Dichloroethene 

U 

0.00798 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

trans-1,2-Dichloroethene 

U 

0.00897 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2-Dichloropropane 

u 

0.0122 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1-Dichloropropene 

u 

0.0108 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,3-Dichloropropane 

u 

0.00703 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

cis-1,3-Dichloropropene 

u 

0.00890 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

trans-1,3-Dichloropropene 

u 

0.00907 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

2,2-Dichloropropane 

u 

0.00948 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

'cp 


Cn 


Qc 


Gl 


Al 


ACCOUNT: 
Duncklee  and  Dunham 


PROJECT: 

201659C 


SDG: 

L837090 


DATE/TIME: 

05/25/16  15:21 


PAGE: 
8  of  29 


ONE  LAB.  NATIONWIDE.  i|| 


S-13A  SAMPLE  RESULTS  -  02 

Collected  date/time:  05/20/16  11:30  L837090 


Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B 


Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date  /  time 

Batch 

Di-isopropyl  ether 

U 

0.00843 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Ethylbenzene 

U 

0.0101 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Hexachloro-1, 3-butadiene 

U 

0.0116 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Isopropylbenzene 

0.0307 

J 

0.00825 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

p-lsopropyltoluene 

0.0714 

0.00692 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

2-Butanone  (MEK) 

U 

0.159 

0.340 

23.25 

05/22/2016  15:07 

WG874400 

Methylene  Chloride 

U 

0.0339 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

4-Methyl-2-pentanone  (MIBK) 

U 

0.0638 

0.340 

23.25 

05/22/2016  15:07 

WG874400 

Methyl  tert-butyl  ether 

0.0279 

J 

0.00720 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Naphthalene 

U 

0.0339 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

n-Propylbenzene 

0.0294 

J 

0.00700 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Styrene 

U 

0.00795 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1,1,2-Tetrachloroethane 

U 

0.00897 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1,2,2-Tetrachloroethane 

U 

0.0124 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1,2-Trichlorotrifluoroethane 

U 

0.0124 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Tetrachloroethene 

U 

0.00938 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Toluene 

U 

0.0148 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

1,2,3-Trichlorobenzene 

U 

0.0104 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2,4-Trichlorobenzene 

U 

0.0132 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1,1-Trichloroethane 

U 

0.00972 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,1,2-Trichloroethane 

U 

0.00941 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Trichloroethene 

U 

0.00948 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Trichlorofluoromethane 

U 

0.0130 

0.170 

23.25 

05/22/2016  15:07 

WG874400 

1,2,3-Trichloropropane 

U 

0.0251 

0.0849 

23.25 

05/22/2016  15:07 

WG874400 

1,2,4-Trimethylbenzene 

0.117 

0.00716 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,2,3-Trimethylbenzene 

0.351 

0.00974 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

1,3,5-Trimethylbenzene 

0.0462 

0.00903 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Vinyl  chloride 

U 

0.00988 

0.0340 

23.25 

05/22/2016  15:07 

WG874400 

Xylenes,  Total 

0.0280 

J 

0.0237 

0.102 

23.25 

05/22/2016  15:07 

WG874400 

(S)  Toluene-dS 

106 

88.7-115 

05/22/2016 15:07 

WG874400 

(S)  Toluene-dS 

102 

88.7-115 

05/24/2016  10:11 

WG873513 

(S)  Dibromofluoromethane 

107 

76.3-123 

05/24/2016  10:11 

WG873513 

(S)  Dibromofluoromethane 

95.8 

76.3-123 

05/22/2016 15:07 

WG874400 

(S)  4-Bromofluorobenzene 

117 

69.7-129 

05/22/2016 15:07 

WG874400 

(S)  4-Bromofluorobenzene 

108 

69.7-129 

05/24/2016  10:11 

WG873513 

Sample  Narrative: 

8260B  L837090-02  WG874400: 

Non-target  compounds  too  high  to  run  at  a  lower  dilution. 

Semi-Volatile  Organic  Compounds  (GC)  by  Method  MADEPE 

Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution 

Analysis 

date /time 

Batch 

Extractable  Petroleum  Hydrocarbon 

2290 

3.13 

9.50 

1 

05/24/2016  15:20 

WG874880 

C9-C18  Aliphatics 

1160 

8.55 

47.5 

5 

05/24/2016  14:59 

WG874880 

C19-C36  Aliphatics 

376 

2.57 

47.5 

5 

05/24/2016  14:59 

WG874880 

C11-C22  Aromatics 

757 

0.779 

9.50 

1 

05/24/2016  15:20 

WG874880 

(S)  o-Terphenyl 

51.1 

40.0-140 

05/24/2016  15:20 

WG874880 

(S)  1-Chloro-octadecane 

69.2 

40.0-140 

05/24/2016  14:59 

WG874880 

(S)  2-Fluorobiphenyl 

95.6 

40.0-140 

05/24/2016  15:20 

WG874880 

(S)  2-Bromonaphthalene 

122 

40.0-140 

05/24/2016  15:20 

WG874880 
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ONE  LAB.  NATIONWIDE.  i|| 


S-13A  SAMPLE  RESULTS  -  02 

Collected  date/time:  05/20/16  11:30  L837090 


Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D 


Analyte 

Result  (dry) 
mg/kg 

Qualifier 

MDL  (dry) 
mg/kg 

RDL  (dry) 

mg/kg 

Dilution  Analysis 

date  /  time 

Batch 

Acenaphthene 

0.700 

0.00938 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Acenaphthylene 

U 

0.00980 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Anthracene 

U 

0.00923 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Benzidine 

U 

0.0931 

0.486 

1 

05/23/2016  12:02 

WG874384 

Benzo(a)anthracene 

U 

0.00625 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Benzo(b)fiuoranthene 

U 

0.0102 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Benzolkjfiuoranthene 

U 

0.00850 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Benzo(g,h,i)perylene 

U 

0.0105 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Benzo(a)pyrene 

U 

0.00801 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Bis(2-chiorethoxy)methane 

U 

0.0112 

0.486 

1 

05/23/2016  12:02 

WG874384 

Bis(2-chioroethyi)ether 

U 

0.0131 

0.486 

1 

05/23/2016  12:02 

WG874384 

Bis(2-chioroisopropyi)ether 

U 

0.0111 

0.486 

1 

05/23/2016  12:02 

WG874384 

4-Bromophenyi-phenyiether 

U 

0.0167 

0.486 

1 

05/23/2016  12:02 

WG874384 

2-Chloronaphthaiene 

U 

0.00934 

0.0482 

1 

05/23/2016  12:02 

WG874384 

4-Chiorophenyl-phenyiether 

U 

0.00916 

0.486 

1 

05/23/2016  12:02 

WG874384 

Chrysene 

U 

0.00811 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Dibenz(a,h)anthracene 

U 

0.0120 

0.0482 

1 

05/23/2016  12:02 

WG874384 

1,2-Dichiorobenzene 

U 

0.0135 

0.486 

1 

05/23/2016  12:02 

WG874384 

1,3-Dichiorobenzene 

U 

0.0149 

0.486 

1 

05/23/2016  12:02 

WG874384 

1,4-Dichiorobenzene 

U 

0.0159 

0.486 

1 

05/23/2016  12:02 

WG874384 

3,3-Dichiorobenzidine 

U 

0.116 

0.486 

1 

05/23/2016  12:02 

WG874384 

2,4-Dinitrotoiuene 

U 

0.00887 

0.486 

1 

05/23/2016  12:02 

WG874384 

2,6-Dinitrotoluene 

U 

0.0108 

0.486 

1 

05/23/2016  12:02 

WG874384 

Fiuoranthene 

U 

0.00725 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Fiuorene 

0.627 

0.00996 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Flexachlorobenzene 

U 

0.0125 

0.486 

1 

05/23/2016  12:02 

WG874384 

Flexachloro-1, 3-butadiene 

U 

0.0146 

0.486 

1 

05/23/2016  12:02 

WG874384 

Flexachlorocyciopentadiene 

U 

JO 

0.0858 

0.486 

1 

05/23/2016  12:02 

WG874384 

Flexachloroethane 

U 

0.0196 

0.486 

1 

05/23/2016  12:02 

WG874384 

lndeno(1,2,3-cd)pyrene 

U 

0.0113 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Isophorone 

U 

0.00763 

0.486 

1 

05/23/2016  12:02 

WG874384 

Naphthaiene 

U 

0.0130 

0.0482 

1 

05/23/2016  12:02 

WG874384 

Nitrobenzene 

U 

0.0102 

0.486 

1 

05/23/2016  12:02 

WG874384 

n-Nitrosodimethyiamine 

U 

0.0945 

0.486 

1 

05/23/2016  12:02 

WG874384 

n-Nitrosodiphenyiamine 

U 

0.00868 

0.486 

1 

05/23/2016  12:02 

WG874384 

n-Nitrosodi-n-propylamine 

U 

0.0132 

0.486 

1 

05/23/2016  12:02 

WG874384 

Phenanthrene 

1.78 

0.0155 

0.0964 

2 

05/23/2016  13:12 

WG874384 

Benzyibutyl  phthaiate 

U 

0.0150 

0.486 

1 

05/23/2016  12:02 

WG874384 

Bis(2-ethyihexyl)phthaiate 

0.173 

J 

0.0175 

0.486 

1 

05/23/2016  12:02 

WG874384 

Di-n-butyi  phthaiate 

U 

0.0159 

0.486 

1 

05/23/2016  12:02 

WG874384 

Diethyi  phthaiate 

U 

0.0101 

0.486 

1 

05/23/2016  12:02 

WG874384 

Dimethyi  phthaiate 

U 

0.00789 

0.486 

1 

05/23/2016  12:02 

WG874384 

Di-n-octyi  phthaiate 

U 

0.0133 

0.486 

1 

05/23/2016  12:02 

WG874384 

Pyrene 

0.416 

0.0180 

0.0482 

1 

05/23/2016  12:02 

WG874384 

1,2,4-Trichiorobenzene 

U 

0.0128 

0.486 

1 

05/23/2016  12:02 

WG874384 

(S)  Nitrobenzene-d5 

81.8 

21.9-129 

05/23/2016  12:02 

WG874384 

(S)  Nitrobenzene-d5 

m 

21.9-129 

05/23/2016  13:12 

WG874384 

(S)  2-nuorobiphenyl 

47.3 

34.9-129 

05/23/2016  13:12 

WG874384 

(S)  2-Fluorobiphenyl 

56.0 

34.9-129 

05/23/2016  12:02 

WG874384 

(Sj  p-Terphenyl-dl4 

73.2 

21.5-128 

05/23/2016  12:02 

WG874384 

(S)  p-Terphenyl-dM 

55.2 

21.5-128 

05/23/2016  13:12 

WG874384 
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WG874636  QUALITY  CONTROL  SUMMARY 

Total  Solids  by  Method  2540  G-2011  1837090-01,02 

Method  Blank  (MB) 

(MB)  R3139217-1  05/23/16  11:12 

MB  Result  MB  Qualifier  MB  MDL  MB  RDL 

Analyte  %  %  % 

Total  Solids  0.000500 


L837090-02  Original  Sample  (OS)  •  Duplicate  (DUP) 

(OS)  L837090-02  05/23/16  11:12  ■  (DUP)  R3139217-3  05/23/1611:12 


Analyte 

Original  Result 

% 

DUP  Result 

% 

Dilution  DUPRPD 

% 

DUP  Qualifier  DUPRPD  Limits 

% 

Total  Solids 

68.4 

70.1 

1  2.32 

5 

Laboratory  Control  Sample  (LOS) 

(LOS)  R3139217-2  05/23/16  11:12 

Spike  Amount  LCS  Result  LCSRec.  Rec.  Limits  LCS  Qualifier 

Analyte  %  %  %  % 

Total  Solids  50.0  50.0  100  85.0-115 


ONE  LAB.  NATIONWIDE.  i|| 
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WG874246  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Petroleum  Hydrocarbons  by  Method  MADEPV  L837Q9Q-Q1,02 


Method  Blank  (MB) 


(MB)  R3138888-3  05/20/1614:09 

MB  Result  MB  Qualifier  MB  MDL  MB  RDL 
Analyte  nig/kg  ntg/kg  nig/kg 


C5-C8  Aliphatics 

C9-C12  Aliphatics 

U 

0.0137 

J 

0.0133 

0.00719 

0.100 

0.100 

C9-C10  Aromatics 

(S)  2,5-Dibromotoluene(FID) 

0.0190 

104 

J 

0.00723 

0.100 

70.0-130 

(S)  2,5-Dibromotoluene(PID) 

102 

70.0-130 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3138888-1  05/20/16  10:17  •  (LCSD)  R3138888-2 
Spike  Amount  LCS  Result 

Analyte  mg/kg  mg/kg 

05/20/16  10:50 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C5-C8  Aliphatics 

1.20 

1.19 

1.18 

98.9 

98.4 

70.0-130 

0.540 

25 

C9-C12  Aliphatics 

1.40 

1.54 

1.49 

110 

106 

70.0-130 

3.68 

25 

C9-C10  Aromatics 

0.200 

0.240 

0.224 

120 

112 

70.0-130 

6.99 

25 

(S)  2,5-Dibromotoluene(FID) 

105 

106 

70.0-130 

(S)  2,5-Dibromotoluene(PID) 

103 

103 

70.0-130 

L836041-12  Original  Sample  (OS)  •  Matrix  Spike  (MS) 

•  Matrix  Spike  Duplicate  (MSD) 

(OS)  L836041-12  05/21/16  19:47  •  (MS)  R3138888-4  05/21/16  22:32  •  (MSD)  R3138888-5  05/21/16  23:05 

Spike  Amount 
(dry) 

Original  Result 
(dry) 

MS  Result  (dry) 

MSD  Result 
(dry) 

MS  Rec. 

MSD  Rec. 

Dilution 

Rec.  Limits 

MS  Qualifier 

MSD  Qualifier 

RPD 

RPD  Limits 

Analyte 

mg/kg 

mg/kg 

mg/kg 

mg/kg 

% 

% 

% 

% 

% 

C5-C8  Aliphatics 

1.45 

ND 

47.3 

46.5 

96.9 

95.3 

33 

70.0-130 

1.66 

25 

C9-C12  Aliphatics 

1.70 

ND 

66.9 

63.6 

119 

113 

33 

70.0-130 

5.06 

25 

C9-C10  Aromatics 

0.242 

ND 

13.4 

11.8 

157 

138 

33 

70.0-130 

12.6 

25 

(S)  2,5-Dibromotoluene(FID) 

88.2 

90.7 

70.0-130 

(S)  2,5-Dibromotoluene(PID) 

88.8 

90.5 

70.0-130 
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WG873513  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


Method  Blank  (MB) 


(MB)  R3139383-3  05/24/16  06:51 

MB  Result 

Analyte  mg/kg 

MB  Qualifier  MB  MDL 

mg/kg 

MBRDL 

mg/kg 

2-Ctiloroethyl  vinyl  ether 

U 

0.00234 

0.0500 

(S)  Toluene-dS 

101 

88.7-115 

(S)  Dibromofluoromethane 

109 

76.3-123 

(S)  4-Bromofluorobenzene 

104 

69.7-129 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3139383-1  05/24/16  04:58  •  (LCSD)  R3139383-2 
Spike  Amount  LCS  Result 

Analyte  mg/kg  mg/kg 

05/24/16  05:21 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

2-Chloroethyl  vinyl  ether 

0.125 

0.145 

0.144 

116 

115 

16.7-162 

0.790 

23.7 

(S)  Toluene-dS 

105 

105 

88.7-115 

(S)  Dibromofluoromethane 

109 

109 

76.3-123 

(S)  4-Bromofluorobenzene 

106 

105 

69.7-129 

L836289-01  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L836289-01  05/24/16  12:50  •  (MS)  R3139383-4  05/24/16  13:12  •  (MSD)  R3139383-5  05/24/16  13:35 

Spike  Amount  Original  Result  MS  Result  MSD  Result  MS  Rec.  MSD  Rec.  Dilution  Rec.  Limits  MS  Qualifier  MSD  Qualifier  RPD  RPD  Limits 


Analyte 

mg/kg 

mg/kg 

mg/kg 

mg/kg 

% 

% 

% 

% 

% 

2-Chloroethyl  vinyl  ether 

0.125 

ND 

0.775 

0.830 

124 

133 

5 

5.00-159 

6.82 

40 

(S)  Toluene-dS 

105 

105 

88.7-115 

(S)  Dibromofluoromethane 

no 

108 

76.3-123 

(S)  4-Bromofluarobenzene 

104 

105 

69.7-129 
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WG874400  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


Method  Blank  (MB) 

(MB)  R3139238-3  05/22/16  09:16 


Analyte 

MB  Result 

mg/kg 

MB  Qualifier  MB  MDL 

mg/kg 

MBRDL 

mg/kg 

Acetone 

U 

0.0100 

0.0500 

Acrylonitrile 

U 

0.00179 

0.0100 

Benzene 

U 

0.000270 

0.00100 

Bromobenzene 

U 

0.000284 

0.00100 

Bromodichloromethane 

U 

0.000254 

0.00100 

Bromoform 

U 

0.000424 

0.00100 

Bromomethane 

U 

0.00134 

0.00500 

n-Butylbenzene 

U 

0.000258 

0.00100 

sec-Butylbenzene 

U 

0.000201 

0.00100 

tert-Butylbenzene 

U 

0.000206 

0.00100 

Carbon  tetrachloride 

U 

0.000328 

0.00100 

Chlorobenzene 

U 

0.000212 

0.00100 

Chlorodibromomethane 

U 

0.000373 

0.00100 

Chloroethane 

U 

0.000946 

0.00500 

Chloroform 

U 

0.000229 

0.00500 

Chloromethane 

U 

0.000375 

0.00250 

2-Chlorotoluene 

U 

0.000301 

0.00100 

4-Chlorotoluene 

U 

0.000240 

0.00100 

1,2-Dlbromo-3-Chloropropane 

U 

0.00105 

0.00500 

1,2-Dlbromoethane 

U 

0.000343 

0.00100 

DIbromomethane 

U 

0.000382 

0.00100 

1,2-Dlchlorobenzene 

U 

0.000305 

0.00100 

1,3-Dichlorobenzene 

U 

0.000239 

0.00100 

1,4-Dlchlorobenzene 

U 

0.000226 

0.00100 

DIchlorodIfluoromethane 

U 

0.000713 

0.00500 

1,1-Dlchloroethane 

U 

0.000199 

0.00100 

1,2-Dlchloroethane 

U 

0.000265 

0.00100 

1,1-Dlchloroethene 

u 

0.000303 

0.00100 

cls-1,2-Dichloroethene 

u 

0.000235 

0.00100 

trans-1,2-Dlchloroethene 

u 

0.000264 

0.00100 

1,2-Dlchloropropane 

u 

0.000358 

0.00100 

1,1-Dlchloropropene 

u 

0.000317 

0.00100 

1,3-Dichloropropane 

u 

0.000207 

0.00100 

cls-1,3-Dlchloropropene 

u 

0.000262 

0.00100 

trans-1,3-Dlchloropropene 

u 

0.000267 

0.00100 

2,2-Dlchloropropane 

u 

0.000279 

0.00100 
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WG874400  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


Method  Blank  (MB) 


(MB)  R3139238-3  05/22/16  09:16 

MB  Result 

Analyte  nig/kg 

MB  Qualifier  MB  MDL 

mg/kg 

MBRDL 

mg/kg 

Di-isopropyl  ether 

U 

0.000248 

0.00100 

Ethylbenzene 

U 

0.000297 

0.00100 

Hexachloro-1, 3-butadiene 

U 

0.000342 

0.00100 

Isopropylbenzene 

U 

0.000243 

0.00100 

p-lsopropyltoluene 

U 

0.000204 

0.00100 

2-Butanone  (MEK) 

U 

0.00468 

0.0100 

Methylene  Chloride 

U 

0.00100 

0.00500 

4-Methyl-2-pentanone  (MIBK) 

U 

0.00188 

0.0100 

Methyl  tert-butyl  ether 

U 

0.000212 

0.00100 

Naphthalene 

U 

0.00100 

0.00500 

n-Propylbenzene 

U 

0.000206 

0.00100 

Styrene 

U 

0.000234 

0.00100 

1,1,1,2-Tetrachloroethane 

U 

0.000264 

0.00100 

1,1,2,2-Tetrachloroethane 

U 

0.000365 

0.00100 

Tetrachloroethene 

U 

0.000276 

0.00100 

Toluene 

U 

0.000434 

0.00500 

1,1,2-Trichlorotrifluoroethane 

U 

0.000365 

0.00100 

1,2,3-Trichlorobenzene 

U 

0.000306 

0.00100 

1,2,4-Trichlorobenzene 

U 

0.000388 

0.00100 

1,1,1-Trichloroethane 

U 

0.000286 

0.00100 

1,1,2-Trichloroethane 

U 

0.000277 

0.00100 

Trichloroethene 

U 

0.000279 

0.00100 

Trichlorofluoromethane 

U 

0.000382 

0.00500 

1,2,3-Trichloropropane 

U 

0.000741 

0.00250 

1,2,3-Trimethylbenzene 

u 

0.000287 

0.00100 

1,2,4-Trimethylbenzene 

u 

0.000211 

0.00100 

1,3,5-Trimethylbenzene 

u 

0.000266 

0.00100 

Vinyl  chloride 

u 

0.000291 

0.00100 

Xylenes,  Total 

u 

0.000698 

0.00300 

(S)  Toluene-dS 

105 

88.7-115 

(S)  Dibromofluoromethane 

99.8 

76.3-123 

(S)  4-Bromofluorobenzene 

104 

69.7-129 
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WG874400  QUALITY  CONTROL  SUMMARY 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3139238-1  05/22/16  07:39  •  (LCSD)  R3139238-2  05/22/16  07:58 

Spike  Amount  LCS  Result  LCSD  Result  LCS  Rec. 

Analyte  mg/kg  mg/kg  mg/kg  % 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPDI 

% 

Acetone 

0,125 

0.0973 

0.0971 

77.9 

77.7 

25.3-178 

0.250 

22.9 

Acrylonitrile 

0,125 

0.103 

0.103 

82.3 

82.0 

57.8-143 

0.280 

20 

Benzene 

0.0250 

0.0208 

0.0221 

83.2 

88.3 

72.6-120 

5.89 

20 

Bromobenzene 

0.0250 

0.0230 

0.0237 

92.0 

94.6 

80.3-115 

2.83 

20 

Bromodichloromethane 

0.0250 

0.0206 

0.0216 

82.6 

86.5 

75.3-119 

4.61 

20 

Bromoform 

0.0250 

0.0228 

0.0235 

91.4 

94.0 

69.1-135 

2.89 

20 

Bromomethane 

0.0250 

0.0272 

0.0303 

109 

121 

23.0-191 

10.8 

20 

n-Butylbenzene 

0.0250 

0.0220 

0.0230 

87.9 

91.8 

74.2-134 

4.39 

20 

sec-Butylbenzene 

0,0250 

0.0241 

0.0250 

96.3 

100 

77.8-129 

3.79 

20 

tert-Butylbenzene 

0.0250 

0.0244 

0.0254 

97.4 

102 

77.2-129 

4.22 

20 

Carbon  tetrachloride 

0.0250 

0.0214 

0.0213 

85.4 

85.4 

69.4-129 

0.0200 

20 

Chlorobenzene 

0.0250 

0.0251 

0.0260 

100 

104 

78.9-122 

3.49 

20 

Chlorodibromomethane 

0.0250 

0.0234 

0.0237 

93.5 

94.7 

76.4-126 

1.22 

20 

Chloroethane 

0.0250 

0.0236 

0.0245 

94.2 

98.1 

47.2-147 

4.02 

20 

Chloroform 

0.0250 

0.0207 

0.0219 

82.9 

87.7 

73.3-122 

5.67 

20 

Chloromethane 

0.0250 

0.0203 

0.0213 

81.3 

85.0 

53.1-135 

4.40 

20 

2-Chlorotoluene 

0.0250 

0.0241 

0.0248 

96.5 

99.4 

74.6-127 

2.94 

20 

4-Chlorotoluene 

0.0250 

0.0240 

0.0250 

96.0 

99.8 

79.5-123 

3.90 

20 

1,2-Dibromo-3-Chloropropane 

0.0250 

0.0208 

0.0214 

83.3 

85.5 

64.9-131 

2.58 

20 

1,2-Dibromoethane 

0.0250 

0.0228 

0.0237 

91.1 

94.7 

78.7-123 

3.96 

20 

Dibromomethane 

0.0250 

0.0206 

0.0216 

82,4 

86.6 

78.5-117 

4.96 

20 

1,2-Dichlorobenzene 

0.0250 

0.0234 

0.0241 

93.4 

96.5 

83.6-119 

3.23 

20 

1,3-Dichlorobenzene 

0.0250 

0.0252 

0.0260 

101 

104 

75.9-129 

3.17 

20 

1,4-Dichlorobenzene 

0.0250 

0.0228 

0.0235 

91.2 

94.0 

81.0-115 

2.99 

20 

Dichlorodifluoromethane 

0.0250 

0.0265 

0.0274 

106 

109 

50.9-139 

3.39 

20 

1,1-Dichloroethane 

0.0250 

0.0220 

0.0230 

88.1 

92.1 

71.7-125 

4.45 

20 

1,2-Dichloroethane 

0.0250 

0.0211 

0.0220 

84.4 

88.0 

67.2-121 

4.16 

20 

1,1-Dichloroethene 

0.0250 

0.0217 

0.0228 

86.8 

91.2 

60.6-133 

4.94 

20 

cis-1,2-Dichloroethene 

0.0250 

0.0208 

0.0217 

83.4 

86.9 

76.1-121 

4.20 

20 

trans-1,2-Dichloroethene 

0.0250 

0.0224 

0.0236 

89.7 

94.3 

70.7-124 

4.90 

20 

1,2-Dichloropropane 

0.0250 

0.0223 

0.0232 

89.4 

92.9 

76.9-123 

3.88 

20 

1,1-Dichloropropene 

0.0250 

0.0222 

0.0234 

88.7 

93.7 

71.2-126 

5.52 

20 

1,3-Dichloropropane 

0.0250 

0.0232 

0.0237 

92.8 

94.9 

80.3-114 

2.23 

20 

cis-1,3-Dichloropropene 

0.0250 

0.0231 

0.0239 

92.2 

95.5 

77.3-123 

3.55 

20 

trans-1,3-Dichloropropene 

0.0250 

0.0229 

0.0237 

91.5 

94.7 

73.0-127 

3.46 

20 

2,2-Dichloropropane 

0.0250 

0.0208 

0.0227 

83.1 

90.6 

61.9-132 

8.61 

20 
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WG874400  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3139238-1  05/22/16  07:39  •  (LCSD)  R3139238-2  05/22/16  07:58 


Analyte 

Spike  Amount 
mg/kg 

LCS  Result 

mg/kg 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

Di-isopropyl  ether 

0.0250 

0.0201 

0.0214 

80.5 

85.6 

67.2-131 

6.16 

20 

Ethylbenzene 

0.0250 

0.0241 

0.0247 

96.2 

98.6 

78.6-124 

2.43 

20 

Hexachloro-1, 3-butadiene 

0.0250 

0.0246 

0.0262 

98.5 

105 

69.2-136 

6.25 

20 

Isopropylbenzene 

0.0250 

0.0236 

0.0244 

94.3 

97.6 

79.4-126 

3.52 

20 

p-lsopropyltoluene 

0.0250 

0.0250 

0.0257 

100 

103 

75.4-132 

2.76 

20 

2-Butanone  (MEK) 

0.125 

0.105 

0.105 

83.7 

83.7 

44.5-154 

0.0700 

21.3 

Methylene  Chloride 

0.0250 

0.0208 

0.0218 

83.3 

87.3 

68.2-119 

4.70 

20 

4-Methyl-2-pentanone  (MIBK) 

0.125 

0.0989 

0.100 

79.1 

80.1 

61.1-138 

1.26 

20 

Methyl  tert-butyl  ether 

0.0250 

0.0213 

0.0222 

85.4 

88.8 

70.2-122 

3.94 

20 

Naphthalene 

0.0250 

0.0220 

0.0231 

87.9 

92.2 

69.9-132 

4.77 

20 

n-Propylbenzene 

0.0250 

0.0243 

0.0251 

97.3 

101 

80.2-124 

3.24 

20 

Styrene 

0.0250 

0.0246 

0.0254 

98.5 

102 

79.4-124 

3.03 

20 

1,1,1,2-Tetrachloroethane 

0.0250 

0.0238 

0.0246 

95.1 

98.4 

76.7-127 

3.36 

20 

1,1,2,2-Tetrachloroethane 

0.0250 

0.0219 

0.0222 

87.6 

88.7 

78.8-124 

1.32 

20 

Tetrachloroethene 

0.0250 

0.0254 

0.0267 

102 

107 

71.1-133 

4.73 

20 

Toluene 

0.0250 

0.0219 

0.0231 

87.5 

92.2 

76.7-116 

5.22 

20 

1,1,2-Trichlorotrifluoroethane 

0.0250 

0.0225 

0.0235 

90.1 

94.0 

62.6-138 

4.18 

20 

1,2,3-Trichlorobenzene 

0.0250 

0.0246 

0.0257 

98.4 

103 

72.5-137 

4.34 

20 

1,2,4-Trichlorobenzene 

0.0250 

0.0252 

0.0262 

101 

105 

74.0-137 

3.95 

20 

1,1,1-Trichloroethane 

0.0250 

0.0225 

0.0236 

89.8 

94.5 

69.9-127 

5.06 

20 

1,1,2-Trichloroethane 

0.0250 

0.0235 

0.0238 

94.1 

95.1 

81.9-119 

1.03 

20 

Trichloroethene 

0.0250 

0.0242 

0.0254 

96.8 

102 

77.2-122 

4.93 

20 

Trichlorofluoromethane 

0.0250 

0.0209 

0.0218 

83.4 

87.0 

51.5-151 

4.27 

20 

1,2,3-Trichloropropane 

0.0250 

0.0231 

0.0235 

92.2 

94.1 

74.0-124 

1.99 

20 

1,2,3-Trimethylbenzene 

0.0250 

0.0214 

0.0226 

85.7 

90.3 

79.4-118 

5.29 

20 

1,2,4-Trimethylbenzene 

0.0250 

0.0240 

0.0246 

96.0 

98.6 

77.1-124 

2.70 

20 

1,3,5-Trimethylbenzene 

0.0250 

0.0249 

0.0257 

99.8 

103 

79.0-125 

2.98 

20 

Vinyl  chloride 

0.0250 

0.0226 

0.0238 

90.3 

95.2 

58.4-134 

5.27 

20 

Xylenes,  Total 

0.0750 

0.0732 

0.0755 

97.6 

101 

78.1-123 

3.03 

20 

(S)  Toluene-dS 

106 

106 

88.7-115 

(S)  Dibromofluoromethane 

101 

100 

76.3-123 

(S)  4-Bromofluorobenzene 

104 

103 

69.7-129 
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WG874400  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


L836519-01  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L836519-01  05/22/16 

Analyte 

09:57  .  (MS)  R3139238-4  05/22/16  10:16  ■ 
Spike  Amount  Original  Result  MS  Result 
mg/kg  mg/kg  mg/kg 

•  (MSD)  R3139238-5  05/22/16  10:35 

MSD  Result  MS  Rec,  MSD  Rec. 

mg/kg  %  % 

Dilution 

Rec,  Limits 

% 

MS  Qualifier 

MSD  Qualifier  RPD 

% 

RPD  Limits 

% 

Acetone 

0,125 

ND 

1,70 

1,71 

59,9 

60,2 

22,75 

10,0-130 

0,630 

31,5 

Acrylonitrile 

0,125 

ND 

2,09 

2,13 

73,5 

75,1 

22,75 

39,3-152 

2,08 

27,2 

Benzene 

0,0250 

ND 

0,434 

0,436 

76,4 

76,6 

22,75 

47,8-131 

0,330 

22,8 

Bromobenzene 

0,0250 

ND 

0,510 

0,529 

89,6 

93,0 

22,75 

40,0-130 

3,77 

27,4 

Bromodichloromethane 

0,0250 

ND 

0,433 

0,440 

76,1 

77,4 

22,75 

50,6-128 

1,68 

22,8 

Bromoform 

0,0250 

ND 

0,484 

0,480 

85,2 

84,3 

22,75 

43,3-139 

0,970 

25,9 

Bromomethane 

0,0250 

ND 

0,259 

0,313 

38,2 

47,7 

22,75 

5,00-189 

19,0 

26,7 

n-Butylbenzene 

0,0250 

ND 

0,494 

0,497 

86,9 

87,3 

22,75 

23,6-146 

0,500 

39,2 

sec-Butylbenzene 

0,0250 

ND 

0,553 

0,577 

97,2 

101 

22,75 

31,0-142 

4,32 

34,7 

tert-Butylbenzene 

0,0250 

ND 

0,559 

0,573 

98,3 

101 

22,75 

36,9-142 

2,49 

31,7 

Carbon  tetrachloride 

0,0250 

ND 

0,442 

0,451 

77,7 

79,2 

22,75 

46,0-140 

1,93 

27,2 

Chlorobenzene 

0,0250 

ND 

0,550 

0,568 

96,6 

99,9 

22,75 

44,1-134 

3,35 

25,7 

Chlorodibromomethane 

0,0250 

ND 

0,483 

0,489 

85,0 

86,0 

22,75 

49,7-134 

1,11 

24 

Chloroethane 

0,0250 

ND 

0,0829 

0,0818 

14,6 

14,4 

22,75 

5,00-164 

1,39 

28,4 

Chloroform 

0,0250 

ND 

0,436 

0,442 

76,7 

77,8 

22,75 

51,2-133 

1,40 

22,8 

Chloromethane 

0,0250 

ND 

0,432 

0,440 

76,0 

77,3 

22,75 

31,4-141 

1,73 

24,6 

2-Chlorotoluene 

0,0250 

ND 

0,560 

0,553 

98,4 

97,2 

22,75 

36,1-137 

1,20 

28,9 

4-Chlorotoluene 

0,0250 

ND 

0,545 

0,553 

95,8 

97,2 

22,75 

35,4-137 

1,42 

29,8 

1,2-Dlbromo-3-Chloropropane 

0,0250 

ND 

0,437 

0,445 

76,9 

78,3 

22,75 

40,4-138 

1,75 

30,8 

1,2-Dlbromoethane 

0,0250 

ND 

0,484 

0,489 

85,1 

86,1 

22,75 

50,2-133 

1,08 

23,6 

DIbromomethane 

0,0250 

ND 

0,435 

0,427 

76,5 

75,0 

22,75 

52,4-128 

1,94 

23 

1,2-Dlchlorobenzene 

0,0250 

ND 

0,517 

0,530 

91,0 

93,1 

22,75 

34,6-139 

2,30 

29,9 

1,3-Dichlorobenzene 

0,0250 

ND 

0,576 

0,591 

101 

104 

22,75 

28,4-142 

2,58 

31,2 

1,4-Dlchlorobenzene 

0,0250 

ND 

0,499 

0,496 

87,8 

87,2 

22,75 

35,0-133 

0,670 

31,1 

DIchlorodIfluoromethane 

0,0250 

ND 

0,567 

0,558 

99,6 

98,1 

22,75 

31,2-144 

1,50 

30,2 

1,1-Dlchloroethane 

0,0250 

ND 

0,445 

0,449 

78,3 

78,9 

22,75 

49,1-136 

0,710 

22,9 

1,2-Dlchloroethane 

0,0250 

ND 

0,443 

0,440 

77,8 

77,3 

22,75 

47,1-129 

0,670 

22,7 

1,1-Dlchloroethene 

0,0250 

ND 

0,410 

0,407 

72,0 

71,5 

22,75 

36,1-142 

0,700 

25,6 

cls-1,2-Dichloroethene 

0,0250 

ND 

0,452 

0,438 

79,4 

77,0 

22,75 

50,6-133 

3,13 

23 

trans-1,2-Dlchloroethene 

0,0250 

ND 

0,434 

0,443 

76,4 

77,9 

22,75 

43,8-135 

1,95 

24,8 

1,2-Dlchloropropane 

0,0250 

ND 

0,481 

0,479 

84,6 

84,1 

22,75 

50,3-134 

0,500 

22,7 

1,1-Dlchloropropene 

0,0250 

ND 

0,447 

0,448 

78,6 

78,7 

22,75 

43,0-137 

0,140 

26,4 

1,3-Dichloropropane 

0,0250 

ND 

0,504 

0,493 

88,7 

86,7 

22,75 

51,4-127 

2,26 

23,1 

cls-1,3-Dlchloropropene 

0,0250 

ND 

0,489 

0,484 

86,0 

85,1 

22,75 

48,4-134 

1,00 

23,6 

trans-1,3-Dlchloropropene 

0,0250 

ND 

0,491 

0,484 

86,4 

85,1 

22,75 

46,6-135 

1,50 

25,3 

2,2-Dlchloropropane 

0,0250 

ND 

0,433 

0,436 

76,2 

76,6 

22,75 

45,2-141 

0,600 

26,6 
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WG874400  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Volatile  Organic  Compounds  (GC/MS)  by  Method  8260B  L837Q9Q-Q1,02 


L836519-01  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 

(OS)  L836519-01  05/22/16  09:57  •  (MS)  R3139238-4  05/22/16  10:16  •  (MSD)  R3139238-5  05/22/16  10:35 


Analyte 

Spike  Amount 
mg/kg 

Original  Result 

mg/kg 

MS  Result 

mg/kg 

MSD  Result 

mg/kg 

MS  Rec. 

% 

MSD  Rec. 

% 

Dilution 

Rec.  Limits 

% 

MS  Qualifier 

MSD  Qualifier 

RPD 

% 

RPD  Limits 

% 

Di-isopropyl  ether 

0.0250 

ND 

0.421 

0.415 

74.0 

72.9 

22.75 

46.7-140 

1.57 

23.5 

Ethylbenzene 

0.0250 

ND 

0.515 

0.529 

90.5 

93.0 

22.75 

44.8-135 

2.67 

26.9 

Hexachloro-1, 3-butadiene 

0.0250 

ND 

0.629 

0.655 

111 

115 

22.75 

10.0-149 

4.07 

40 

Isopropylbenzene 

0.0250 

ND 

0.526 

0.538 

92.6 

94.6 

22.75 

41.9-139 

2.13 

29.3 

p-lsopropyltoluene 

0.0250 

ND 

0.582 

0.596 

102 

105 

22.75 

27.3-146 

2.31 

35.1 

2-Butanone  (MEK) 

0.125 

ND 

2.13 

2.16 

74.9 

75.9 

22.75 

23.9-170 

1.34 

28.3 

Methylene  Chloride 

0.0250 

ND 

0.440 

0.433 

77.4 

76.1 

22.75 

46.7-125 

1.60 

22.2 

4-Methyl-2-pentanone  (MIBK) 

0.125 

ND 

2.09 

2.10 

73.5 

73.9 

22.75 

42.4-146 

0.610 

26.7 

Methyl  tert-butyl  ether 

0.0250 

ND 

0.429 

0.452 

74.3 

78.2 

22.75 

50.4-131 

5.02 

24.8 

Naphthalene 

0.0250 

ND 

0.498 

0.521 

87.6 

91.5 

22.75 

18.4-145 

4.41 

34 

n-Propylbenzene 

0.0250 

ND 

0.545 

0.555 

95.9 

97.6 

22.75 

35.2-139 

1.78 

31.9 

Styrene 

0.0250 

ND 

0.546 

0.561 

95.9 

98.7 

22.75 

39.7-137 

2.80 

28.2 

1,1,1,2-Tetrachloroethane 

0.0250 

ND 

0.522 

0.539 

91.8 

94.7 

22.75 

48.8-136 

3.15 

25.5 

1,1,2,2-Tetrachloroethane 

0.0250 

ND 

0.480 

0.493 

84.5 

86.7 

22.75 

45.7-140 

2.57 

26.4 

Tetrachloroethene 

0.0250 

ND 

0.535 

0.548 

94.1 

96.4 

22.75 

37.7-140 

2.38 

29.2 

Toluene 

0.0250 

ND 

0.478 

0.478 

84.1 

84.1 

22.75 

47.8-127 

0.0300 

24.3 

1,1,2-Trichlorotrifluoroethane 

0.0250 

ND 

0.436 

0.437 

76.6 

76.8 

22.75 

35.7-146 

0.200 

28.8 

1,2,3-Trichlorobenzene 

0.0250 

ND 

0.602 

0.618 

106 

109 

22.75 

10.0-150 

2.55 

38.5 

1,2,4-Trichlorobenzene 

0.0250 

ND 

0.611 

0.623 

107 

110 

22.75 

10.0-153 

2.00 

39.3 

1,1,1-Trichloroethane 

0.0250 

ND 

0.470 

0.465 

82.6 

81.8 

22.75 

49.0-138 

1.06 

25.3 

1,1,2-Trichloroethane 

0.0250 

ND 

0.514 

0.512 

90.5 

90.0 

22.75 

52.3-132 

0.490 

23.4 

Trichloroethene 

0.0250 

ND 

0.511 

0.515 

89.8 

90.6 

22.75 

48.0-132 

0.910 

24.8 

Trichlorofluoromethane 

0.0250 

ND 

0.0405 

ND 

7.12 

0.000 

22.75 

12.8-169 

J3  J6 

200 

29.7 

1,2,3-Trichloropropane 

0.0250 

ND 

0.507 

0.522 

89.1 

91.8 

22.75 

44.4-138 

2.91 

26.3 

1,2,3-Trimethylbenzene 

0.0250 

ND 

0.465 

0.462 

81.8 

81.3 

22.75 

41.0-133 

0.710 

27.6 

1,2,4-Trimethylbenzene 

0.0250 

ND 

0.542 

0.555 

95.3 

97.6 

22.75 

32.9-139 

2.36 

30.6 

1,3,5-Trimethylbenzene 

0.0250 

ND 

0.556 

0.568 

97.8 

99.8 

22.75 

37.1-138 

2.02 

30.6 

Vinyl  chloride 

0.0250 

ND 

0.467 

0.466 

82.0 

81.9 

22.75 

32.0-146 

0.190 

26.3 

Xylenes,  Total 

0.0750 

ND 

1.60 

1.63 

93.6 

95.5 

22.75 

42.7-135 

1.96 

26.6 

(S)  Toluene-dS 

107 

107 

88.7-115 

(S)  Dibromofluoromethane 

95.9 

95.7 

76.3-123 

(S)  4-Bromofluorobenzene 

107 

109 

69.7-129 
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WG874880  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Semi-Volatile  Organic  Compounds  {GC)  by  Method  MADEPE  L837Q9Q-Q1,02 


Method  Blank  (MB) 


(MB)  R3139460-1  05/24/1611:50 

MB  Result 

Analyte  nig/kg 

MB  Qualifier 

MBMDL 

mg/kg 

MBRDL 

mg/kg 

C9-C18  Aliphatics 

1,38 

J 

1.17 

6.50 

C19-C36  Aliphatics 

1.14 

J 

0.351 

6.50 

(S)  1-Chloro-octadecane 

73.3 

40.0-140 

Method  Blank  (MB) 

(MB)  R3139460-4  05/24/16  12:53 

MB  Result 

MB  Qualifier  MBMDL 

MBRDL 

Analyte 

mg/kg 

mg/kg 

mg/kg 

C11-C22  Aromatics 

1.23 

J  0.533 

6.50 

(S)  o-Terphenyl 

78.5 

40.0-140 

(S)  2-Fluorobiphenyl 

102 

40.0-140 

(S)  2-Bromonaphthalene 

99.7 

40.0-140 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 


(LCS)  R3139460-2  05/24/16  12:11  •  (LCSD)  R3139460-3 
Spike  Amount  LCS  Result 

Analyte  mg/kg  mg/kg 

05/24/16  12:32 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C9-C18  Aliphatics 

48.0 

27.7 

31,6 

57.7 

65.8 

40.0-140 

13.1 

50 

C19-C36  Aliphatics 

64.0 

44.4 

60.4 

69.3 

94.4 

40.0-140 

30.6 

50 

(S)  1-Chloro-octadecane 

66.4 

75.2 

40.0-140 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3139460-5  05/24/16  13:14  •  (LCSD)  R3139460-6  05/24/16  13:35 

Spike  Amount  LCS  Result  LCSD  Result  LCS  Rec. 

Analyte  mg/kg  mg/kg  mg/kg  % 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C11-C22  Aromatics 

136 

110 

112 

81.1 

82.1 

40.0-140 

1.21 

50 

(S)  o-Terphenyl 

80.2 

79.7 

40.0-140 

(S)  2-Fluorobiphenyl 

96.6 

96.3 

40.0-140 

(S)  2-Bromonaphthalene 

94.4 

92.3 

40.0-140 
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WG874880  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Semi-Volatile  Organic  Compounds  {GC)  by  Method  MADEPE  L837Q9Q-Q1,02 


L836851-02  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L836851-02  05/24/16  16:22  •  (MS)  R3139460-7  05/24/16  16:43  •  (MSD)  R3139460-8  05/24/16  17:04 


Analyte 

Spike  Amount 
(dry) 

mg/kg 

Original  Result 
(dry) 

mg/kg 

MS  Result  (dry) 

mg/kg 

MSD  Result 
(dry) 

mg/kg 

MS  Rec. 

% 

MSD  Rec. 

% 

Dilution  Rec.  Limits 

% 

MS  Qualifier  MSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C9-C18  Aliphatics 

58.2 

U 

36.7 

40.9 

60.6 

67.8 

1  40.0-140 

10.7 

50 

C19-C36  Aliphatics 

77.6 

U 

58.5 

65.9 

71.8 

81.4 

1  40.0-140 

12.0 

50 

(S)  1-Chloro-octadecane 

69.4 

79.7 

40.0-140 

L836851-02  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L836851-02  05/24/16  16:22  •  (MS)  R3139460-10  05/24/16  17:46  •  (MSD)  R3139460-9  05/24/1617:25 


Analyte 

Spike  Amount 
(dry) 

mg/kg 

Qriginal  Result 
(dry) 

mg/kg 

MS  Result  (dry) 

mg/kg 

MSD  Result 
(dry) 

mg/kg 

MS  Rec. 

% 

MSD  Rec. 

% 

Dilution  Rec.  Limits 

% 

MS  Qualifier  MSD  Qualifier  RPD 

% 

RPD  Limits 

% 

C11-C22  Aromatics 

165 

U 

118 

120 

70.7 

71.9 

1  40.0-140 

1.59 

50 

(S)  o-Terphenyl 

68.8 

70.5 

40.0-140 

(S)  2-Fluorobiphenyl 

91.6 

89.4 

40.0-140 

(S)  2-Bromonaphthalene 

89.2 

86.4 

40.0-140 
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WG874384  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 


Semi  Volatile  Organic 

Compounds 

(GC/MS)  by 

Method 

8270D 

1837090-01,02 

Method  Blank  (MB) 

(MB)  R3139077-3  05/23/16  11:15 

MB  Result 

Analyte  nig/kg 

MB  Qualifier 

MBMDL 

mg/kg 

MBRDL 

mg/kg 

Acenaphthene 

u 

0.00642 

0.0330 

Acenaphthylene 

u 

0.00671 

0.0330 

Anthracene 

u 

0.00632 

0.0330 

Benzidine 

u 

0.0637 

0.333 

Benzo(a)anthracene 

u 

0.00428 

0.0330 

Benzo(b)fiuoranthene 

u 

0.00695 

0.0330 

Benzo(k)fiuoranthene 

u 

0.00582 

0.0330 

Benzo(g,h,i)perylene 

u 

0.00721 

0.0330 

Benzo(a)pyrene 

u 

0.00548 

0.0330 

Bis(2-chiorethoxy)methane 

u 

0.00770 

0.333 

Bis(2-chioroethyi)ether 

u 

0.00896 

0.333 

Bis(2-chioroisopropyi)ether 

u 

0.00760 

0.333 

4-Bromophenyl-phenyiether 

u 

0.0114 

0.333 

2-Chloronaphthaiene 

u 

0.00639 

0.0330 

4-Chiorophenyl-phenyiether 

u 

0.00627 

0.333 

Chrysene 

u 

0.00555 

0.0330 

Dibenz(a,h)anthracene 

u 

0.00821 

0.0330 

1,2-Dichiorobenzene 

u 

0.00921 

0.333 

1,3-Dichiorobenzene 

u 

0.0102 

0.333 

1,4-Dichiorobenzene 

u 

0.0109 

0.333 

3,3-Dichiorobenzidine 

u 

0.0794 

0.333 

2,4-Dinitrotoiuene 

u 

0.00607 

0.333 

2,6-Dinitrotoluene 

u 

0.00737 

0.333 

Fiuoranthene 

u 

0.00496 

0.0330 

Fiuorene 

u 

0.00682 

0.0330 

Flexachlorobenzene 

u 

0.00856 

0.333 

Flexachloro-1, 3-butadiene 

u 

0.0100 

0.333 

Flexachlorocyciopentadiene 

u 

0.0587 

0.333 

Flexachloroethane 

u 

0.0134 

0.333 

lndeno(1,2,3-cd)pyrene 

u 

0.00772 

0.0330 

Isophorone 

u 

0.00522 

0.333 

Naphthaiene 

u 

0.00889 

0.0330 

Nitrobenzene 

u 

0.00695 

0.333 

n-Nitrosodimethyiamine 

u 

0.0647 

0.333 

n-Nitrosodiphenyiamine 

u 

0.00594 

0.333 

n-Nitrosodi-n-propylamine 

u 

0.00906 

0.333 
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WG874384  QUALITY  CONTROL  SUMMARY 


Semi  Volatile  Organic 

Compounds 

(GC/MS)  by  Method 

8270D 

1837090-01,02 

Method  Blank  (MB) 

(MB)  R3139077-3  05/23/16  11:15 

MB  Result 

Analyte  nig/kg 

MB  Qualifier  MB  MDL 

mg/kg 

MBRDL 

mg/kg 

Phenanthrene 

u 

0.00528 

0.0330 

Benzylbuty!  phthalate 

u 

0.0103 

0.333 

Bis(2-ethylhexyl)phthalate 

u 

0.0120 

0.333 

Di-n-butyl  phthalate 

u 

0.0109 

0.333 

Diethyl  phthalate 

u 

0.00691 

0.333 

Dimethyl  phthalate 

u 

0.00540 

0.333 

Di-n-octyl  phthalate 

u 

0.00907 

0.333 

Pyrene 

u 

0.0123 

0.0330 

1,2,4-Trichlorobenzene 

u 

0.00876 

0.333 

(S)  Nitrobenzene-d5 

72.8 

21.9-129 

(S)  2-Fluorobiphenyl 

79.1 

34.9-129 

(S)  p-Terphenyl-cl14 

80.2 

21.5-128 

Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3139077-1  05/23/16  10:28  ■  (LCSD)  R3139077-2 
Spike  Amount  LCS  Result 

Analyte  mg/kg  mg/kg 

05/23/16  10:52 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

Acenaphthene 

0.667 

0.429 

0.450 

64.3 

67.5 

48.9-107 

4.79 

20 

Acenaphthylene 

0.667 

0.444 

0.457 

66.5 

68.5 

49.2-111 

2.98 

20 

Anthracene 

0.667 

0.443 

0.464 

66.4 

69.6 

52.0-112 

4.76 

20 

Benzidine 

0.667 

ND 

ND 

0.000 

0.000 

0.000-48.0 

0.000 

40 

Benzo(a)anthracene 

0.667 

0.445 

0.470 

66.7 

70.5 

52.3-106 

5.52 

20 

Benzo(b)fluoranthene 

0.667 

0.469 

0.503 

70.3 

75.5 

51.3-106 

7.09 

20 

Benzo(k)fluoranthene 

0.667 

0.465 

0.485 

69.7 

72.7 

52.9-107 

4.30 

20 

Benzo(g,h,i)perylene 

0.667 

0.474 

0.489 

71.1 

73.3 

45.8-108 

3.09 

20 

Benzo(a)pyrene 

0.667 

0.459 

0.496 

68.8 

74.4 

51.9-106 

7.69 

20 

Bis(2-chlorethoxy)methane 

0.667 

0.422 

0.440 

63.2 

65.9 

44.9-108 

4.21 

20 

Bis(2-chloroethyl)ether 

0.667 

0.328 

0.341 

49.2 

51.2 

32.5-112 

3.93 

26 

Bis(2-chloroisopropyl)ether 

0.667 

0.406 

0.387 

60.9 

58.0 

40.4-99.0 

4.88 

20.7 

4-Bromophenyl-phenylether 

0.667 

0.405 

0.431 

60.7 

64.6 

51.4-110 

6.17 

20 

2-Chloronaphthalene 

0.667 

0.393 

0.406 

58.9 

60.9 

47.1-105 

3.29 

20 

4-Chlorophenyl-phenylether 

0.667 

0.443 

0.438 

66.4 

65.6 

48.1-108 

1.17 

20 

Chrysene 

0.667 

0.443 

0.467 

66.4 

70.1 

54.4-110 

5.39 

20 

Dibenz(a,h)anthracene 

0.667 

0.454 

0.490 

68.1 

73.5 

45.7-111 

7.64 

20 

3,3-Dichlorobenzidine 

0.667 

0.384 

0.344 

57.5 

51.5 

21.0-101 

10.9 

22 
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WG874384  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D  L837Q9Q-Q1,02 


Laboratory  Control  Sample  (LCS)  •  Laboratory  Control  Sample  Duplicate  (LCSD) 

(LCS)  R3139077-1  05/23/16  10:28  ■  (LCSD)  R3139077-2  05/23/16  10:52 


Analyte 

Spike  Amount 
mg/kg 

LCS  Result 

mg/kg 

LCSD  Result 

mg/kg 

LCS  Rec. 

% 

LCSD  Rec. 

% 

Rec.  Limits 

% 

LCS  Qualifier  LCSD  Qualifier  RPD 

% 

RPD  Limits 

% 

2,4-Dinitrotoluene 

0.667 

0.475 

0.494 

71.2 

74.1 

53.0-112 

4.08 

20 

2,6-Dinitrotoluene 

0.667 

0.442 

0.450 

66.2 

67.4 

51.6-110 

1.82 

20 

Fluoranthene 

0.667 

0.445 

0.476 

66.7 

71.4 

53.7-110 

6.78 

20 

Fluorene 

0.667 

0.414 

0.439 

62.1 

65.8 

51.1-109 

5.77 

20 

1,2-Dichlorobenzene 

0.667 

0.308 

0.332 

46.2 

49.8 

37.2-98.0 

7.32 

20 

Flexachlorobenzene 

0.667 

0.435 

0.437 

65.3 

65.5 

43.2-104 

0.340 

20.1 

1,3-Dichlorobenzene 

0.667 

0.286 

0.314 

42.9 

47.1 

35.0-94.0 

9.23 

20 

Flexachloro-1,3-butadiene 

0.667 

0.436 

0.432 

65.3 

64.8 

41.5-112 

0.880 

20 

1,4-Dichlorobenzene 

0.667 

0.302 

0.323 

45.3 

48.4 

36.5-97.0 

6.51 

20 

Flexachlorocyclopentadiene 

0.667 

0.350 

0.368 

52.5 

55.1 

13.5-123 

4.82 

20.7 

Flexachloroethane 

0.667 

0.323 

0.325 

48.4 

48.7 

36.2-103 

0.550 

22.7 

lndeno(1,2,3-cd)pyrene 

0.667 

0.472 

0.494 

70.8 

74.0 

47.5-109 

4.44 

20 

Isophorone 

0.667 

0.443 

0.451 

66.5 

67.5 

28.8-104 

1.59 

20 

Naphthalene 

0.667 

0.402 

0.401 

60.3 

60.2 

43.4-103 

0.150 

20 

Nitrobenzene 

0.667 

0.415 

0.439 

62.2 

65.8 

40.7-109 

5.65 

21 

n-Nitrosodimethylamine 

0.667 

0.279 

0.311 

41.8 

46.6 

18.1-122 

10.8 

23.5 

n-Nitrosodiphenylamine 

0.667 

0.419 

0.425 

62.8 

63.7 

48.8-107 

1.49 

20 

n-Nitrosodi-n-propylamine 

0.667 

0.432 

0.426 

64.8 

63.9 

43.3-109 

1.45 

20 

Phenanthrene 

0.667 

0.421 

0.424 

63.1 

63.6 

51.6-107 

0.900 

20 

Benzylbutyi  phthalate 

0.667 

0.412 

0.445 

61.8 

66.7 

47.5-115 

7.52 

20 

Bis(2-ethylhexyl)phthalate 

0.667 

0.408 

0.425 

61.2 

63.7 

48.1-116 

3.95 

20.5 

Di-n-butyl  phthalate 

0.667 

0.404 

0.460 

60.6 

68.9 

49.7-113 

12.8 

20 

Diethyl  phthalate 

0.667 

0.423 

0.443 

63.4 

66.4 

52.0-112 

4.55 

20 

Dimethyl  phthalate 

0.667 

0.443 

0.459 

66.5 

68.8 

51.4-108 

3.46 

20 

Di-n-octyl  phthalate 

0.667 

0.414 

0.439 

62.1 

65.8 

49.6-112 

5.82 

22 

Pyrene 

0.667 

0.432 

0.474 

64.8 

71.1 

47.1-108 

9.29 

20 

1,2,4-Trichlorobenzene 

0.667 

0.388 

0.397 

58.2 

59.5 

39.8-100 

2.24 

20 

(S)  Nitrobenzene-d5 

64.0 

64.3 

21.9-129 

(S)  2-Fluorobiphenyl 

60.4 

66.0 

34.9-129 

(S)  p-Terphenyl-dl4 

63.9 

73.9 

21.5-128 

L836495-01  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 

(OS)  L836495-01  05/23/16  12:25  •  (MS)  R3139077-4  05/23/16  13:59  •  (MSD)  R3139077-5  05/23/16  14:22 

Spike  Amount  Original  Result  mS  Result  (dry)  J^SD  Result  mS  Rec.  MSD  Rec.  Dilution  Rec.  Limits  MS  Qualifier  MSD  Qualifier  RPD  RPD  Limits 

(dry)  (dry)  '  (dry)  -  - 

Analyte  mg/kg  mg/kg  mg/kg  mg/kg  %  %  %  %  % 
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WG874384  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D  L837Q9Q-Q1,02 


ftPiMiShthene 

mm 

df/kg 

^6.7 

l3.3 

1 

^.2-134 

?f!95 

fiz 

Acenaphthylene 

0.745 

ND 

0.663 

0.654 

88.9 

87.8 

1 

38.7-129 

1.30 

25.9 

Anthracene 

0.745 

ND 

0.611 

0.600 

82.0 

80.6 

1 

32.3-137 

1.78 

28.4 

Benzidine 

0.745 

ND 

ND 

ND 

0.000 

0.000 

1 

0.000-49.9 

0.000 

40 

Benzo(a)anthracene 

0.745 

ND 

0.604 

0.572 

81.0 

76.7 

1 

33.3-124 

5.45 

29 

Benzo(b)fluoranthene 

0.745 

ND 

0.639 

0.603 

85.8 

81.0 

1 

23.3-133 

5.73 

30.3 

Benzo(k)fluoranthene 

0.745 

ND 

0.659 

0.568 

88.5 

76.2 

1 

31.0-129 

14.9 

26.7 

Benzo(g,h,i)perylene 

0.745 

ND 

0.597 

0.548 

80.2 

73.6 

1 

10.0-127 

8.59 

31.9 

Benzo(a)pyrene 

0.745 

ND 

0.646 

0.589 

86.7 

79.1 

1 

28.2-128 

9.22 

28.4 

Bis(2-chlorethoxy)methane 

0.745 

ND 

0.608 

0.624 

81.7 

83.7 

1 

35.0-132 

2.47 

26.1 

Bis(2-chloroethyl)ether 

0.745 

ND 

0.497 

0.561 

66.7 

75.3 

1 

28.8-128 

12.0 

33.6 

Bis(2-chloroisopropyl)ether 

0.745 

ND 

0.584 

0.622 

78.4 

83.6 

1 

31.8-118 

6.37 

31.7 

4-Bromophenyl-phenylether 

0.745 

ND 

0.582 

0.548 

78.2 

73.6 

1 

39.0-130 

6.09 

26 

2-Chloronaphthalene 

0.745 

ND 

0.578 

0.579 

77.5 

77.7 

1 

37.5-123 

0.220 

26.5 

4-Chlorophenyl-phenylether 

0.745 

ND 

0.639 

0.620 

85.8 

83.3 

1 

37.9-123 

2.97 

25.9 

Chrysene 

0.745 

ND 

0.616 

0.579 

82.6 

77.8 

1 

36.3-129 

6.04 

28 

Dibenz(a,h)anthracene 

0.745 

ND 

0.616 

0.558 

82.7 

74.9 

1 

10.5-128 

9.93 

29.5 

3,3-Dichlorobenzidine 

0.745 

ND 

0.456 

0.413 

61.3 

55.5 

1 

10.0-129 

9.95 

40 

2,4-Dinitrotoluene 

0.745 

ND 

0.718 

0.655 

96.4 

88.0 

1 

27.8-147 

9.13 

29.7 

2,6-Dinitrotoluene 

0.745 

ND 

0.635 

0.612 

85.3 

82.1 

1 

36.5-137 

3.77 

29.7 

Fluoranthene 

0.745 

ND 

0.645 

0.625 

86.6 

83.9 

1 

27.9-138 

3.20 

26.9 

Fluorene 

0.745 

ND 

0.617 

0.599 

82.9 

80.4 

1 

34.0-133 

2.98 

27.1 

Flexachlorobenzene 

0.745 

ND 

0.588 

0.569 

79.0 

76.4 

1 

34.4-116 

3.34 

25.4 

Flexachloro-1, 3-butadiene 

0.745 

ND 

0.670 

0.613 

89.9 

82.4 

1 

36.5-125 

8.79 

29.7 

Flexachlorocyclopentadiene 

0.745 

ND 

0.400 

0.386 

53.6 

51.8 

1 

10.0-124 

3.51 

37.5 

Flexachloroethane 

0.745 

ND 

0.480 

0.512 

64.5 

68.7 

1 

11.3-143 

6.29 

31.9 

lndeno(1,2,3-cd)pyrene 

0.745 

ND 

0.614 

0.564 

82.4 

75.7 

1 

10.0-128 

8.50 

31.5 

Isophorone 

0.745 

ND 

0.634 

0.620 

85.1 

83.3 

1 

25.7-116 

2.19 

27.7 

Naphthalene 

0.745 

ND 

0.600 

0.536 

80.6 

72.0 

1 

36.4-121 

11.3 

27.2 

1,2-Dichlorobenzene 

0.745 

ND 

0.513 

0.519 

68.9 

69.7 

1 

43.0-106 

1.17 

29.4 

1,3-Dichlorobenzene 

0.745 

ND 

0.480 

0.502 

64.5 

67.4 

1 

41.8-100 

4.41 

31.4 

1,4-Dichlorobenzene 

0.745 

ND 

0.489 

0.527 

65.6 

70.7 

1 

42.6-103 

7.49 

29.9 

Nitrobenzene 

0.745 

ND 

0.595 

0.607 

79.8 

81.5 

1 

30.9-134 

2.09 

27.8 

n-Nitrosodimethylamine 

0.745 

ND 

0.418 

0.473 

56.2 

63.5 

1 

19.2-127 

12.2 

32 

n-Nitrosodiphenylamine 

0.745 

ND 

0.552 

0.527 

74.1 

70.7 

1 

26.8-133 

4.67 

25.9 

n-Nitrosodi-n-propylamine 

0.745 

ND 

0.583 

0.633 

78.2 

85.0 

1 

33.0-134 

8.29 

28.2 

Phenanthrene 

0.745 

ND 

0.571 

0.565 

76.7 

75.8 

1 

30.8-137 

1.19 

26.5 

Benzylbutyi  phthalate 

0.745 

ND 

0.532 

0.520 

71.5 

69.9 

1 

33.4-128 

2.29 

28.5 

Bis(2-ethylhexyi)phthalate 

0.745 

ND 

0.505 

0.489 

67.8 

65.7 

1 

21.8-141 

3.21 

35.2 

Di-n-butyl  phthalate 

0.745 

ND 

0.554 

0.585 

74.3 

78.6 

1 

32.2-133 

5.54 

25.9 

Diethyl  phthalate 

0.745 

ND 

0.629 

0.625 

84.4 

83.9 

1 

39.4-136 

0.550 

25.5 
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WG874384  QUALITY  CONTROL  SUMMARY  ONE  LAB.  NATIONWIDE. 

Semi  Volatile  Organic  Compounds  (GC/MS)  by  Method  8270D  L837Q9Q-Q1,02 


L836495-01  Original  Sample  (OS)  •  Matrix  Spike  (MS)  •  Matrix  Spike  Duplicate  (MSD) 


(OS)  L836495-01  05/23/16  12:25  •  (MS)  R3139077-4  05/23/16  13:59  •  (MSD)  R3139077-5  05/23/16  14:22 

Spike  Amount  Original  Result  n  i*/j  v  MSD  Result  n 

(dry)  (dry)  MS  Result  (dry)  MS  Rec.  MSD  Rec. 

Analyte  mg/kg  mg/kg  mg/kg  mg/kg  %  % 

Dilution  Rec.  Limits 

% 

MS  Qualifier  MSD  Qualifier  RPD 

% 

RPD  Limits 

% 

Dimethyl  phthalate 

0.745 

ND 

0.643 

0.640 

86.3 

86.0 

1 

35.8-137 

0.390 

25.4 

Di-n-octyl  phthalate 

0.745 

ND 

0.496 

0.492 

66.6 

66.1 

1 

28.5-128 

0.800 

32.5 

Pyrene 

0.745 

ND 

0.587 

0.571 

78.8 

76.7 

1 

24.1-130 

2.70 

29.9 

1,2,4-Trichlorobenzene 

0.745 

ND 

0.602 

0.563 

80.8 

75.6 

1 

36.5-114 

6.69 

28.4 

(S)  Nitrobenzene-d5 

83.0 

84.3 

21.9-129 

(S)  2-Fluorobiphenyl 

84.6 

81.8 

34.9-129 

(Sj  p-Terphenyl-dl4 

73.1 

70.1 

21.5-128 
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GLOSSARY  OF  TERMS 


ONE  LAB.  NATIONWIDE.  ||| 


Abbreviations  and  Definitions 


SDG 

Sample  Delivery  Group. 

MDL 

Method  Detection  Limit. 

RDL 

Reported  Detection  Limit. 

ND,U 

Not  detected  at  the  Reporting  Limit  (or  MDL  where  applicable). 

RPD 

Relative  Percent  Difference. 

(dry) 

Results  are  reported  based  on  the  dry  weight  of  the  sample,  [this  will  only  be  present  on  a  dry 
report  basis  for  soils]. 

Original  Sample 

The  non-spiked  sample  in  the  prep  batch  used  to  determine  the  Relative  Percent  Difference  (RPD) 
from  a  quality  control  sample.  The  Original  Sample  may  not  be  included  within  the  reported  SDG. 

(S) 

Surrogate  (Surrogate  Standard)  -  Analytes  added  to  every  blank,  sample,  Laboratory  Control 
Sample/Duplicate  and  Matrix  Spike/Duplicate;  used  to  evaluate  analytical  efficiency  by  measuring 
recovery.  Surrogates  are  not  expected  to  be  detected  in  all  environmental  media. 

Rec. 

Recovery. 

SDL 

Sample  Detection  Limit. 

MOL 

Method  Quantitation  Limit. 

Unadj.  MQL 

Unadjusted  Method  Quantitation  Limit. 

Qualifier 

Description 

J 

The  identification  of  the  analyte  is  acceptable;  the  reported  value  is  an  estimate. 

JO 

JO  -  Analyte  exceeds  %D  or  %Rec  for  Continuing  Calibration  per  8260C  or  8270D  method  specific 
criteria.  The  identification  of  the  analyte  is  acceptable;  the  reported  value  is  an  estimate. 

J2 

Surrogate  recovery  limits  have  been  exceeded;  values  are  outside  lower  control  limits. 

J3 

The  associated  batch  QC  was  outside  the  established  quality  control  range  for  precision. 

J5 

The  sample  matrix  interfered  with  the  ability  to  make  any  accurate  determination;  spike  value  is 
high. 

J6 

The  sample  matrix  interfered  with  the  ability  to  make  any  accurate  determination;  spike  value  is 
low. 

SI 

Surrogate  recovery  cannot  be  used  for  control  limit  evaluation  due  to  dilution. 
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ACCREDITATIONS  &  LOCATIONS 


ONE  LAB.  NATIONWIDE. 


ESC  Lab  Sciences  is  the  only  environmental  laboratory  accredited/certified  to  support  your  work  nationwide  from  one  location.  One  phone  call,  one  point  of  contact,  one  laboratory.  No  other 
lab  is  as  accessible  or  prepared  to  handle  your  needs  throughout  the  country.  Our  capacity  and  capability  from  our  single  location  laboratory  is  comparable  to  the  collective  totals  of  the 
network  laboratories  in  our  industry.  The  most  significant  benefit  to  our  “one  location”  design  is  the  design  of  our  laboratory  campus.  The  model  is  conducive  to  accelerated  productivity, 
decreasing  turn-around  time,  and  preventing  cross  contamination,  thus  protecting  sample  integrity.  Our  focus  on  premium  quality  and  prompt  service  allows  us  to  be  YOUR  LAB  OF  CHOICE. 

*  Not  all  certifications  held  by  the  laboratory  are  applicable  to  the  results  reported  in  the  attached  report. 

State  Accreditations 

Alabama 

40660 

Nevada 

TN-03-2002-34 

Alaska 

UST-080 

New  Hampshire 

2975 

Arizona 

AZ0612 

New  Jersey-NELAP 

TN002 

Arkansas 

88-0469 

New  Mexico 

TN00003 

California 

01157CA 

New  York 

11742 

Colorado 

TN00003 

North  Carolina 

Env375 

Conneticut 

PH-0197 

North  Carolina ' 

DW21704 

Florida 

E87487 

North  Carolina  ^ 

41 

Georgia 

NELAP 

North  Dakota 

R-140 

Georgia  ' 

923 

Ohio-VAP 

CL0069 

Idaho 

TN00003 

Oklahoma 

9915 

Illinois 

200008 

Oregon 

TN200002 

Indiana 

C-TN-01 

Pennsylvania 

68-02979 

Iowa 

364 

Rhode  Island 

221 

Kansas 

E-10277 

South  Carolina 

84004 

Kentucky ' 

90010 

South  Dakota 

n/a 

Kentucky  ^ 

16 

Tennessee  ” 

2006 

Louisiana 

AI30792 

Texas 

T  104704245-07-TX 

Maine 

TN0002 

Texas  ^ 

LAB0152 

Maryland 

324 

Utah 

6157585858 

Massachusetts 

M-TN003 

Vermont 

VT2006 

Michigan 

9958 

Virginia 

109 

Minnesota 

047-999-395 

Washington 

C1915 

Mississippi 

TN00003 

West  Virginia 

233 

Missouri 

340 

Wisconsin 

9980939910 

Montana 

CERT0086 

Wyoming 

A2LA 

Nebraska 

NE-OS-15-05 

Third  Party  &  Federal  Accreditations 

A2LA- ISO  17025 

1461.01 

AIHA 

100789 

A2LA- ISO  17025" 

1461.02 

DOD 

1461.01 

Canada 

1461.01 

USDA 

S-67674 

EPA-Crypto 

TN00003 

’■  Drinking  Water  Underground  Storage  Tanks  Aquatic  Toxicity  Chemical/Microbiological  ®  Mold  Accreditation  not  applicable 

Our  Locations 


'cp 


Cn 


ESC  Lab  Sciences  has  sixty-four  client  support  centers  that  provide  sample  pickup  and/or  the  delivery  of  sampling  supplies.  If  you  would  like  assistance  from  one  of  our  support  offices,  please 
contact  our  main  office.  ESC  Lab  Sciences  performs  all  testing  at  our  central  laboratory. 
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Company  Name/Address: 

Duncklee  &  Dunham 

511  Keisler  Dr. 

Cary,  North  Carolina  27518 


Silling  informal ior^' 


Email  To: 

©dunckleedunham. 


Former  Townsend  Plant 


Description: 


Phone:  919-858-9898 
919^58-9899 


Collected  by  (print): 


city/state 

Collected: 


Collected  by  (signature:  a  I 

f.3lely  / 

t  nn  lr»  M  V  V 


Imn'fdistely 

Packed  on  Ice  N 


Client  Project « 

201659C 


Site/F»C'l.ty  ID  a 


Rush?  (Ub  MUST  Be  Notified) 

_ Same  Day . 200K 

_ NeetOay . lOOK 

_ Two  Day  . SOK 

_ Three  Day . 2S1S 


•  Matrix:  S$  •  Soil  GW  •  Groundwater  WW  •  WasteWater  DW  •  Drinking  Water  OT  -  Other 
Remarks:  ^vj£,V 


How _  Othei  _ _ 


Samples  returned  via:  □  UPS 
OfedflT  □  Courier  □ 


Temp-  *C  ®0TT'*s  Received; 

LL  12 


pH  Checked: 
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& DUNHAM 


ENVIRONMENTAL  GEOLOGISTS  &  ENGINEERS 
511  KEISLER  DRIVE  -  SUITE  102 
CARY.  NORTH  CAROLINA  27518 
OFFICE  (919)  858  -9898 

Website  dunckleedunham  com 


DATE: 


Sho  hie 

TION: 


JOB  NO. 

261  1 5^^  C 


PROJECT 

NAME: 
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